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PREFACE 


In  this  volume  are  the  papers  and  discussions  on  Non-ferrous  Metal- 
lurgy and  Metallography  that  were  presented  at  the  Chicago  and  Phila- 
delphia meetings,  1919,  the  Lake  Superior  and  Columbus  meetings,  1920, 
and  the  New  York  meetings  of  1920  and  1921.  Proceedings  of  the 
meetings  of  the  Institute  of  Metals  Division  in  Philadelphia  and  Colum- 
bus are  also  included. 
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msTrruTE  of  metals  division  meetings 

Philadelphia,  September,  1919 

The  meeting  of  the  Institute  of  Metals  Division  was  held  in  Phila- 
delphia from  Sept.  30  to  Oct.  2,  1919,  inclusive.  On  Monday  evening 
preceding  the  meeting,  a  dinner  was  held  at  the  Ritz-Carlton  Hotel  at 
which  many  of  the  former  officers  of  the  Division  and  of  the  present 
officers  and  executive  committee  were  present.  The  subject  of  a  mem- 
bership committee  was  discussed  and  a  motion  to  appoint  such  a  com- 
mittee with  powers  to  go  over  the  membership  list  for  the  selection  of 
divisional  members  and  to  institute  plans  for  additional  members  was 
passed.  Mr.  H.  E.  Howe  and  Dr.  Johnston  of  the  National  Research 
Coimcil  attended  the  meeting  and  presented  their  plans  for  an  Alloys 
Research  Association.  Many  opinions  were  voiced  as  to  the  practi- 
cability of  such  a  scheme  and  Mr.  Howe  expressed  himself  in  apprecia- 
tion of  the  cooperative  thought  and  efforts  given  him. 

On  Tuesday  morning  the  Institute  of  Metals  Division  joined  sessions 
with  the  American  Foundrymen's  Association  and  listened  to  the  opening 
addresses.  In  the  afternoon  a  boat  ride  was  taken  on  the  Delaware 
River,  visiting  the  plants  of  the  Cramp  Ship  and  Engine  Building  Co. 
and  the  shipyard  of  the  Emergency  Fleet  Corpn.  at  Hog  Island.  The 
launching  of  the  boat  christened  ''Afoundria''  at  5  p.m.  was  witnessed 
by  members  of  the  party. 

The  opening  technical  session  was  held  on  Tuesday  evening  at  the 
Ritz-Carlton  Hotel  at  8  o'clock,  Mr.  W.  M.  Corse  presiding.  The  next 
session  was  held  at  the  Ritz-Carlton  at  10  o'clock  on  Wednesday  morning 
and  the  final  session  at  the  same  time  and  place  on  Thursday  morning. 
Mr.  W.  H.  Bassett  presided  on  Wednesday  morning  and  Mr.  W.  B. 
Price  on  Thursday.  The  sessions  were  well  attended  and  the  discussion 
was  good.  The  highly  technical  nature  of  some  of  the  papers  on  the 
program  was  of  special  note.  Taken  as  a  whole  the  meeting  was  one  • 
of  the  most  successful  ever  held.    The  following  papers  were  presented : 

Manufacture  and  Electrical  Properties  of  Man^anin.     By  F.  £.  Bash. 

Grain  Growth  in  Alpha  Brass.     By  F.  G.  Smith.     Illustrated  by  lantern  slides. 

Five  Foundry  Tests  of  Zinc  Bronzes.     By  C.  P.  Karr. 

Manufacture  and  Electrical  Properties  of  Constantan.     By  F.  £.  Bash. 

Tin  Fusible  Boiler  Plug  Manufacture  and  Testing.  By  L.  J.  Gurevich  and  J.  S. 
Hromatko. 

Heat  Treatment  of  Aluminum  Alloy  Castings.    By  Z^y  Jeffries  and  W.  A.  Gibson. 

Influence  of  Heat  Treatment  on  Gun  Metflu.    By  C.  F.  Smart. 

Deterioration  of  Nickel  Spark-plug  Terminals  in  Service.  By  Henry  S.  Rawdon 
and  A.  I.  Krynitzky. 

Heat  Treatment  of  Duralumin.  By  Paul  D.  Merica,  R.  G.  Waltenberg  and  H. 
Scott. 

Mechanical  Properties  and  Resistance  to  Corrosion  of  Rolled  Light  Alloys  of 
Aluminum  and  Magnesimn  with  CoppeTj  Nickel  and  Manganese.  By  Paul  D. 
Merica,  R.  G.  Waltenberg  and  A.  N.  Fmn. 

Simplification  of  Inverse-rate  Method  for  Thermal  Analysis.     Bv  Paul  D.  Merica. 

Constitution  and  Metallography  of  Aluminum  and  its  Light  Alloys  with  Copper 
and  with  Magesnium.     By  Paul  L>.  Merica.  R.  G.  Waltenberg  and  J.  K.  Freeman.  Jr. 

Some  Properties  and  Applications  of  Rolled  Zinc  Strip  and  Drawn  Zinc  Rod. 
By  C.  H.  Mathewson,  C.  S.  Trewin  and  W.  H.  Finkeldey. 

Physical  Properties  of  Certain  Lead-Zinc  Bronzes.  By  Homer  F.  Staley  and  C.  P. 
Karr. 

Physical  Properties  of  Nickel.     By  David  H.  Browne  and  John  F.  Thompson. 

vu 


Columbus,  October,  1920 

The  meeting  of  the  Institute  of  Metals  Division  of  the  A.  I.  M.  E. 
with  the  American  Foundrymen's  Association  in  Columbus,  Ohio,  during 
the  week  of  Oct.  4,  1920,  was  in  every  way  satisfactory.  The  American 
Foundrymen's  Association  gave  most  cordial  cooperation  and  assistance 
and  the  members  of  the  Institute  of  Metals  Division  who  were  responsible 
for  the  arrangements  of  the  meeting  felt  very  appreciative  of  this  help. 
There  was  a  total  registration  of  73  members  and  guests. 

The  Executive  Committee  of  the  Institute  of  Metals  Division  met  at 
dinner  on  Tuesday  evening,  Oct.  5.  At  this  meeting  the  Messrs.  Clamer, 
Jones, .  and  Patch  were  appointed  as  a  Nominating  Committee.  On 
Thursday,  Oct*.  7,  this  Committee  announced  the  following  nominations 
for  officers  of  the  Institute  of  Metals  Division  for  next  year:  chairman, 
W.  H.  Bassett;  secretary,  W.  M.  Corse;  executive  committee,  W.  B. 
Price,  H,  J.  Roast,  P.  D.  Merica,  C.  H.  Bierbamn,  George  K.  Elliott, 
W.  K.  Frank,  P.  E.  McKinney,  C.  H.  Mathewson,  W.  A.  Cowan,  F.  L. 
Wolf. 

The  Foundrymen's  Exhibit  was  exceedingly  interesting,  and  larger 
than  in  former  years,  there  being  between  two  and  three  hundred  firms 
represented,  covering  a  wide  range  of  materials  and  subjects. 

The  Institute  of  Metals  Division  held  three  technical  sessions,  two 
of  which  were  joint  sessions  with  the  A.  F.  A.,  as  follows: 

* 

Tuesday,  Oct.  5 
Joint  Session  with  American  Foundrymen^a  Association 

Investigation  of  Brass-foundry  Fluxes.  By  C.  W.  Hill,  T.  P.  Thomas  and  W.  B. 
Vietz.  ■  Presented  by  Mr.  Thomas. 

Laboratory  Testmg  of  Sands,  Cores  and  Core-binders.  By  F.  L.  Wolf  and  A.  A. 
Grubb.     Presented  by  Mr.  Gruob. 

Reclamation  .of  Metal  from  Brass-foundry  Refuse.  By  F.  L.  Wolf  and  G.  E. 
Alderson.     Presented  by  Mr.  Alderson. 

New  Process  for  Mflucing  Fifteen  Per  Cent.  Phosphor-copper.  By  P.  E.  Demmler. 
Presented  by  the  author. 

Recent  Developments  in  Die-castings.     By  Chas.  Pack. 

The  Solubility  of  Hydrogen  in  Molten  Copper  and  Copper  Alloys.  By  C.  W. 
Hill,  T.  P.  Thomas  and  G.  P.  Luckey.     Presented  by  Mr.  Thomas. 

Wednesday,  Oct.  6 

Joint  Session  with  American  Foundrymen^s  Association 

Problems  of  the  Brass  Foundryman.     By  Russell  R.  Clarke. 
Casting  Losses  in  the  Aluminum  Foundry.     By  R.  J.  Anderson. 
Coke  and  Byproducts  as  Fuels  for  Metals  Melting.     By  F.  W.  Sperr,  Jr.     Pre- 
sented by  Doctor  Merica. 

New  Electric  Furnace  for  Melting  Brass.     By  C.  H.  Booth. 

Status  of  the  Electric  Furnace  in  Non-ferrous  Industries.     By  E.  F.  Cone. 

Thursday,  Oct.  7 

Charpy  Impact  Test  as  Applied  to  Aluminum  Alloys.  By  E.  H.  Dix,  Jr.  Pre- 
sented by  the  author. 

Colloidal  State  in  Metals  and  Alloys.  By  Jerome  Alexander.  Presented  by 
Mr.  Archer. 

Transition  Phenomena  in  Amalg^ams.     1^  A.  W.  Gray. 

Physical  Tests  on  Sheet  Nickel  Silver.  By  W.  B.  Price  and  P.  Davidson.  Pre- 
sented by  Mr.  Davidson. 

Nickel-chromiimi  Alloys.     By  Leon  O.  Hart.     Presented  by  Professor  Hunter. 

Copper  Crusher  Cylinders.     By  A.  I.  Krynitzky. 
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ALnMiNxm  and  its  alloys  have  been  the  subject  of  much  investigation^ 
during  recent  years,  in  the  course  of  which  the  principal  features  of  the 
constitution  of  most  of  the  binary  alloy  systems  with  aluminum  have 
been  determined. 

Except  in  the  case  of  a  few  metals — ^silicon,  bismuth,  cadmium,  lead, 
zinc,  and  tin — ^an  aluminum-rich  compound  is  formed  in  each  binary 
system,  which  forms  a  eutectic  with  the  aluminum  or  its  solid  solution 
with  this  compound.  Thus  such  compounds  as  FeAls,  CuAls,  MgAAls, 
and  NiAls  are  formed,  which  are  found  in  aluminum-rich  alloys  of  their 
respective  series  as  eutectics  with  the  aluminum  solid  solution.  These 
compounds  are,  in  all  cases,  hard  and  brittle  and  their  presence  affects 
profoundly  the  physical  proi^ierties  of  the  alloys  in  which  they  occur. 
Within  the  zinc-aluminum  system  a  compound,  AlsZus,  is  formed  that 
decomposes  at  lower  temperatures. 

Silicon  and  tin  each  form  a  simple  eutectiferous  series  with  aluminum; 
bismuth,  lead,  and  cadmium  are  only  partly  miscible  in  the  liquid  state 
with  it. 

The  extent  of  the  solubiUty  in  aluminum,  in  solid  solution,  of  these 
compounds  or  of  the  elements  themselves,  in  the  case  of  those  series 
in  which  compoimds  are  not  formed,  is  of  the  greatest  importance  in 


*  Published  also  as  Bureau  of  Standards  Sd.  Paper  337  (1919). 
t  Physicist,  U.  S.  Bureau  of  Standards. 
t  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 

1  Discussion  and  bibliography  of  the  literature  dealing  with  aluminum  and  its 
alloys  wUl  be  found  in  Circtdar  No.  76  of  the  Bureau  of  Standards  (1919). 
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considering  the  effect  of  these  compounds  or  elements  upon  the  physical 
properties  of  aluminum-rich  alloys.  Whether  the  compound,  CuAIs, 
is  dissolved  in  the  aluminum  in  an  aluminum-rich  alloy  or  is  in  the  form  of 
a  hard  and  brittle  constituent  distributed  throughout  the  mass  must 
be  a  question  of  primary  importance  in  a  consideration  of  the  mechanical 
properties  of  the  alloy. 

Reference  to  the  equilibrium  diagrams  of  the  binary  aluminum  alloys, 
as  they  are  established  today,  shows  that,  with  a  few  exceptions,  the 
solubilities  of  these  compounds  have  not  been  determined  with  any 
exactness;  usually  not  at  all.  Only  the  solubility  of  zinc  and  of  CuAls 
in  aluminum  have  received  any  attention;  the  former  at  two  and  the  lat- 
ter at  only  one  temperature.  Reference  is  made  to  these  determinations 
below.  In  many  other  cases  an  estimate,  at  best  unsatisfactory,  has  been 
made  from  thermal  analysis  of  the  position  of  the  end  of  the  eutectic 
horizontal  line  or  arrest. 

The  authors  have  undertaken  to  determine  the  solubilities  of  a  number 
of  these  compounds  at  different  temperatures  and  thus  to  establish  the 
missing  solubility-temperature  curve  of  these  compounds  in  the  equilib- 
rium diagram.  This  paper  deals  with  the  solubility-temperature  curves 
of  CuAU  and  of  Mg4Al8,  and  incidentally  with  the  solubility  of  FeAU 
and  the  condition  and  solubility  of  silicon  in  aluminum;  determinations 
will  be  reported  later  on  the  curves  for  MnAls  and  NiAls. 


Constitution  of  Commercial  Aluminum 

Commercial  ingot  aluminum  contains  from  0.2  to  0.5  per  cent,  each 
of  iron  and  silicon  as  impurities,  which  are  at  least  partly  visible  under  the 
microscope.  Figs.  1  and  2  show  the  microstructures  of  two  composi- 
tions of  aluminum  ingot  at  a  low  magnification;  the  grains  of  aluminum 
are  partly  surrounded  by  particles  of  other  constituents,  the  amount  of 
which  is  greater  in  a  composition  having  higher  content  of  total  impurities. 
In  Figs.  4  and  5  are  shown  the  microstructures  of  the  same  materials 
at  higher  magnification;  in  Fig.  3,  that  of  a  similar  material. 

The  microstructure  of  aluminum  and  its  alloys  is  best  developed 
by  careful  grinding  and  polishing  followed  by  etching  with  a  dilute 
solution  of  sodium  hydroxide;  the  authors  prefer  one  of  0.1  per  cent., 
with  the  addition  of  approximately  10  per  cent,  alcohol.  Such  a  solution 
does  not  etch  deeply  enough  to  develop  the  grain  boundaries  but  it  does 
bring  out  quite  well  the  various  other  constituents  found  in  aluminum 
and  its  light  alloys,  which  are  often  in  such  fine  distribution  that  they 
are  obliterated  by  heavier  etching  with  more  concentrated  solutions  of 
sodium  hydroxide  or  of  hydrofluoric  acid,  which  are  more  commonly 
used.    As  much  care  must  be  used  in  the  grinding  and  polishing  of  the 
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metal  aa  in  its  etching  in  order  to  secure  the  best  results.    The  grind- 
iDg  with  the  finer  grades  of  emery  paper  must  be  done  with  the  aid  of 


Fig.  1.  Fia.  2. 

Fia.  1. — PuBBALUMiNnu  {Al-5)  containino  Fb,  0.24  peb  cent.,  Si,  0.14  per  cent. 

Etched  with  0.1  pkb  cent.  NaOH.     X  100. 

Fio.  2. — ComiEBCiAL  iNQOT  ALDiaNDM   (Al-2)   containino  Fb,   0.5  pes  cent., 

Si,  0,2  PBR  CENT.     Etcsed  with  0.1  PEE  CENT.  NaOH.     X  100. 

some  lubricant,  such  as  paraffin,  oil,  or  simply  alcohol,  and  best  results 
are  obtained  by  polishing  with  alumina  on  suitable  doth  moistened  with 


Fio.  3.— Poke  alumintth  inoot  containing  Fe,  0.15  pes  cent.,  8i,  0.12  per  cent., 

showing  pihb  pakticles  pboaablt  of  conbtitoent  x-     x  1500. 
Fio.  4. — CouMERctAL  aluuinuu  (Al-2)  bhowino  edtectics  op  Fe.\L]  and  op  con- 

BTITDENT  X.        X  1000. 

alcohol.     The  subject  of  the  preparation  of  aluminum  for  microscopic 
examination  is  discussed  in  two  papers  by  R.  J.  Anderson.'' 

'Ckern.  <t  Met.  Engng.  (1918)  IB,  172.  'Jni.  Franklin  Inst.  (1919)  187,  1. 
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The  constitution  of  the  binary  alloys  of  iron  with  aluminum  has  been 
investigated  by  Gwyer.^  The  compound  FeAla  forms  a  eutectic  with 
aluminum  at  649°  C;  its  composition  is  unknown  but  lies  undoubtedly  at 
a  very  low  percentage  of  iron,  from  1  to  2  per  cent.  Gwyer  did  not  de- 
termine the  solubility  of  FeAlj  in  aluminum  but  noted  that  it  was  very 
slight.  The  most  complete  investigations  of  the  equilibrium  of  binary 
alloys  of  silicon  and  aluminum  have  been  made  by  Fraenkel,'  and  by 
Roberts;'  the  latter  investigation  confirms  the  first  in  practically 
all  respects.  According  to  these  investigationE,  no  compound  is  formed 
in  this  series;  the  two  elements  form  a  eutectic  at  about  15  per  cent, 
silicon  and  576°  C;  the  solubility  of  silicon  in  aluminum  is  given  as  less 
than  0.5  per  cent. 


J  (A(.2)  sHO' 

CONSTITDENT  X. 

Fio.  6, — Allot  coNTAiNiNa  2  per  cent,  baci 

CONSTITUENTS,  Si  (dARK)  AND  FeAL)   (lIGHT)  A 

It  was  necessary  for  the  authors'  work  on  the  solubility  of  CuAlj  and 
Mg«Al«  that  they  first  be  able  to  identify  the  various  constituents  that 
are  present  in  alloys  of  aluminum  with  these  metals.  On  comparing 
the  microstructures,  therefore,  of  several  different  compositions  of 
aluminum  in  the  light  of  the  investigations  of  the  equilibrium  between 
aluminum  and  iron  and  aluminum  and  silicon,  it  was  possible  to  identify 
a  light  bluish  constituent  occurring  in  all  compositions  as  FeAU;  this  is 
shown  in  Fig.  4.  In  compositions  having  less  than  about  0.2  per  cent, 
of  silicon,  no  other  constituent  was  noticed  in  the  eutectic  islands;  in 
those  having  this  amount  or  more  of  silicon  a  second  constituent,  slightly 


*ZeiU  Anorg.  Chem.  (I90S)  W,  113.         'Z«i.  Artorg.  Chem.  (1908)  SS,  164. 
'  Trawi.  Chem.  Soc.  (1914)  108,  1383. 
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darker  than  the  FeAls  was  noticed.  This  is  shown  together  with  the 
FeAU  in  Fig.  5.  In  order  to  be  more  certain  of  the  identity  of  these 
two  constituents  of  the  eutectic  islands,  samples  were  prepared  from  a 
relatively  pure  aluminum  (called  Al-1)  containing  0.15  per  cent,  iron, 
0.12  per  cent,  silicon,  and  0.02  per  cent,  copper,  with  the  addition  of 
more  silicon  and  of  more  iron.  Microscopic  examination  of  these 
samples  showed  that  as  the  silicon  was  increased  the  darker  constituent 
increased,  whereas  as  the  iron  was  increased,  the  lighter  constituent 
increased. 

Fig.  6  shows  the  two  constituents  in  a  sample  containing  2  per  cent, 
each  of  iron  and  silicon.  It  was  at  first  assumed  that  this  darker  con- 
stituent was  crystallized  silicon,  in  accordance  with  the  equiUbrium 
diagram.     The  results  of  thermal  analyses  made  on  30-gm.  samples  of 
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Invorto  Rate  CooUng  Curvet  of  Aluminum 
with  Differing  Amounts  of  Silicon 

Fig.  7. — Cooling  curves,  ALTJMiNrrM  op  different  compositions,  showing 

ALUMINXJM-FbAi^  BUTECnC  ARREST  (649**  C.)  AND  THAT  OF  ALUMINUM-X  CON- 
STITUENT (610*"  C.).  Al-1-Si,  0.12  PER  CENT,,  Fe,  0.15  per  cent.;  Al-2-Si,  0.20 
PER  CENT.,  Fe,  0.50  PER  CENT.;  Al-10-Si,  0.24  per  cent.,  Fe,  0.40  per  cent.; 
Ai<-6-Si,  0.30  PER  CENT.,  Fe,  0.60  per  cent. 


different  compositions  of  aluminum  did  not  bear  out  this  conception, 
however. 

Cooling  curves  of  the  inverse-rate  type  on  four  different  compositions 
of  aluminum  are  shown  in  Fig.  7.  The  temperature  of  the  FeAls  alumi- 
num eutectic  arrest  is  indicated  clearly  on  each;  it  is  lower  with  increasing 
silicon  content.  The  sample  Al-1  containing  only  0.12  per  cent,  of  sili- 
con showed  no  other  arrest  between  this  temperature  and  the  ordinary 
temperature;  this  specimen  contained  only  the  one  eutectic,  that  with  the 
constituent  identified  as  FeAU.  The  other  compositions  of  higher  sili- 
con content  show  a  lower  arrest  at  610°  C,  quite  constant  in  tempera- 
ture; the  intensity  of  the  arrest  increases  with  the  increase  in  silicon  con- 
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tent.  None  of  these  compositions  showed  an  arrest  at  576**  C.  The 
appearance  of  the  arrest  at  610°  C.  corresponds  with  the  appearance  of 
the  darker  constituent  in  the  eutectic  in  small  amounts.  With  higher 
amounts  of  silicon,  a  thermal  arrest  is  found  at  about  576°  C.  cor- 
responding to  the  silicon-aluminum  eutectic,  and  this  was  confirmed 
by  the  authors. 

The  evidence  seems  to  point  to  the  fact  that  the  second  and  darker 
constituent  found  in  the  eutectic  islands  in  aluminum  is  not  silicon  but  a 
compound  of  unknown  composition,  either  of  iron  and  silicon  alone, 
or  of  these  with  aluminum;  it  will  henceforth  be  referred  to  as  X(AlFeSi). 
The  ternary  liquidus  surfaces  must  have  the  approximate  form  shown  in 
Pig.  8.     Within  the  area  Aluminum-abed,  aluminum  separates  from  the 


Alumi&om 

FiQ.  8. — Suggested  form  of  liquidus  surfaces  of  ternary  system  aluminum- 
iron-silicon  NEAR  aluminum  END. 

liquid;  along  the  line  ab,  the  eutectic  of  FeAU  and  aluminum;  along  the 
line  dc,  the  eutectic  of  silicon  and  aliuninum;  along  the  line  6c,  the  eutectic 
of  aluminum  and  the  compound  X;  b  and  c  are  points  of  invariant 
equilibrium.  This  view,  of  course,  remains  to  be  confirmed  by  a 
necessarily  much  more  extensive  study  of  the  ternary  equilibrium;  it 
appears  at  present,  however,  to  be  the  only  consistent  interpretation 
of  the  facts. 

Another  feature  of  the  structure  of  commercial  aluminum  is  of  the 
greatest  interest.  Figs.  3,  4,  and  5  show,  besides  the  grains  of  aluminum 
and  the  eutectic  islands,  a  number  of  quite  fine  particles  of  some  con- 
stituent scattered  throughout  the  grains  of  aluminum.  These  are 
apparently  particles  of  the  constituent  X  and  possibly  also  of  FeAlj 
that  have  separated  from  the  solid  solution  in  aluminum  at  temperatures 
below  the  eutectic  one.     It  was  noted  above  that  there  is  a  slight  solu- 
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bility  of  the  constituent  X  in  aluminum,  since  it  is  not  found  as  a  part  of 
the  eutectic  when  the  silicon  content  is  only  0.12  per  cent,  nor  is  an 
arrest  found  at  610°  C.  At  610°,  therefore,  approximately  0.12  to  0.20 
per  cent,  of  silicon  as  X  dissolves  in  aluminum;  at  lower  temperatures, 
its  solubility  diminishes  and  it  precipitates  again  in  much  finer  particles. 

Little  can  be  said  as  yet  about  the  solubility  of  FeAU  in  aluminiun, 
as  in  the  purest  aluminum  yet  prepared  and  examined  FeAls  has  been 
found  in  quite  appreciable  quantities;  this  sample,  Al-1,  contained  0.16 
per  cent,  of  iron.  Iron,  as  FeAlg,  is  therefore  not  completely  soluble  in 
aluminum  in  this  amount.  It  may  be  mentioned,  also,  that  although  no 
attempts  were  made  to  discover  whether  by  annealing  this  amount  of 
iron  could  be  made  to  dissolve  in  commercial  aluminum,  it  was  noted  in 
the  course  of  the  work  described  below,  that  in  alloys  containing  besides 
this  amount  of  iron  about  0.5  per  cent,  copper,  no  solution  of  the  FeAU 
occurred  upon  annealing  for  20  hr.  at  500°  C. 

In  the  course  of  the  examination  and  investigation  of  aluminum, 
no  evidence  has  been  found  of  any  transformation  of  silicon  from  one 
form  into  another  nor  of  the  existence  of  the  so-called  graphitoidal 
silicon.  The  latter  term  originated  with  the  analyst  of  aluminum  and 
its  light  alloys,  who  finds  under  certain  conditions  that  a  residue  is 
left  from  the  action  of  the  concentrated  acids  used  in  dissolving  the  sample, 
which  is  insoluble  in  hydrofluoric  acid.  It  is  suggested  that  the  occur- 
rence of  the  silicon  in  the  various  forms:  (1)  of  eutectic  particles  of 
constituent  X,  (2)  of  eutectic  particles  of  silicon,  (3)  of  segregate  par- 
ticles of  X,  and  (4)  of  a  solid  solution  in  aluminum,  possibly  explains 
the  phenomena  experienced  in  the  analysis  of  the  metal.  Thus  the 
silicon  existing  in  solid  solution  in  aluminum  would  undoubtedly  dis- 
solve readily  in  the  concentrated  acids  to  give  Si02,  whereas  the  particles 
of  X  or  of  crystallized  silicon  would  be  much  less  soluble. 

Solubility  of  CuAl2  in  Aluminum  at  Different  Temperatures 

The  equilibrium  of  copper-aluminum  alloys  has  been  investigated 
by  Gwyer,*  Carpenter  and  Edwards,^  Curry,®  Guillet,*  Campbell  and 
Matthews,^**  and  others.  Gwyer  finds  that  4  per  cent,  of  copper  dissolves 
in  aluminum  as  CuAU.  Carpenter  and  Edwards  place  the  solubility 
at  4  per  cent.,  Curry,  at  11  per  cent.,  and  Campbell  and  Matthews,  at 
2  per  cent.     These  values  hold  for  the  eutectic  temperature  540°  C. 

Annealing  experiments  were  undertaken  to  ascertain  the  course  of 
the  solubility-temperature  curve.     For  these  determinations  100  gm. 


'  Prac.  Inst.  Mech.  Eng.  (Jan.,  1907)  57.        •  Comptes  Rendua  (1905)  141,  464. 
» Jnl  Phys,  Chem.  (1907)  11,  425.  "  Jnl.  Am.  Chem.  Soc.  (1902)  24,  263. 
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melts^of  different  compositions  of  copper-aluminum  alloys,  varying  from 
0.5  to  5.0  per  cent,  of  copper,  were  made  in  a  small  gas  furnace;  the  purest 


■Allot  C-20  as  cast,  bhowino  EnTEcnc  or  CtjAl». — Alduinuu.    Cn,  0.5 


Fio.  10. — Allot  C-29  as  cast,  showino  butbctic  of  CuAli. — Alcminom.    Co,  5.1 

PER  CENT.        X   100. 

alumiaum  available,  namely  Al-1,  was  used.     The  resulting  alloys  were 
cast  in  chill  molds,  J2  in.  (12.7  mm.)  in  diameter.     Figs.  9  and  10  show 
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the  typical  structures  of  these  alloys  as  chill  cast  in  this  form.  Free 
CuAl2  was  observed  even  in  the  cast  specimen  C-20  containing  0.5 
per  cent,  copper.  The  compositions  of  the  cast  alloys  are  given  in 
Table  1. 

The  CuAU  can  readily  b3  distinguished  from  the  FeAU  particles  by 
the  fact  that  they  are  much  whiter  in  natural  color  and  that  they  do  not 
turn  brown  upon  etching  for  several  minutes  with  0.1  per  cent.  NaOH, 
as  does  FeAls. 

Specimens  of  these  alloys  were  annealed  for  20  hr.  at  525°,  500°, 
400°,  and  300°  C,  quenched  in  water  from  these  temperatures,  and  ex- 
amined microscopically  for  the  presence  of  free  CuAU.  The  results  of 
these  examinations  are  given  in  Table  1.  A  series  of  photomicrographs, 
Figs.  11  to  14,  show  the  microstructures  of  alloys  C24-B  to  C27-B  after 
annealing  at  500°  C.  and  quenching.  CuAU  is  found  in  C27-B  (3.8  per 
cent.  Cu)  and  C26-B  (3.6  per  cent.  Cu)  but  not  in  C25-B  (3.1  per  cent. 
Cu)  and  C24-B  (2.5  per  cent.  Cu). 

To  observe  whether  20  hr.  annealing  was  really  sufficient  to  bring 
about  equilibrium  within  these  alloys,  specimens  of  C20  to  C25  (and 
marked  H)  were  annealed  10  days  at  400°  C.  and  quenched.  The  results 
of  examination  showed  that  C23-H  contained  a  small  amount  of  CuAU 
and  C22-H,  none,  in  exact  agreement  with  observations  after  20  hr. 
annealing  at  the  same  temperature. 

A  curious  fact  was  noticed  in  the  annealing  of  these  alloys.  Once 
the  CuAl'2  has  dissolved  in  the  aluminum,  it  precipitates  again  from  super- 


Table  1. — Microscopic  Examination  for  Presence  of  Free  CuAU  in 
Annealed  Chill-ca^t  Copper-aluminum  Alloys.    AU  Speci- 
mens Were  Quenched  in  Water  After  Annealing 


• 

Number  of 
AUoy 

Per  cent, 
of  Copper     1 

0.5 
1.1 
1.6 
2.1 
2.5 
3.1 
3.6 
3.8 

4.5 
5.1 

Results  of  Microscopic  Examination  to  Determine  Whether  Free 
CuAls  was  Present  after  Annealing 

1 
Annealed  at  525**  C. 
Marked  G 

Annealed  at 

500"  C, 

Marked  B 

Annealed  at 

400*  C. 

Marked  A 

Annealed  at 

300*  C, 
Marked  C 

C-20 
C.21 
C-22 
C-23 
C-24 
C-25 
C-26 
C-27 

C-28 
C-29 

No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
One  or  two  parti- 
cles only 
Small  amount 
Much  CuAls 

No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
No  CuAls 
Small  amount 
Much  CuAls 

Much  CuAIs 
Much  CuAls 

No  CuAls 

No  CuAls 

No  CuAls 

Small  amount 

Much  CuAls 

Much  CuAls 

Much  CuAls 

Much  CuAls 

1     Much  CuAls 
1     Much  CuAls 

No  CuAls 

,        No  CuAls 

Small  amount 

Much  CuAls 

1     Much  CuAls 

Much  CuAls 

Much  CuAls 

Much  CuAls 

Much  CuAls 
Much  CuAls 

saturated  solutions  only  with  difficulty,  or  perhaps  more  accurately 
stated,  it  apparently  precipitates  from  such  solutions,  but  in  particles 
of  very  high  dispersion  or  small  size,  and  these  particles  coalesce  into 
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lai^er  ones  only  with  difficulty.  Specimens  of  the  C20  to  C29-B  series, 
which  had  been  annealed  20  hr.  at  500*  C.  and  quenched,  were  reannealed 
and  quenched  from  lower  temperatures  as  follows:  C20  to  C29-B-1, 


FiQ.  12. — ALLorC26-B.     Cd,3.6pebcent.     Anneaijid  ANDquENCBEDrBoiiSOO'C. 
X  300. 

at  320"  C.  for  45  hr.  and  C20  to  C29-B-2,  at  400'  C.  for  20  hr.     Reanneal- 
ing  caused  apparently  no  change  in  the  structure  of  any  of  the  alloys;  at 


:rcent.     Annealed  andquenched  frou  600°  C. 
X  300. 
Fig.  14. — Allot  C24-B.    Cu,  2.5  percent.     Annealed  andquenched  troiiSOO'*C. 


least,  no  particles  of  CuAIi  of  a  size  comparable  with  the  original  eutectic 
generation  reappeared  in  those  samples  to  correspond  with  the  diminu- 
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tion  of  solubility  at  the  lower  temperatures.    F^j.  15  shows  the  struc- 
ture of  C25-B-1,  which  may  be  compared  with  Figs,  H  to  14. 


Fig.  15— Alwiy  C25-B-1,  annealed  20  hb.  at 500*0.,  quenched,  i 

45   HH.    AT   320°    C^  AND  QUENCHED.       No   PARTICLES  OF  CuALi   AKE  VISIBLE    AT   THIS 
HAONIPICATION.       CU,  3.1  FEB  CENT.        X  300. 

Only  upon  very  slow  cooling  through  the  temperature  range  500"  to 
300°  C.  do  segregate  or  precipitated  particles  of  CuAU  coalesce  to  such  an 


Fio.  16.  Fio.  17. 

6. — Specimen  C25-B.     Annealed  at  500°  C,  and  qobnched.     Cv,  3.1  f 


extent  that  they  may  readily  be  identified  as  such.    Specimens  of  C25-B 
and  of  E13-B  that  had  been  annealed  at  500°  C.  were  reheated  to  500°  C. 
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and  cooled  from  that  temperature  very  slowly  to  room  temperature. 
The  furnace  cooled  from  500°  to  345°  C.  in  15  hr.  Areas  were  marked  ofif 
on  both  specimens  before  this  final  treatment  and  examined  before  and 
after  heating  and  cooling.  As  annealed  and  quenched,  no  CuAU,  cor- 
responding to  the  equilibrium  solubility,  was  found  in  either  of  the 
specimens;  after  heating  to  500°  C.  and  cooling  at  this  slow  rate,  CuAla 
particles  of  fairly  large  size  were  found  in  both  specimens  in  profusion. 
Figs.  16  and  17  show  an  area  of  C25-B  before  and  after  heating  and  slow 
cooling  respectively. 

Samples  of  alloys  E9  to  Ell  were  annealed  for  various  periods  of 


I 


Liquid 


Solid  Solution 
CuAl, 


Q...  Vo  OdAI  t  Observed 
•ftar  AauMlInc 
„...CaAl|Obc«iT«d 

mtttt  ABBMllac 


20 


40  2 

Percentage  of  Copper  by  Weight 


Fig.  18. — Portion  op  the  equilibrium  diagram  op  the  copper-aluminum  allot 

SERIES  SHOWING  THE  SOLUBILITY  CURVE  CuAL2  IN  ALUMINUM. 


time  at  400°  C.  to  determine  what  period  was  necessary  to  produce  equi- 
librium between  the  CuAl2  and  solid  solution.  The  results  of  these  experi- 
ments are  given  in  Table  2.  At  400°  C,  equilibrium  was  attained  in 
these  small  chill  cast  specimens  after  30  min.;  after  that  period  no 
further  change  took  place. 

In  Fig.  18  are  shown  the  results  of  these  solubility  determinations. 
There  is  given  the  aluminum  side  of  the  equilibrium  diagram  of  copper 
and  aluminum,  of  which  the  portion  be  has  been  determined  by  the  above 
experiments;  the  remainder  is  taken  from  the  results  of  previous  investi- 
gations. The  solubility  of  CuAU  decreases  with  decreasing  temperature 
from  about  4  per  cent,  at  525°  C.  to  about  1  per  cent,  at  300°  C,  and 
is  apparently  still  diminishing  at  lower  temperatures. 
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Table    2. — Microscopic  Examination  for  Presence  of  Free  CuAh 

in    Samples   of   Chill-cast   Copper-aluminum   AUoys 

Annealed  at  400°  C.  and  Quenched 


Number  of 
Sample 

Per  cent.. 
Copper 

Period  of 
Annealing 

Temperature 
of  Annealing 

Examination  for  Presence  of 
Free  CuAlt 

E9wA 

1.0 

15  mm. 

400*^0. 

Small  amount  of  CuAls 

ElO-A 

1.5 

15  min. 

400^  C. 

Considerable  CuAls 

E9-B 

1.0 

30  min. 

400°  C. 

No  CuAls 

ElO-B 

1.5 

30  min. 

400*^0. 

Very     small     Amount    of 
CuAl, 

Ell-B 

1.9 

30  min. 

400°  C. 

Much  CuAlj 

ElO-C 

1.5 

60  min. 

400°  C. 

No  CuAlj 

Ell-C 

1.9 

60  min. 

400°  C. 

Small  amount  of  CuAlt 

ElO-E 

1.5 

13  hr. 

400°  C. 

No  CuAla 

Ell-E 

1.9 

13  hr. 

400°  C. 

Small  amount  of  CuAls 

Effect  of  Magnesium  on  Solubility  of  CuAh  in  Aluminum, — In  seek- 
ing an  explanation  for  the  effect  of  magnesium  on  the  physical  proper- 
ties of  heat-treated  duralumin,"  the  question  presented  itself  whether 
the  solubility-temperature  curve  of  CuAU  in  aluminum  was  displaced 
by  the  presence  of  the  usual  small  amounts  of  magnesium.  Specimens 
were  chill  cast  and  contained: 


Specimen 

Copper, 
Per  Cent. 

Magnesium, 
Per  Cent. 

Specimen 

Copper, 
Per  Cent. 

Magnesium, 
Per  Cent. 

C30 

1 

0.5 

C34 

1 

1.0 

C31 

2 

0.5 

C35 

2 

1.0 

C32 

3 

0.5 

C36 

3 

1.0 

C33 

4 

0.5 

C37 

4 

1.0 

These  were  examined  after  annealing  20  hr.  at  500°  C.  followed  by 
quenching.  Specimens  C32-B  and  C36-B  contained,  after  this  anneal- 
ing, no  free  CuAU,  whereas  specimens  C33-B  and  C37-B  did.  Appar- 
ently as  much  as  1  per  cent,  of  magnesium  does  not  affect  appreciably 
the  temperature-solubility  curve  of  CuAU  in  aluminum. 

Solubility  op  MG4AL3  in  Aluminum  at  Different  Temperatures 

The  equiUbrium  of  magnesium-aluminum  alloys  has  been  studied 
by  Schirmeister,^2  Wilm,"  and  Grube.^*  Schirmeister  finds  no  eutectic 
arrest  for  the  eutectic  of  Mg4Al3-aluminum  at  1  per  cent,  magnesium; 


^^See  footnote  16. 

"  MetaUurgie  (1911)  8,  225. 


"  MetaU  u.  Erz.  (1914)  2,  522. 
"  Zeit.  Anorg.  Chem,  (1905)  46,  225. 
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Grube  makea  no  comment  on  the  amount  of  MgiAl]  that  may  be  soluble 
in  aluminum. 

For  the  authors'  determinations,  samples  of  magnesium-aluminum 


Fio.  19.  Fio. 

Fia.  19. — Magnesium- ALUujNuu  allot  ASS  as  chill  cast,     K 

Etched  with  5.0  per  cent.  NaOH.     X  300. 

Fio.  20. — MAONEeiDu-ALUWiNUM  allot,  annealed  30  bb.  a 

QUENCHED.     A37-400.     Mo,  17.1  per  cent.     Etched  with  5  i 


Fia.  21.  Fio.  22. 

Fig.  21. — MAaNxsiuu-ALuuiNnu  allot,  annealed  20  hr.  at  400°  C.  and  then 
QUENCHED.  A27-400.  Mo,  13.2  per  cent.  Etched  with  S  per  cent.  NaOH, 
X300. 

Fig.  22. — Maonesiuu-aluminuu  alloy,  annealed  20  br.  at  400°  C  and  then 

QUENCHED.       A3e-400.       Mo,     11.7    PER    CENT,      EtCHED    WITH    5    PER    CENT.    NaOH. 

X  300. 

alloys  were  prepared  in  the  same  manner  as  were  those  for  the  previous 
series.  Table  3  gives  the  compositions  of  the  alloys  so  prepared  and  Fig. 
19  shows  the  typical  duplex  structure  of  one  of  the  chill-cast  alloys,  ASS. 
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Specimens  of  the  alloys  were  annealed  for  20  hr.  at  450, 400,  and  300°  C, 
and  then  quenched.     The  microstructure  was  developed  by  etching  with 


Fia,  23.  FiQ.  24. 

Fia.  23.— A35-450.     Ma,  12.2  pbb  cent.     Q0KNChbd.     X  300. 
Fio.  24. — A36-450A.     Mo,  12.2  feb  cent.     Slowlt  cooled.     X  300. 
M^nesium-aluminum  alloy  A35-460,  which  contains  no  M^^Ali  after  umealing 
at  460°  C  and  quenching  (Fig.  23),  but  in  which  MK4AI1  precipitates  upon  reheating 
to  420°  C.  and  slowly  cooUng  (Fig.  24). 

5  per  cent.  NaOH  Bolution  and  the  specimens  were  examined  for  the 
presence  of  free  Mg^Alg.     Table  3  gives  the  results  of  these  detennina- 


Fio.  25.  Fig.  26. 

Fig.  25.— A35-300.     Mo,  12.2  pee  cent.     X  500. 
Fio.  26.— A37-300.     Mo,  17.1  per  cent.     X  500. 
Magnesium-aluminum  alloys  annealed  at  300°  C,  ahowing  the  deep  blue  constit- 
uent (daik  in  phot<^raph). 

tions.    Figs.  20  to  22  show  typical  microstnictures  for  a  series  annealed 
at  400°  C. 
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Table  3. — Microscopic  Examination  for  Presence  of  Free  Mg^Alz  i^ 

Annealed  ChiUnca^t  Magnesiumroluminum  AUoys.    AU 

Specifhens  Were  Quenched  in  Water  after  Annealing 


Results  of  Mioroscopio  Examination  Whether  Free  MgiAh  was  Present 

Number 

Per  cent. 

After  Annealing 

ot 
AUoy 

of 
Magnesium 

Annealed  at  450**  C, 

Annealed  at  400**  C, 

Annealed  at  300*  C. 

Marked  —  45 

Marked  -4 

Marked  -3 

A-31 

5.9 

No  Mg4Al, 

No.  Mg4Al8 

Small  amount  Mg4Als 

A-32 

6.9 

No  MgiAls 

No.  MgiAls 

Much  Mg4Al, 

A-34 

9.1 

No  Mg4Al, 

No.  Mg4Als 

Much  Mg4Als 

A-36 

11.7 

No  Mg4Al8 

No.  Mg4Als 

Much  Mg4Als 

A-35 

12.2 

No  Mg4Al, 

No.  Mg4Al, 

Much  Mg4Als 

A-27 

13.2 

Small  amount  Mg4Als 

Small  amount  Mg4Al8 

Much  Mg4Al3 

A-37 

17.1 

Much  Mg4Al8 

Much  Mg4Al3 

Much  Mg4Al3 

A-38 

17.8 

Much  Mg4Al3 

Much  Mg4Als 

Much  Mg4Als 

The  solubility  of  MgiAls  in  aluminum  decreases  with  lowering  of  the 
temperature  exactly  as  in  the  case  of  CuAU.  Specimens  of  A35-450 
and  of  A36-450  annealed  20  hr.  at  450°  C.  and  quenched  were  reheated  to 


Solid 

Solution 
+• 
Liquid 


Solid  Solution  I 
Mg%i3 


e 


Liquid 


Solid 
Solution 
ofMfffAl, 

In  Aluminum 


x« 


Solid  Solution 
•+ 
Mff^Al, 


Q  ...  No  Mg  4  Al  t  ObMrT«4 
alur  AaaaftliBf 

X-r- Vg  4  Al  •  ObMrT«d 
I  ittmt  AjM— Itaif  I 


ao 


to 


cs 


Fig. 


40  5  10  IS 

Percentage  of  Magntgium  by  Wdgl^t 

27. — Portion  of  the  equilibrium  diagram  of  the  magnesium-alxthinttm 
allot  series  showing  the  solubility  curve  mg4al8  in  aluminum. 


420®  C.  and  allowed  to  cool  very  slowly  in  the  furnace.  The  furnace 
cooled  from  420°  to  260**  in  24  hr.  In  these  specimens  previously  free 
from  MgiAlsy  this  second  heat  treatment  caused  a  copious  precipitate  of 
this  constituent.  Figs.  23  and  24  show  the  structure  of  A35-450  before 
and  after  slow  cooling  respectively. 
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The  results  of  theae  determinatioDS  are  shown  in  Fig.  27,  in  which  is 
reproduced  a  portion  of  the  equilibrium  diagram,  as  determined  by  Grube, 
for  the  magnesium-aluminum  alloya  and  in  which  is  inserted  the  portion 
be  determined  by  the  above  experiments. 

In  aluminum-rich  alloys  of  magnesium  with  commerical  aluminum, 
besides  the  two  constituents  or  phases  aluminum  sohd  solution  and 
MgiAlj,  another  constituent  is  invariablyfound, the  amountof  which  seems 
to  increase  slowly,  if  at  all,  with  an  increase  of  the  magnesium  content 
beyond  about  1  per  cent.  It  has  a  deep  blue  color  and  is  easily  distin- 
guished from  the  other  two  constituents  mentioned  and  from  the  FeAlj, 


Fio.  28, — Allot  N28  contaikikg  Cv,  4.98  per  cent.,  Mo,  2.41  per  cent,,  Fe, 

0.62  PERCENT..  8l,  0.32  PERCENT.,  AND  SHOWING  DEEFBLUE  CONSTITnENT  CBARACTEH- 
IBTIC  OP  ALUMINXni-RICH  ALLOTS  CONTAINING  MAQNESIUM.        X  1000. 

which  is  also  present.  It  is  shown  in  Figs.  25  and  26.  This  constituent 
occurs  in  alloys  also  containing  both  copper  and  magnesium.  Fig.  28 
shows  an  island  of  CuAIi  in  such  an  alloy  in  which  is  embedded  a  particle 
of  this  blue  constituent. 

This  is  believed  to  be  MgsSi,  although  the  authors  have  no  direct 
evidence  for  this  belief.  Vogel'*  found  a  very  marked  and  definite  com- 
pound MgiSi  in  his  study  of  the  binary  series,  magnesium-Bilicon,  which 
was  of  a  deep  blue  color  much  resembling  the  constituent  described  above. 
It  is  unlikely  that  this  constituent  is  a  compound  of  iron  and  magnesium 
since  these  two  metals  unite  only  with  much  difficulty  and  probably  do 

"  Zeit.  Anorg.  Chem.  (1909)  61,  46. 
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not  form  a  compound.  The  only  other  possibility,  therefore,  is  that  the 
constituent  is  a  silicate  or  a  ternary  or  quaternary  compound  containing 
magnesium,  silicon,  iron,  or  aluminum. 

The  occurrence  of  this  constituent  in  light  alloys  of  aluminum  con- 
taining magnesium  is  believed  to  be  of  the  greatest  significance  in  con- 
nection with  the  effect  of  magnesium  upon  the  mechanical  and  other 
physical  properties  of  these  alloys.  This  question  is,  however,  discussed 
at  greater  length  in  another  article." 

Solubility  op  Metals  and  Metal  Compounds  in  Aluminum 

A  review  of  the  results  obtained  above  and  of  those  obtained  by  Rosen- 
hain  and  Archbutt^^  and  of  Bauer  and  Vogel"  on  the  solubility  of  zinc 
in  aluminum  shows  that  a  decreasing  solubility  in  aluminum  with  de- 
creasing temperature  of  that  constituent  in  immediate  equilibrium  with 
the  aluminum  is  characteristic  of  the  metal.  Thus  the  solubility  of  zinc 
in  aluminum  at  443**  C.  is  about  40  per  cent.,  whereas  at  256°  C.  it  is  only 
about  25  per  cent. 

This  form  of  the  solubility  curve  is  of  course  not  unusual,  yet  we  find 
in  the  case  of  equilibrium  of  metals  many  cases  in  which  the  solubility 
of  a  constituent  increases  with  decreasing  temperature.  Thus,  in  the 
zinc-copper  series,  the  solubiUty  of  the  beta  constituent  in  the  alpha 
decreases  with  increasing  temperature.  In  another  article"  the  signifi- 
cance of  the  form  of  solubility  curve  characteristic  of  aluminum  is 
discussed. 

Summary  and  Conclusions 

The  temperature-solubility  curves  of  CuAU  and  of  Mg4Al3  in  alumi- 
num were  determined  by  the  method  of  annealing  and  microscopic  exami- 
nation. Aluminum  dissolves  about  4.2  per  cent,  of  copper  as  CuAlx 
at  525°  C.  and  about  12.5  per  cent,  of  magnesium  as  Mg4Als  at  450°  C. 
The  solubility  of  both  compounds  decreases  with  decreasing  tempera- 
ture. At  300°  C,  aluminum  dissolves  only  1  per  cent,  of  copper  as  CuAlj 
and  slightly  less  than  5.9  per  cent,  of  magnesium  as  Mg4Al8. 

The  structural  identification  of  the  various  constituents,  FeAU, 
CuAU,  Mg4Al3,  found  in  alloys  with  magnesium  and  with  copper  is 
described,  and  a  constituent  is  noted  in  all  light  aluminum  alloys  contain- 
ing magnesium  which  is  believed  to  be  MgjSi. 


^'  Merica,  Wallenberg,  and  Scott,  this  volume;  also  BuUetin  Bureau  of  Stand- 
ards, 1919. 

"  Phil,  Trans,  Roy.  Soc.  London  (1912)  A,  211,  315. 
»/n<.  Zeit.  MetaUogra-phie  (1916)  8,  101. 
"  See  footnote  16. 
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The  solubility  of  iron,  as  FeAU,  in  aluminum  is  at  all  temperatures 
less  than  0.15  per  cent. 

Small  amounts  of  silicon  up  to  from  0.12  to  0.20  per  cent,  are  dissolved 
by  aluminum  at  the  eutectic  temperature  but  are  reprecipitated  upon 
cooling  corresponding  to  the  diminished  solubility  for  silicon  of  aluminum 
at  lower  temperatures. 

Silicon  in  the  usual  commercial  amounts  is  probably  present  as  a 
compound  of  iron  and  siUcon  together  with  some  aluminum.  The  com- 
position of  this  compound  is  not  known  but  it  solidifies  with  aluminum 
and  FeAU  at  an  invariant  point  at  610°  C. 

DISCUSSION 

Geo.  F.  Comstock*  and  Austin  B.  Wilson,*  Niagara  Falls,  N.  Y. 
(written  discussion). — ^A  sample  of  a  light  aluminum  alloy  was  recently 
sent  to  this  laboratory  for  metallographic  examination.  Attempts  were 
made  to  identify  its  various  hard  constituents  by  the  methods  given  in  this 
paper  and  the  conclusions  thus  reached  were  checked  by  the  methods  of 
Hanson  and  Archbutt.^"    The  results  obtained  were  most  unexpected. 

The  sample  was  found,  by  chemical  analysis,  to  contain  94.6  per  cent, 
aluminum,  4.4  per  cent,  copper,  0.63  per  cent,  manganese,  0.41  per  cent, 
iron,  0.43  per  cent,  magnesium,  and  0.06  per  cent,  silicon.  The  polished 
section  showed  numerous  irregular  hard  bright  particles  standing  out 
in  relief  and  a  few  small  rounded  bright  particles  much  less  conspicuous. 
Etching  for  several  minutes  with  0.1  per  cent.  NaOH  was  tried,  to  deter- 
mine whether  the  prominent  hard  constituent  was  CuAla  or  FeAlj,  and 
as  it  was  not  darkened  at  all,  it  was  assumed  to  be  the  former,  according 
to  the  statement  on  p.  11.  The  less  prominent  round  spots  were 
attacked  by  this  etching,  however,  and  showed  very  distinct  light  and 
dark  [stripes,  indicating  that  they  were  some  eutectic.  The  dark 
constituent  was  held  to  be  FeAU,  since  the  paper  stated  that  it  was  dark- 
ened by  this  etching,  but  the  paper  gave  no  information  concerning  the 
constituent  forming  the  bright  stripes  of  this  eutectic.  In  the  descriptions 
of  the  eutectics  of  FeAlj  and  the  silicon  constituent  called  X,  no  mention 
is  made  of  any  etching  and  it  is  not  stated  whether  Figs.  3, 4,  5  and  6  show 
etched  or  unetched  sections.  If  these  were  etched,  X  must  be  darkened 
more  by  the  etching  than  FeAU;  and  if  only  one  of  these  constituents  is 
present  in  an  alloy  with  CuAl2,  the  methods  given  in  the  paper  would 
not  show  which  one  the  darkened  constituent  really  was.  Furthermore, 
no  hint  is  given  as  to  any  method  for  distinguishing  Mg4Alt  from  FeAU 
or  CuAl2,  so  that  the  conclusion  claiming  the  description  of  the  "struc- 
tural identification"  of  these  constituents  seems  exaggerated. 


*  Physical  Testing  Laboratory,  Titanium  Alloy  Mfg.  Co. 

so  Micrography  of  Aluminum  and  its  Alloys.    Jnl.  Inst.  Met.  (1919)  21,  291. 
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It  was  decided  to  check  the  identification  of  the  prominent  hard  bright 
constituent  as  CuAh,  by  using  the  nitric-acid  method  of  Hanson  and 
Archbutt  on  another  polished  section  of  the  same  sample.    A  20  per  cent. 


Fig.  29.— Allot  with  4  4  pbk  cent,  copper,  etched  with  0.1  peb  cent.  NaOH, 
BHowtNO  FeAli  PARTICLES  unattacked,  and  round  spot  of  eutectic,  one  opvhose 

COUPOHENTS  IS  DARKENED.      X  700. 


a  FeAl]  particle 
D.     X  700. 

solution  of  this  acid  (by  weight)  was  used  for  a  few  seconds  at  70°  C, 
which  procedure  is  stated  to  turn  Cu  Als  brown,  leaving  FeAl,  unattacked. 
The  prominent  hard  bright  constituent  of  this  alloy  was  plainly  shown 


DISCUSSION 


Fia  31. — ALLOTWITH8PERCKNT.COPPEB,DNETCHEt>,3BOWINa  TWO  HARD  CONBTTTD- 
BNTB,  OHf  DABKXB  THAN  TBE  OTHZR  AND  IN  THK  FORI!  OP  LONG  MARROW  BODS.     X  700. 
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by  this  method  to  be  FeAl,,  and  the  less  conspicuous  round  particles,  by 
IMirtly  turning  brown,  were  shown  to  contain  CuAlj.  Thus  these  two 
methods  gave  directly  contradictory  results,  so  it  became  at  once  amatter 
of  interest  to  find  out  which  was  right. 

For  this  purpose  we  took  a  polished  section  of  the  standard  alumi- 
num alloy  with  8  per  cent,  copper,  and  etched  it  by  each  of  these  methods 
in  turn.  This  alloy  would  naturally  contain  decidedly  more  CuAU  than 
the  one  first  described,  but  would  probably  not  have  any  greater  iron 


Fio.  33. — Sake  spot  a8  Fig.  31,  etched  with  0.1  pes  cent.  NaOH,  ai. 

CuAli  SLiaHTLT  DABKENXD  BO  AS  TO  BE  LESS  EABUiT  DISTINODIBHEV  FBOU  THE  OKArER 
FeAli  THAN  BEFORE  ETCBINO.       X  700. 

content.  In  the  unetched  condition,  it  plainly  showed  two  prominent 
hard  constituents,  one  as  white  as  the  soft  aluminum  ground  mass,  and 
the  other  slightly  more  blue  or  gray.  The  latter  was  very  similar  to 
the  prominent  constituent  in  the  4.4  per  cent,  copper  sample.  When 
etched  by  Hanson  and  Archbutt's  method,  the  grayer  constituent  was 
unattacked,  meaning  that  it  was  FeAl,,  and  the  whiter  hard  constituent 
was  colored  brown,  identifying  it  as  CuAlj.  This  agrees  perfectly  with 
what  would  be  expected  from  the  greater  copper  content  of  this  sample 
as  compared  with  the  alloy  first  described.  When  repolished  and  etched 
with  0.1  per  cent.  NaOH,  as  advised  by  Merica,  Waltenberg,  and  Free- 
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man,,  however,  there  was  at  first  hardly  any  change  in  these  constituents 
from  the  unetched  state,  but  after  9  min.  the  whiter  constituent,  which 
must  be  CuAl*  in  this  case,  became  slightly  brownish,  while  the  grayer 
FeAIi  was  not  attacked  at  all,  but  the  outUnes  of  both  against  the  alumi- 
num ground  mass  became  more  prominent. 

Thus  the  work  of  Hanson  and  Archbutt  on  these  constituents 
was  checked  on  every  point,  with  the  unavoidable  corollary  that 
the  paper  under  discussion  must  be  in  error  in  regard  to  the  distinction 
between  CuAlj  and  FeAh  by  etching.  The  data  submitted  by  the  au- 
thors on  the  solubility  of  the  various  compounds  in  aluminum  is  doubtless 
of  great  value,  but  their  descriptions  of  the  constituents  and  their  sugges- 
tions for  identifying  them  leave  much  to  be  desired  in  reliability,  to  say 
the  least. 

P.  D.  Merica  (author's  reply  to  discussion). — ^The  method  of  prepara- 
tion and  polishing  of  the  sample  has  much  to  do  with  the  manner  in  which 
the  constituents  of  aluminum  alloys  will  etch;  this  preparation  requires 
care  and  experience  with  these  alloys  and  probably  the  method  of  prepa- 
ration used  by  Messrs.  Comstock  and  Wilson  was  not  the  same  as  that 
of  the  authors.  Although  we  have  not  had  occasion  to  try  the  method 
of  Hanson  and  Archbutt,  which  was  described  some  time  after  the 
authors'  work  was  completed,  we  are  convinced  that  it  is  superior  to  our 
own;  it  apparently  gives  definite  clear-cut  results  and  a  distinct  differ- 
entiation between  FeAls  and  CuAU,  which  is  very  desirable. 

It  is  apparently  impossible  to  darken  Mg4Al8  with  NaOH  of  dilute 
concentrations,  whereas  by  prolonged  etching  with  such  solutions  even 
CuCU  is  darkened;  it  is  distinguished  from  FeAU  by  its  color  in  the 
unetched  condition,  being  much  whiter  than  the  latter.  Reference  to 
the  data  contained  in  the  original  article  may  convince  Messrs.  Com- 
stock and  Wilson  that  it  is  rarely  necessary  to  distinguish  Mg4Al3  from 
CuAl2  in  commercial  alloys,  since  when  copper  is  present  there  is  rarely 
over  1  per  cent,  of  magnesium  added,  which  is  not  sufficient  for  the 
formation  of  undissolved  Mg4Al8,  and  when  the  latter  compound  is  pres- 
ent in  high  percentage  magnesium  alloys  copper  is  generally  absent. 
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Simplification  of  Inverse-rate  Method  for  Thermal  Analysis* 

BY  PAUL  D.    ICERICAyt  PH..  D.,  BATONNE,    N.  J. 
(Philadelphia  Meeting.  September,  1919) 

One  of  the  most  useful,  and  at  the  same  time  least  commonly  used, 
methods  of  thermal  analysis  for  the  determination  of  transformations 
in  metals  and  alloys  consists  in  the  recording  of  the  time  intervals  re- 
quired for  successive  increments  of  temperature  change  during  heating 
or  cooling,  the  temperature  of  the  furnace  containing  the  specimen  being 
altered  at  a  uniform  rate.  The  curve  obtained  by  plotting  these  time 
intervals  as  a  function  of  the  mean  temperature  of  the  specimen  durnig 
the  interval  is  called  the  inverse-rate  curve.  It  is  probably  due  to  the 
fact  that  no  simple  and  convenient  method  has  apparently  been  available 
for  the  measurement  of  the  successive  time  intervals  that  this  method  has 
not  been  so  generally  used  as,  for  exan^ple,  the  differential  method,  for 
which  several  types  of  automatic  or  semi-automatic  apparatus  have 
been   designed. 

Whenever  this  method  has  been  used,  the  intervals  have  usually  been 
measured  with  the  use  of  a  chronograph;  its  operation  as  practised 
at  the  Bureau  of  Standards^  is  as  follows:  The  temperature  of  the  speci- 
men is  measured  by  a  thermocouple  and  a  dial  potentiometer.  The 
operator  sets  the  potentiometer  at  successive  values  of  the  electromotive 
force  differing  by  equal  increments,  usually  0.02  millivolt,  and  records 
the  exact  instant  on  the  chronograph,  by  pressing  a  contact  key,  at 
which  the  galvanometer  coil  passes  through  its  null  position.  Two- 
second  intervals  are  also  recorded  on  the  chronograph  record,  and  the 
number  of  seconds  elapsing  between  successive  signals  is  afterward 
counted  from  the  record  and  plotted  as  a  function  of  the  electromotive 
force  or  of  the  temperature.  This  is  an  admirable  method  and  by  it 
most  minute  thermal  arrests  may  be  detected,  but  it  requires  a  good 
chronograph,  which  is  generally  difficult  to  obtain,  and  the  time  of  one 
operator  during  the  recording  and,  subsequently,  to  read  the  intervals 
from  the  record;  the  latter  operation  often  takes  from  one  to  two  hours. 

There  is  here  suggested  a  simple,  convenient,  and,  it  is  believed,  equally 
accurate  method  of  recording  the  successive  time  intervals,  by  which  the 


•Published  alBO  as  Bureau  of  Standards  Sci.  Paper  336  (1919). 
t  Phjrsicist,  U.  S.  Bureau  of  Standards. 

1  G.  K.  Burgess  and  J.  J.  Crowe:  Critical  Ranges,  As  and  As,  of  Pure  Iron. 
Bureau  of  Standards,  BuU.  213  (1914). 
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expense  of  chronograph  and  the  time  of  one  operator  in  counting  the 
chronograph  record  may  be  eliminated.  The  remainder  of  the  apparatus 
(consisting  of  furnace,  thermocouple,  and  potentiometer)  is  used  exactly 
as  in  the  former  method.  Two  stop  watches  are  used,  which'  may  be 
mounted  in  a  small  frame  and  held  in  one  hand,  a  finger  being  placed  on 
each  stem.  During  the  ''run,  '^  the  operator  sets  the  potentiometer  and 
marks  the  instant  at  which  the  galvanometer  is  at  zero  by  pressing  the 
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stems  of  both  watches  simultaneously,  stopping  one  at  the  end  of  the 
interval  it  has  measured  and  starting  the  other  upon  its  measurement  of 
the  next.  The  interval  is  read  and  recorded  upon  a  suitable  blank  sheet, 
the  hand  of  this  watch  returned  to  its  zero  position  and  the  potentiometer 
set  at  the  next  value.  The  operation  is  repeated  for  each  successive 
interval.  The  intervals  so  recorded  are  afterwards  plotted  directly 
as  a  function  of  the  electromotive  force. 

Fig.  1  shows  the  inverse-rate  curves  for  two  complete  "runs,"  in- 
cluding the  heating  and  the  cooling  curve,  made  on  pure  iron.  Both 
A  J  and  Aj  are  indicated  on  the  first  set  of  curves,  but  only  A2  on  th^ 
second  set.     In  each  case,  the  intervals  were  recorded  both  with  the 
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stop  watches  and  with  the  chronograph  in  the  usual  manner;  the  curves 
marked  C  were  taken  with  chronograph,  those  marked  ,W,  with 
stop  watches.  There  is  little  difference  in  the  smoothness  of  the  two 
sets  of  curves  or  in  the  accuracy  or  precision  of  the  measurement  of  the  time 
interval. 

A  general  consideration  of  the  accuracy  of  the  stopwatch  also  indicates 
that  the  precision  of  measurement  by  stop  watch  is  suiKcient  for  the 
purposes  of  thermal  analysis.  It  is  only  rarely,  perhaps  once  in  a  hundred 
times,  that  a  stop  watch  is  not  accurate  to  within  ^  sec.,  and  its  maximum 
error  is  %  sec.  It  is  found  that  the  variation  of  successive  intervals  of 
time  measured  in  the  inverse-rate  method,  due  to  actual  non-uniform 
rate  of  cooling  or  heating  of  the  furnace,  or  to  inaccuracy  of  the  operator 
in  signaling  the  moment  when  the  potentiometer  is  balanced,  is  of  ap- 
proximately the  same  value;  i.e.,  }^  sec.  It  is  therefore  not  necessary  to 
obtain  the  greater  precision  of  time  measurement  which  is  unquestionably 
possible  by  the  use  of  the  chronograph. 

When  the  ordinary  dial  type  of  precision  potentiometer  is  used,  the 
operator  has  sufficient  time  for  all  of  the  operations  necessary— netting 
the  potentiometer,  reading,  and  recording  the  time  interval  from  the 
watch — within  an  average  interval  of  16  sec,  which  is  recommended 
for  usual  conditions. 

The  curves  recorded  were  taken  with  a  stop  watch  costing  about 
$10.  It  does  not  appear  that  a  more  expensive  watch  is  necessary; 
however,  it  is  not  advisable  to  use  a  stop  watch  that  also  has  the  hour  and 
second  hands,  as  the  presence  of  so  many  hands  will  only  confuse  the 
operator,  who  is  obliged  to  read  quickly  and  cannot  take  much  time  in 
recognizing  the  stop  hand. 

The  author  acknowledges  the  assistance  of  Miss  H.  G.  Movius  in 
obtaining  the  curves  here  shown. 
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Introduction 

Certain  compositions  of  the  light,  i.e.,  aluminum-rich,  alloys  of  alumi- 
num with  magnesium  and  copper  have  become  quite  well  known  within 
the  past  ten  years  under  the  name  of  duralumin.  These  alloys  are  used 
for  rolling  and  forging  and  can  be  so  treated  as  to  develop  quite  remark- 
able mechanical  properties.  Thus  a  properly  heat-treated  aUoy  contain- 
ing about  4  per  cent,  of  copper  and  about  0.5  per  cent,  of  magnesium, 
rolled  into  sheet  or  rod,  will  have  a  tensile  strength  of  approximately 
55,000  lb.  per  sq.  in.  (3866  kg.  per  sq.  cm.)  with  an  elongation  in  2  in. 
(50.8  mm.)  of  about  15  per  cent.  This  alloy,  duralumin,  was  developed 
by  Wilm,^  and  its  properties  more  fully  described  by  Cohn.* 

The  authors  considered  it  worth  while  to  investigate  the  mechanical 
possibilities  of  the  light  alloys  of  two  somewhat  analogous  ternary  series; 
namely,  of  aluminum-magnesium-nickel  and  aluminum-magnesium- 
manganese,  to  study  the  effect  of  variation  of  composition  upon  mechan- 
ical properties  within  the  alumimum-rich  group  of  the  aluminum-magne- 


*  Published  also  as  Bureau  of  Standards  Tech,  Paper  132  (1919). 
t  Physicist,  U.  S.  Bureau  of  Standards. 
}  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 
§  Associate  Chemist,  U.  S.  Bureau  of  Standards. 
» A.  Wilm:  MetaUurgie  (1911)  8,  225,  650. 

*L.  M.  Cohn:  ZeU.  z,  Bef&rderung  d.  Gewerbefleissea  (1910)  89,  643;  also  in  Electro- 
tecknik  u.  Masehinenbau  (1912)  80,  809,  829. 
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sium-copper  alloys  and  to  compare  the  mechanical  properties  of  the  three 
ternary  series. 

This  work  was  carried  out  with  the  cooperation  of  the  Aluminum 
Company  of  America;  the  alloys  were  prepared  there  and  most  of  the 
mechanical  tests  were  performed  by  Mr.  Waltenberg  in  the  laboratories 
of  the  company  at.  New  Kensington.  The  authors  wish  to  express 
their  appreciation  of  the  aid  and  assistance  thus  given  by  the  company 
through  Mr.  £.  Blough. 

No  previous  investigation  has  been  made,  or  at  least  published, 
of  these  three  ternary  systems,  except  that  dealing  with  the  composi- 
tions called  duralumin  mentioned  above.  Light  alloys  of  other  related 
alloy  series  have  been  prepared  and  their  properties  investigated;  viz., 
those  of  aluminum-copper,'  aluminum-manganese,^  aluminum-nickel,^*^ 
aluminum-magnesium,^  aluminum-manganese-copper,*  and  aluminum- 
nickel-copper.* 

Preparation  <op  Alloys 

The  alloys  were  prepared  by  melting  standard  99  per  cent,  aluminum 
ingots  with  the  proper  amoimt  of  aluminum  hardener,  consisting  of  an 
alloy  of  aluminum  and  the  magnesium,  copper,  nickel,  or  manganese 
depending  on  the  alloy  to  be  produced.  The  melts  were  made  in  crucibles, 
attention  being  given  to  see  that  the  temperature  during  melting  did 
not  exceed  800^  C,  as  above  this  temperature  the  ingots  poUred  from 
crucibles  are  apt  to  be  porous  and  unsound,  due  to  the  absorption  of  gas 
by  the  metal.  The  melting  temperature  was  usually  about  700°  C.  The 
molten  metal  was  poured  into  water-cooled  iron  molds  giving  ingots 
3.5  by  12  by  24  in.  (9  by  30  by  60  cm.)  in  dimensions. 

Theser  ingots  were  reheated  to  from  400®  to  450°  C.  in  a  large  reheating 
furnace,  sent  to  the  hot  rolls,  rolled  and  cross-rolled  at  these  tempera- 
tures to  a  thickness  of  0.25  in.  (6.35  mm.).  They  were  then  allowed  to 
cool  in  the  air  and  cold-roUed  to  0.081  in,  (2.05  mm.)  thickness  (No.  12 
B.  A  S.),  annealed  at  from  400°  to  450°  C,  rolled-cold  to  0.051  in.  (1.29 
mm.)  thickness  (No.  16  B.  &.  S.),  annealed  again  and  finished  cold  at 
0.032  in.  (0.8  mm.)  thickness  (No.  20  B.  &  S.). 

Test  specimens  prepared  from  these  sheets  were  tested  in  the  cold- 
rolled  condition,  after  annealing  at  422°  C,  and  after  heat  treatment, 
consisting  of  quenching  at  various  temperatures  and  allowing  the  quenched 


»  H.  C.  H.  Carpenter  and  C.  A.  Edwards:  Proc.  Inst.  Mech.  Eng.  (1907)  67. 

« H.  Schiipeister:  Stahl  u.  EUen  (1915)  36,  648,  873. 

» A.  A.  Read  and  R.  H.  Greaves:  Jfd.  Inst.  Met.  (1915)  18, 100. 

•  W.  Rosenhain  and  F.  C.  Lantsberry:  Proc.  Inst.  Mech.  Eng.  (1910),  119. 
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Table  1. — Composition  of  Alloys* 


• 

Chemical  Compoeition 

Number  of  Sample 

Aluminum, 
Per  Cent. 

Magnesium, 
Per  Cent. 

Copper, 
Per  Cent. 

Manganese, 
Per  Cent. 

Nickel, 
Per  Cent 

Iron, 
.  Per  Cent. 

Silicon, 
Per  Cent. 

B-1 

'    97.00 

1.15 

0.02 

1 

1.04 

None 

0.48 

0.31 

B-2 

97.17 

None 

0.04 

1.71 

None 

0.76 

0.32 

B-3 

96.14 

1.09 

,     0.15 

1.68 

None 

0.56 

0.38 

B-4 

1    98.02 

None 

0.08 

1.07 

None 

0.44 

0.39 

B-5 

95.08 

2.03 

0.08 

1.68 

None 

0.76 

0.37 

B-6 

96.86 

1.44 

0.10 

0.93 

None 

0.40 

0.27 

B-7 

96.31 

1.99 

0.03 

0.94 

None 

0.41 

0.32 

C-1 

97.27 

1.16 

0.72 

None 

None 

0.56 

0.29 

C-2 

96.69 

2.37 

0.04 

None 

None 

0.62 

0.28 

C-3 

97.15 

None 

2.15 

None 

None 

0.36 

0.34 

C-4 

96.65 

2.84 

0.04 

None 

None 

0.27 

0.20 

C-5 

96.11 

None 

3.19 

None 

None 

0.40 

0.30 

C-6 

96.72 

2.03 

0.72 

None 

None 

0.30 

0.23 

0-7 

96.62 

1.00 

1.80 

None 

None 

0.35 

0.23 

C-8 

96.68 

1.07 

1.67 

0.02 

None 

0.33 

0.23 

C-9 

95.98 

3.50 

0.08 

None 

None 

0.26 

0.18 

.      C-IO 

95.83 

2.95 

0.74 

None 

None 

0.27 

0.21 

Cll 

95.51 

1.26 

2.58 

0.02 

None 

0.41 

0.22 

C.12 

95.74 

0.46 

3.18 

None     { 

None 

0.34 

0.24 

A-1.12 

95.48 

0.64 

3.22 

None 

None 

0.39 

0.27 

E-3 

96.80 

1.06 

1.56 

None 

None 

0.32 

0.26 

D-1 

97.44 

0.98 

0.02 

None 

1.00 

6.36 

0.20 

D-2 

97.47 

None 

0.08 

None 

1.76 

0.44 

0.25 

D-3 

95.82 

None 

0.02 

None 

3.40 

0.44 

0.32 

D-4 

96.04 

1.18 

0.08 

None 

1.98 

0.48 

0.24 

D-6 

96.70 

1.84 

0.06 

None 

1 

0.80 

0.43 

0.17 

D-6 

95.62 

1.94 

0.04 

None 

1.80 

0.46 

0.14 

D-7 

95.14 

None 

0.06 

None 

3.94 

0.58 

0.28 

D-S 

94.65 

0.94 

0.09 

None 

3.54 

0.65 

0.13 

D-9 

95.41 

2.86 

0.06 

None 

1.08 

• 

0.39 

0.20 

*  Aluminum  determined  by  difference. 

% 

specimens  to  stand,  or  "age,"  for  several  days  before  testing.  The  latter 
feature  of  this  heat  treatment  wiQ  henceforth  be  termed  ''aging,"  and 
is  necessary  in  order  to  develop  the  highest  mechanical  properties  in  the 
light  alloys  of  the  aluminum-copper-magnesium  series.  It  will  be  noticed 
that  some  of  the  alloys  of  the  latter  series  were  aged  at  110°  C.  whereas 
the  others  were  aged  only  at  about  room  temperature  (20®  C). 
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Table  2. — Mechanical  Properties  of  AUaya  of  Aluminum-Magnesium'' 

Manganese 


No.  of 
Samplo 


A«  Rolled 


Annealed  at  37r  C.  I    Annealed  at  422«  G. 


Quenched  from  500°  G. 
Aged  8  days  at  20**  C. 


B-1 

30.0 

32,400 

2.0 

13.5 

■ 
25,500 

14.0 

11.5 

24.700 

12.0 

22.300 

22.0 

31.600 

2.0        25,300 

24.700 

13.0 

23.100 

25.0 

32.400 

2.5 

25,900 

19.0 

23.400 

11.6 

22.900 

17.0 

31.000 

2.0 

B-2 

20.0 

24.000 

4.5   10.5 

16,800 

26.0 

8.5 

16,000 

30.5 

8.5 

14,200 

36.5 

22.000 

3.5 

16.700 

24.0 

16.000 

35.5 

14,600 

86.5 

24,100 

4.0 

16,200 

31.0 

15.800 

30.0 

14.400 

35.0 

B-3 

32.0 

34.600 

2.0       ! 

14.0 

26.400 

14.0 

25.300 

18.0 

^35,000 

2.0  ;     ' 

26.000 

14.0 

24,700 

17.5 

35.600 

2.5 

25,800 

12.0 

24.900 

20.0 

B-4 

20.0 

21.500 

6.5 

14,300 

42.0 

7.0 

12.800 

26.0 

22.500 

3.0 

13,700 

41.0 

12.900 

40.0 

22,100 

3.0 

1 

13.300 

41.0 

12.300 

35.0 

23,500 

3.0 

22,900 

8.0 

. 

22.300 

5.5  1      ! 

23,500 

4.0 

1 

B-5 

36.0 

39,300 

2.0 

13.5 

29.400 

20.0 

15.0 

28.800 

16.0 

40,300 

2.0  1      , 

28.600 

16.0 

29.400 

15.0 

37,500 

2.0 

28.600 

28,000 

B-6 

36.5 

45,000 
42,700 

3.5       1 
2.8 

14.0 

33,100 

13.0 

15.5 

34,100 
33,100 
32.600 

19.0 
17.0 
17.0 

B-7 

35.5 

37.200 

2.5 

,           1 

13.0 

29.600 

15.5 

14.0 

29,000 

19.5 

40.700 

4.0 :     i 

1 

29,200 

17.0 

29.000 
29.400 

19.5 
18.0 

*  Taken  with  magnifying  hammer. 


Composition  of  Alloys 

It  was  desired  to  include  in  the  list  of  alloys  that  were  to  be  prepared 
compositions  of  each  ternary  series  with  the  individual  percentages  of  the 
components  varying  by  intervals  of  1  per  cent,  and  with  a  total  combined 
content  of  hardening  components  not  exceeding  4.5  per  cent.,  since 
with  a  smaller  aluminum  content  these  alloys  cannot  be  readily  rolled 
into  sheets.  •  The  actual  compositions  obtained,  as  determined  by  chem- 
ical analysis,  are  given  in  Table  1.  The  B  series  is  that  containing  man- 
ganese, the  C  series  that  containing  copper,  and  the  D  series  that  con- 
taining nickel. 
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Table  3. — Mechanical  Properties  of  Alloys  of  Aluminum-Magnesium- 

Copper 


1 

1 

Ab  Rolled 

Annealed  at  422^  C.            Quenched  from  510<*  C. 

Number  of 
Sample 

Sdero- 
ecope 
Hard- 
nees* 

UlUmate 
Tensile 

Strength. 

Lb.  Per 
Sq.  In. 

Elonga- 
tion  > 
in  2  In.. 
Per  Cent. 

1 

Q^io*^    Ultimate 
^Jf'^:     TensUe 
Har^.      Strength, 
n^.        Lb.  Ar 
**•"•         Sq.  In. 

Elonga- 1  Sclero-     ^^^^J^^ 
tion        scope  ,   at^^^X 
in  2  In..    Har'a-  !   ?*S®°#i^ 
Percent,    ness-  1     gq,  i ®f 

Elonga- 
tion 
in  2  In.. 
Per  Cent. 

1 

C-1 

42 

49,000 

2.0 

15.5 

33,300 

17.0     38,030* 

17.0 

48,400 

2.5 

33,100 

15.0 

37,220* 

16.5 

48,600 

2.5 

32,700 

14.0   ;27.0     48,120* 

16.0 

49,600 

2.5 

■ 

47,210* 

18.5 

C-2 

19 

25,800 

4.0 

7.5      16,600 

35.0 

8.0 

16,670* 

34.0 

23,600 

3.0 

;    15,900 

35.0   ' 

16,670* 

33.0 

23,600 

3.5 

'    16,100 

33.0 

16,510* 

28.0 

'  16,510* 

33.0 

C-3 

35 

34,900 

2.5 

7.0  '   21,600 

31.0      13.0     26,350* 

19.0 

35,700 

21,800 

33.0 

• 

27,690* 

11.5 

34,000 

1.5 

22,000 

33.5      11.0 

1 

29,420* 
27,790* 

20.0 
19.5 

C.4 

37 

38,400 

10.5 

29,200 

18.0 

11.0     30,060* 

23.0 

38,600 

1.5 

'    29,200 

18.0 

29,700* 

16.5 

37,200 

1.5 

29,400 

21.0     14.0 

31,590* 
31,350* 

19.0 
20.0 

C-5 

34 

35,900 

8.0      23,000 

30.0    1 14.0 

31,960* 

15.5 

37,500 

2.5 

22,400 

28.5 

30,500* 

14.0 

37,700 

2.0 

22,800 

32.5               ,  30,910* 

33,970*  ! 

19.0 

C-6 

38 

35,300 

1.0 

13.0      30,500 

15.0     33,370*  i 

17.0 

38,500 

0.5 

29,900 

18.5               ,  33,950* 

23.5 

38,100 

1.5 

30,800 

16.0     26.0     43,190* 

18.5 

;  43,560* 

18.0 

C.7 

,    44 

44,200 

2.0 

17.0 

35,300 

26.0     24.0     45,650* 

18.5 

45,500 

2.0 

34,600 

25.5                  45,740* 

19.5 

45,300 

34,800 

25.0     35.0  :  53,970* 

20.0 

62,250* 

C-8 

38 

38,100 
38,100 

1.5 

12.5 

28,500 
29,100 

18.5 
18.5 

C-9 

38 

41,200 

1.5 

12.0 

31,600 

17.5      13.0 

29,120* 

21.0 

43,200 

1.5 

31,200 

17.5   ; 

29,500* 

22.0 

41,200 

1.5 

I    30,500 

1 

14.0 

30,270* 

23.0 

• 

• 

'  30,270* 

22.0 

C-IO 

45 

44,800 

1.5 

12.0  1   30,600 

19.0     14.0 

37,430* 

24.5 

44,600 

1.5 

30,200 

19.0 

37,630* 

21.5 

47,500 

1.5 

30,200 

17.0     26.0  !  47,690* 

21.5 

1 

47,690* 

22.5 

C-11 

50 

56,700 

2.0 

15.5      34,900 

20.5     29.5 

51,520* 

21.0 

1 

52,900 

1.5 

36,000 

24.0 

50,870* 

24.0 

58,400 

2.0 

34.0 

54,740* 
55,590* 

23.0 
20.0 

C-12 

31 

38,900 

5.0 

7.5      23,100 

24.0     25-28'  42,370* 

1             ' 

14.5 

38,600 

5.0 

23,000 

24.0                  39,340* 

26   49,230* 

■  49,830* 

16.5 
26.5 

25.5 

1 

•Ta 

ken  wi 

th  magnif 

ying  hai 

nmer.    *  Aged  a 

t  20*  C.    *  Aged  at  110* 

C. 

VOL. 

Lxrv. — ; 

3. 
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PROPERTIES   OF  ROLLED   LIGHT  ALUMINUM  ALLOYS 


Mechanical  Tests 

The  results  of  the  tests  made  on  the  strips  cut  from  the  sheets  are 
given  in  Tables  2,  3,  and  4. 


Table  4. — Mechanical  Properties  of  Alloys  of  Aluminum-Mag^ 

nesium-Nickel 


As  Rolled 


Annealed  at  500°  C. 


Quenched  from  500°  C. 
Aged  20  Days  at  20°  C. 


No.  of  • 
Sample 


Sclero- 
seope 
Hard- 
ness* 


Ultimatel 

TensUe  { 

Strength,  I 

Lb.  Per  , 

Sq.  In.   I 


Yield 

Point, 

Lb.  Per 

Sq.  In. 


Elonka-  '  Sclero-    T^^JSti*'  Elonga- 


tion 
1  in  2  In., 
,  Per  Cent 


tion 


«-^—      I'D.  rer   n^_r^ ; 


nees« 


Sq.  In. 


Per  Cent. 


|^«rl  T^^'  ^'ST- 


D-1  I 

I 

D-2 
D-3 

D-4 

I 

D-5 
D-6 
D.7 

D-8 

I 

D-9  ' 


23.0 
22.0 
27.0 
27.5 
20.0 
30.0 
24.0 
28.0 
32.0 


23,800 
25,500 
24,000 
25,200 
32,100 
32,600 
29,900 
20,300 
33,000 
34,300 
36,000 
35^200 
20,200 
20,300 
33,800 
34,100 
42,000 
40,600 


21,600 
17,500 
18,000 


25,500 
25,500 
30,000 
20,000 
31,000 
31,000 
21,000 
21,000 
28,500 
20,000 
35,000 
34,500 


3.0 
3.5 
2.5 
2.5 
3.0 
3.5 
2.0 
2.5 
4.0 
4.5 
1.5 
1.0 
3.0 
3.0 
2.5 
1.5 
3.0 
3.0 


7.0 

7.0 

7.0 

6.5 

8.0 

8.0 

0.5 

0.5 

10.0 

11.0 

11.0 

12.0 

10.0 

10.0 

10.5 

11.0 

13.0 

13.5 


17,800 
17,000 
18,000 
17,700 
21,600 
20,600 
20,000 
21,100 
24,200 
21,100 
25,200 
25,400 
20,200 
20,200 
21,400 
22,600 
28,000 
28,800 


15.0 
18.5 
20.5 
24.0 
27.0 
20.0 
20.0 
20.5 
21.0 
16.5 
18.0 
18.5 
23.0 
24.5 
10.0 
10.0 


15.0 
14.0 

7.5 

7.0 
10.0 

0.0 
13.0 
14.0 
12.0 
12.5 
14.0 
13.5 

0.0 
10.0 
16.0 
15.0 
14.0 
15.0 


27,700 
26,200 
18,600 
18,600 
21,600 
21,600 
27,000 
27,100 
28,100 
27,600 
20,000 
20,100 
22,700 
22,400 
31,000 
31,500 
32,200 
31,800 


18.0 
21.0 
28.5 
27.0 
24.0 
20.0 
18.0 
17.0 
10.0 
18.5 
20.0 
21.5 
21.5 
21.5 
15.0 
15.0 
18.0 
16.0 


<*  Taken  with  magnifying  hammer. 

The  alloys  of  aluminum-manganese  and  of  aluminum-manganese- 
magnesium  are  not  improved  by  heat  treatment  of  the  type  used  for 
duralumin.  The  alloys  of  aluminum-nickel  alone  are  also  not  appre- 
ciably affected  by  this  heat  treatment  (See  Nos.  D-2,  D-3,  and  D-7), 
but  in  those  alloys  in  which  both  nickel  and  magnesium  are  present  the 
heat-treated  specimens  are  harder  and  stronger  than  the  annealed  ones. 

Within  the  C  series,  it  is  noticed  that  alloys  containing  magnesium  but 
no  copper  are  not  improved  by  heat  treatment;  alloys  containing  copper 
but  no  magnesium  are  moderately  affected;  the  greatest  increases  in 
hardness  and  strength  are  found  in  the  heat-treated  specimens  of  alloys 
containing  both  copper  and  magnesium.  Table  5  gives  a  survey  of  the 
percentage  increase  of  strength  of  the  heat-treated  over  the  annealed 
specimens  of  the  same  composition. 
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Table  5. — Percentage  Increase   of  Tensile  Strength  of  Heai'treated 
Specimens  over  Annealed  Ones  of  Same  Composition 


Alloys  Containing 


Average  Inerease, 
Per  Cent. 


Manganese,  no  magnesium,  B-2  ( —  9  per  cent.)y  B-4  ( —  7  per  cent.)i 
Manganese  and  magnesium,  B-1  ( —  4  per  cent.)}  B-3  ( — 5  per  cent.), 

B-5  (0),  B-6  (0),  B-7  (-2  percent.) 

Nickel,  no  magnesium,  D-2  (3  per  cent.),  D-3  (3  per  cent.),  D-7 

(12  per  cent.) 

Nickel  and  magnesium,  D-1  (40  per  cent.),  D-4  (31   per   cent.), 

D-5  (24  per  cent.),  D-6  (17  per  cent.),  D-8  (41  per  cent.),  D-9 

(11  per  cent.) 

Copper,  no  magnesium,  C-3  (2S  per  cent.),  C-5  (41  per  cent.) 

Magnesium,  no  copper,  C-2  (3  per  cent.),  C-4  (10  per  cent.),  C-9; 

(  —  3  per  cent.) 

Copper  and  magnesium,  C-1  (44  per  cent.),  C-^  (43  per  cent.),  C-7 

(50  per  cent.),  C-10  (58  per  cent.),  C-11    (57   per   cent.),  C-12 

(110  per  cent.) 


-8 

-3 

6 


27 
34 


60 


Table  6. — Comparison  of  Hardening  or  Strengthening  Effect  of  Copper, 
Nickelf  Manganese^  and  Magnesium  on  Annealed  Specimens 


Number 


Alloying  Elements 


C-3 
B-2 
D-2 
C-2 
C-5 
D-3 
C-4 
C-1 
B-1 
D-1 
C-7 
B.3 
D-4 
C-6 
B-5 
D-6 


Cu  2.15 

Mn  1.71 

Ni    1.76 

Mg2.37 

Cu  3.19 

Ni   3.40 

Mg2.84 

Cu  1.16, 

Mnl.04, 

Ni    1.00, 

Cu  1.80, 

Mn  1.68, 

Ni    1.98, 

Cu  0.72, 

Mn  1 .  68, 

Ni    1.94, 


MgO.72 
Mg  1.15 
MgO.98 
Mg  1.00 
Mgl.09 
Mgl.l8 
Mg2.03 
Mg2.03 
Mgl.94 


Tensile  Strength,  Lb.  Per 
Sq.  In. 

Elongation,  Per  Cent. 

21,800 

32 

16,000 

32 

17,800 

27 

16,000 

35 

22,800 

30 

21,100 

28 

29,000 

19 

33,000 

15 

24,000 

12 

17,700 

17 

35,000 

25 

26,000 

13 

21,000 

20 

30,000 

17 

29,000 

18 

25,000 

18 

In  the  annealed  condition  and  for  equal  additions,  either  with  or 
without  magnesium,  copper  seems  to  confer  the  greatest  hardemng 
effect,  next  manganese,  and  then  nickel.  This  is  shown  in  the  compari- 
sons of  Table  6. 

At  about  3  per  cent.,  magnesium  alone  appears  to  exert  a  greater 
hardening  effect  than  the  same  percentage  of  the  other  metals  but  at 
about  2  per  cent,  it  has  less  effect  than  copper. 


6b  PROPERTIES   OF  ROLLED    LIGHT   ALUMINUM   ALLOYS 

CoREOsioN  Test 

The  resistance  of  these  alloys  to  corrosion  was  determined  by  the 
salt-spray  test.  This  teat  consists  of  exposing  the  samples  to  a  con- 
tinuous fog  of  salt  water,  produced  by  atomizing  a  20-per  cent,  solution 
of  salt  (sodium  chloride)  in  water.'  Although  this  test  is  not  considered 
entirely  satisfactory,  it  is  thought  that  the  results  produced  represent 
with  a  fair  degree  of  accuracy  the  results  obtained  in  actual  service, 
especially  under  marine  conditions. 

The  alloys  were  subjected  to  the  salt-spray  test  for  two  periods  of 
one  month  each,  and  were  exarainpd  at  the  end  of  each  period  to  deter- 


Fio.  1. — Photograph  sbowino  appeaeancb  op  specimens  op  Al-Mg-Mk  sekies 


mine  the  relative  amount  of  corrosion.  This  was  estimated  by  appear- 
ance only,  as  it  is  practically  impossible  to  determine  it  by  loss  in  weight 
OB  account  of  the  adherence  of  the  aluminum  rust  and  the  lack  of  a 
satisfactory  reagent  to  remove  the  rust  without  affecting  the  metallic 
aluminum. 

The  test  pieces  were  4  by  2  by  0.03  in.  (101  by  50.8  by  0.76  mm.)  and 
included  each  series  of  alloys  treated  as  follows:  as  rolled  {marked  B-i, 
etc.),  quenched  from  520°  C.  into  water  at  16"  C  (marked  B-4-A,  etc.), 
quenched  from  620°  C,  into  water  at  100°  C,  (C-2-B,  etc.),  annealed 
at  450°  C,  and  cooled  slowly  (B-l-C,  etc.).  Specimens  of  commercial 
sheet  aluminum,  as  rolled  marked  (Al),  annealed  at  450°  C.  (Al-A), 
annealed  at  500°  C.  (Al-B),  and  quenched  from  500°  C.  (AJ-C)  were 
tested  in  the  same  way. 

'A,  N.  Finn;  Method  of  Making  Salt-spray  Test.  Proc.  Am.  Soo,  Teat.  Mat 
(1918)  18,  pt.  1,  237. 
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After  one  month's  exposure  to  the  salt  spray,  there  was  a  marked 
difference  in  the  appearance  of  the  various  rolled  alloys.  B^  and  B-5  as 
rolled,  annealed,  and  quenched  were  only  slightly  corroded  and  appeared 
better  than  the  remaining  alloys.     The  annealed  specimens,  B-4-C  and 


r  Al-Mo-Cu  beries 


B-6-C,  were  corroded  more  than  the  rolled  or  the  quenched  specimens 
of  these  alloys.  Specimens  of  D-3,  D-6,  and  D-8,  rolled,  annealed,  and 
quenched  were  not  quite  as  good  as  the  B  series.  The  specimens  as  rolled 
were  corroded  a  little  more  than  the  annealed  or  quenched  specimens. 
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The  rolled  specimens  of  the  C  series  (C-2,  C-5,  C-8,  etc.),  with  the  excep- 
tion of  C-2,  '^ere  badly  corroded.  C-2,  as  rolled,  annealed,  and  quenched, 
C-11  annealed  and  quenched,  and  the  quenched  specimens  of  the  re- 
mainder of  this  series  compared  favorably  with  B-4  and  B-5. 

Figs.  1,  2,  and  3  show  the  appearance  of  some  of  the  specimens  after 
one  month's  exposure. 

In  Table  7  the  alloys  are  grouped  according  to  their  resistance  to 
corrosion,  as  indicated  by  their  appekrance  at  the  end  of  the  second 
month,  group  I  being  the  most  resistant  and  group  IV  the  least  resistant. 

Table  7. — Arrangement  of  Specimen  in  Order  of  Resistance  to  Corrosion 


Group  I               ' 

1 

Group  II 

Group  III 

Group  IV 

B-5-A 

C-ll-B 

B-6-C 

C-ll-C 

c-n 

B-4.A 

C-ll-A 

B-4-C 

C-2 

C-8 

B-5 

C-6-B 

B-4                    C-8-C 

C-5 

C-S-B 

C-5-A 

C.2-B                D  3-A 

C.12 

CS-A 

C-12.A 

D-6-C 

C-2-C 

C-5-C 

C-12-B 

D-6-A 

C.2-A 

C-12-C 

D-6            \        D.3 

Al 

Al-A 

D-8 

Al-B          1        D^C 

Al-C                  D-S-A 

D-8-C 

• 

It  must  be  stated  that  there  was  not  the  distinct  difference  in  the  amount 
of  corrosion  that  might  be  inferred  from  the  above  classification,  but  the 
difference  was  very  small  or  negligible  between  pieces  in  the  same  group; 
group  I  merges  with  group  II,  but  the  difference  between  groups  II  and 
III,  and  between  III  and  IV  is  very  definite. 

The  order  in  which  the  thirty-nine  samples  listed  above  are  grouped 
is  based  on  the  opinion  of  two  observers  working  independently  of  each 
other,  and  it  is  notewothy  that  the  results  of  their  observations  were  in 
almost  complete  agreement.  In  no  case  was  any  sample  placed  by  either 
observer  in  a  different  group  from  that  indicated  above,  and  in  only  a  few 
cases  did  the  indicated  order  differ. 

Table  8  gives,  in  condensed  form,  a  summary  of  the  corrosion  tests 
and  shows  at  a  glance  the  relative  resistance  to  corrosion  of  the  alloys 
studied  and  the  effect  produced  by  quenching  and  annealing  the  rolled 
alloys.  The  figures  indicate  the  group  in  which  a  particular  alloy  was 
classed  with  respect  to  its  resistance  to  corrosion.  Consideration  of 
this  table  indicates  clearly  that  a  decided  increase  in  resistance  to  cor- 
rosion may  be  produced  by  quenching  some  aluminum  alloys,  a  less 
marked  difference  is  produced  by  annealing,  and  with  some  alloys  no 
difference  is  noted. 
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The  following  conclusions  are  drawn  from  examination  of  this  table: 
if  any  change  is  produced  by  quenching,  it  improves  the  resistance  of  the 
metal  to  corrosion;  the  magnesium,  nickel,  and  nickel-magnesium  alloys 
have  about  the  same  resistance  to  corrosion  regardless  of  treatment; 
annealing  improves  somewhat  the  resistance  to  corrosion  of  the  copper- 

Table  8. — Relative  Corrosion 


B-4 


B-5 


C-2     C-6  ,  ^^(^{2^*     D-3  I     D-6.  D-8        Al 


Alloying  Metals 


Mn  '    Mn-Mg    '   Mg      Cu       Cu~Mg    |    Ni 


Ni-Mg 


1 
1 

As  rolled 3 

1 

3 

4 

4 

3 

[ 

3 

4 

•»» 

Quenched  520°  to 

C3 

16**  C.  (A) 1 

1 

3 

2 

land  2 

3 

3 

3 

6 

Quenched  520°  to 

1 

100°  C.  (B)....      ♦ 

* 

3 

2 

land  2 

♦ 

* 

* 

Annealed  at  450°          ! 

C.  (C) 3    , 

3 

3 

4 

3  and  4 

3 

3 

3 

■ 

*No  samples  tested. 

r 

magnesium  alloys  and  reduces  the  resistance  of  the  manganese-magnesium 
alloy;  quenching  produces  the  greatest  effects  in  the  copper,  copper- 
magnesium,  and  manganese  alloys;  commercial  aluminum,  as  hard  rolled, 
does  not  resist  corrosion  satisfactorily  and  the  sample  tested  was  almost 
completely  disintegrated  at  the  end  of  the  test  showing  characteristic 
exfoliation.  Annealing  or  quenching  materially  improves  aluminum, 
but  it  is  not  equal  to  some  of  the  alloys. 


Summary 

Light  aluminum  alloys  of  several  compositions  belonging  to  each  of 
the  three  ternary  series,  aluminum-magnesium-copper,  aluminum- 
magnesium-manganese,  and  aluminum-magnesium-nickel  were  rolled 
out  into  sheets  and  tested  in  tension  as  cold-rolled,  after  annealing,  and 
after  heat  treatment,  consisting  of  quenching  from  about  500°  C.  and 
aging  at  ordinary  temperature. 

The  tensile  properties  of  the  alloys  of  the  aluminum-magnesium- 
copper  series  were  superior  in  all  conditions  to  those  of  the  other  series. 
They  may  be  much  improved  by  an  appropriate  heat  treatment.  The 
alloys  of  the  aluminum-magnesium-nickel  series  are  also  improved  by 
heat  treatment,  but  not  in  the  same  degree  as  the  former  series.  The 
alloys  of  the  aluminum-magnesium-manganese  series  are  not  improved 
by  heat  treatment. 
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Samples  of  representative  compositions  of  each  series  were  exposed 

to  corrosion  in  the  salt-spray  test,  and  the  appearance  of  the  samples 

observed  after  exposure  to  the  action  of  the  salt  spray  for  one  and  for 

two  months.     The  alloys  of  the  aluminum-magnesimn-manganese  series 

resisted   corrosion,  in  general,  better  than  those  of  the  other  series; 

this  observation  agrees  with  other  experience  in  the  corrosion  of  such 

alloys.    The  heat-treated  specimens  of  the  aluminum-magnesium-copper 

series,  however,  were  but  little  inferior  to  those  of  the  manganese  series 

in  their  resistance  to  corrosion;  the  annealed  and  the  cold-rolled  samples 

of  that  series  were  the  least  resistant  to  corrosion  of  any  of  the  alloys 

tested.     Hard-rolled  commercial  aluminum  corroded  much  more  than 

any  of  the  alloys.    Annealed  aluminum  was  more  resistant  to  corrosion 

than  the  hard-rolled  aluminum,  but  did  not  compare  favorably  with 

most  of  the  allovs. 
• 

DISCUSSION 

G.  K.  Burgess,*  Washington,  D.  C. — In  the  service  tests,  the 
Advisory  Committee  on  Aeronautics  considered  it  highly  necessary, 
particularly  for  seaplanes,  to  find  out  whether  or  not  it  was  necessary  to 
paint  exposed  parts;  reports  have  been  obtained  but  have  not  been  pub- 
lished at  the  present  time.  Investigations  were  carried  on  at  three  Navy 
Yards.  On  just  a  hurried  examination,  the  inspection  was  made  about 
two  weeks  ago  and  the  results  are  now  being  digested — an  examination 
shows  that  the  aluminum  alloys,  whether  painted  or  unpainted,  stand  up 
very  well.  It  apparently  is  not  necessary  to  paint,  which,  of  course,  is  a 
very  important  item  in  the  question  of  the  weight  of  seaplanes.  We 
will  be  able  to  repoit  on  that,  I  expect,  probably  at  the  next  meeting. 

*  Chief,  Division  of  Metallurgy,  XJ.  S.  Bureau  of  Standards. 
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Introduction 

The  remarkable  phenomena  exhibited  by  the  aluminum  alloy  known 
as  duralumin  were  discovered  during  the  years  1903-1911  by  A.  Wilm^** 
and  have  been  described  by  him  and  by  others.  ••  *•  *•  • 

The  unusual  feature  of  this  alloy  is  the  fact,  as  was  shown  by  Wilm, 
that  it  can  be  hardened  quite  appreciably  by  quenching  from  tempera- 


*  Published  also  as  Bureau  of  Standards  Sci,  Paper  347  (1019). 
t  Physicist,  XJ.  S.  Bureau  of  Standards. 

t  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 

1  A.  Wilm:  MetaUiurgie  (1911)  B,  225. 

*  A.  Wilm:  MetaUurgie  (1011)  B,  650. 

*  L.  M.  Cohn:  Verh.  Z.  Bef ordering  dee  Gewerbefleisses  (1910)  89,  643. 
«  L.  M.  Cohn:  Elekirotechnik  %l  Maachinenbau  (1914)  81,  430. 

»  L.  M.  Cohn:  Elektrotechnik  u.  Maachinenbau  (1912)  80,  809,  829. 

*  P.  D.  Merica:  Aluminum  and  its  light  alloys,  Circular  76,  U.  S.  Bureau  of 
Standards,  1918;  also  Chem,  and  Met,  Eng.  (1918)  19,  135,  200,  329,  587,  635,  729^ 
780. 
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tures  below  its  melting  point  followed  by  aging  at  ordinary  temperatures, 
which  consists  merely  of  allowing  the  material  to  stand  at  these  tempera- 
tures. The  hardness  is  not  produced  by  the  quenching  alone  but  in- 
creases during  the  period  of  aging,  which  may  be  from  one  to  three  days. 
Cohn''^  gives  data  showing  the  increase  of  hardness  of  duralumin  during 
aging,  after  quenching  in  water  from  about  450^  C.  Upon  annealing, 
the  alloy  so  hardened  by  aging  is  softened  exactly  as  is  hardened 
steel. 

The  composition  of  this  alloy  usually  varies  within  the  following 
limits:  Copper,  3  to  4.5  per  cent.;  magnesium,  0.4  to  1.0  per  cent.; 
manganese,  0  to  0.7  per  ceiit.;  aluminiun,  balance;  iron  (as  impurities), 
0.4  to  1  per  cent.;  siUcon,  0.3  to  0.6  per  cent.  Its  density  is  about  2.85. 
It  is  used  only  in  the  forged  or  rolled  condition. 

This  alloy  has  been  produced  for  some  years  commercially  and  is 
in  demand  for  the  fabrication  of  parts  for  which  both  lightness  and 
strength  are  required,  such  as  for  aircraft.  Its  tensile  strength  will  aver- 
age 50,000  to  60,000  lb.  per  sq.  in.  (3515  to  4218  kg.  per  sq.  cm.)  after 
appropriate  heat  treatment;  such  as  that  described  by  Wilm. 

With  the  purpose  of  ascertaining  whether  the  heat  treatment  de- 
scribed by  him  actually  developed  the  best  mechanical  properties  possible 
for  duralumin,  the  authors  undertook  a  study  of  the  effect^  of  variation 
in  heat-treatment  conditions,  i.e.,  quenching  temperature,  aging  tem- 
perature, etc.,  upon  these  properties  and,  in  connection  with  another 
investigation,^  a  study  of  the  effect  of  chemical  composition  upon 
them. 

Mr.  E.  Blough  had  already  called  the  attention  of  one  of  the  authors 
to  the  fact  that  the  amount  of  hardening  produced  by  heat  treatment  was 
influenced  quite  markedly  by  the  temperature  from  which  the  material 
was  quenched,  a  most  interesting  fact  that  was  not  brought  out  by 
Wilm's  published  investigations,  which  mentioned  merely  the  effect 
of  aging  after  quenching  from  one  temperature,  in  the  neighborhood  of 
450^  C.  An  explanation  was  sought  for  the  mechanism  of  hardening 
during  aging  of  this  alloy,  and  additional  data  were  obtained  bearing 
upon  this  phase  of  the  matter. 

The  experiments  here  described  were  carried  out  partly  in  the  lab- 
oratories of  the  Bureau  of  Standards  and  partly  in  cooperation  with 
The  Aluminum  Company  of  America  in  its  laboratories  at  New  Kensing- 
ton. The  alloys  used  were  prepared  at  the  New  Kensington  plant  of 
this  company  and  the  authors  wish  to  express  their  appreciation  of  the 

^  P.  D.  Merica,  R.  G.  Waltenberg  and  A.  N.  Finn:  The  Tensile  Properties  and 
Resistance  to  Corrosion  of  Rolled  Light  Alloys  of  Aluminum  and  Magnesium  with 
Copper,  with  Nickel  and  with  Manganese.  Tech.  Paper  No.  132,  U.  S.  Bureau  of 
Standards,  1919.    Also  this  volume,  p.  29. 
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assistance  and  cooperation  which  has  been  given  throughout  by  this 
company  through  Mr.  E.  Blough,  chief  chemist.  Mr.  H.  H.  Beatty  of 
Mr.  Blough's  staff  was  active  in  assisting  this  work. 

Composition  and  Preparation  op  Ai^lots 

In  Table  1  are  given  the  chemical  compositions  of  the  alloys  of  the 
aluminum-cot)per-magnesium  series  that  were  used  in  these  experiments. 
The  ingots,  12  by  24  by  Sli  in.  (30  by  60  by  8.89  cm.)  were  rolled  hot, 
at  about  410^  C,  to  V^  in.  (6.35  mm.)  thick  and  thereupon  cold  rolled 
to  0.081  in.  (2.05  mm.)  (12  B.  &  S.  gage),  annealed  at  about  425""  C, 
rolled  cold  to  0.051  in.  (1.29  mm.)  (16  B.  &  S.  gage),  annealed  again  and 
cold  rolled  to  0.032  in.  (0.81  mm.)  (20  B.  &  S.  gage).  The  casting  and 
rolling  were  done  at  the  New  Kensington  plant  of  the  U.  S.  Aluminum  Co. 


Table  1. — Composition  of  Alloys* 


Number 

Aluminum 

Magnesium 

Copper 

Iron 

SiUoon 

C-1 

97.27 

1.16 

0.72 

0.56 

0.29 

C-2 

96.69 

2.37 

0.04 

0.62 

0.28 

C-3 

97.15 

None 

2.15 

0.36 

0.34 

C-4 

96.65 

2.84 

0.04 

0.27 

0.20 

C-6 

96.11 

None 

3.19 

0.40 

0.30 

C-6 

96.72 

2.03 

0.72 

0.30 

0.23 

C-7 

96.62 

1.00 

1.80 

0.35 

0,23 

CS 

96.68 

1.07 

1.67 

0.33 

0.23 

C-9 

95.98 

3.50 

0.08 

0.26 

0.18 

"      C-10 

95.83 

2.95 

0.74 

0.27 

0.21 

C-11 

95.51 

1.26 

2.58 

0.41 

0.22 

G-12 

95.74 

0.46 

3.18 

0.34 

0.24 

A-1-12 

95.48 

0.64 

3.22 

• 

0.39 

0.27 

E-3 

96.80 

1.06 

1.56 

0.32 

0.26 

N.34 

94.36 

1.08 

3.74 

0.52 

0.30 

£-4 

94.47 

1.06 

3.68 

0.50 

0.29 

*  Aluminum  by  difference. 

Heat  Treatment  and  Aging 

Tensile  tests  and  scleroscope  measurements  were  made  upon  speci- 
mens taken  from  the  sheets  as  rolled,  from  the  rolled  sheets  annealed, 
and  from  the  rolled  sheets  after  heat  treatment  consisting  of  heating  to 
various  temperatures  in  a  gas  or  electric  furnace,  quenching  in  water, 
and  aging  at  room  or  other  temperatures  for  different  periods.  The 
results  of  these  tests  are  given  in  Table  2.  All  of  the  alloys,  except  those 
containing  no  copper  (Nos.  C-2,  C-4,  and  C-9),  show  an  increase  of 
hardness  of  the  heat-treated  specimens  over  that  of  the  annealed  samples. 
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Table  2. — Tensile  Properties  and  Sderoscope  Hardness  of  RoUed, 


No. 


Ab  Rolled 


«  a 

00 


5d 
S 


00 


«l 


a 
•■« 

d 
o 


*3 


1^ 


After  Annealing  at 
422*  C. 


0)  A 

•si 


Tensile  Properties  and 
After  Heiit  Treatment  Consisting 


Quenched  from  478^  C. 


Quenched 

^ging, 

• 

Days 

p 

1^ 

CI 

■ 

*iJ? 

A 

ft 

O 

^4 

e 

o 

gd 

tH 

CI 

•^Pk 

«> 

-*> 

W*^ 

< 

< 

C-1 

42 

49.000 

2.0 

15.5 

33,000 

11 

36.870 

18.5 

11 

48.400 

2.5 

33,100 

16.0 

11 

20 

37.080 

17.0 

11 

48,600 

2.5 

32,700 

14.0 

11 

36.260 

14.0 

a 

8 

49.600 

2.5 

3 

8 

C-2 

19 

25,800 

4.0 

7.6 

16,600 

35.0 

11 

16,830 

35.0 

11 

23,600 

3.0 

15,900 

35.0 

11 

8 

16,510 

38.5 

11 

23,600 

3.5 

16,100 

33.0 

I 

11 

16,510 

38.5 

3 
3 

8 

8 

11 

C-3 

35 

34,900 

2.5 

7.0 

21.600 

31.0 

41 

28,020 

16.6 

35,700 

21,800 

33.0 

11 

11 

25,810 

25.0 

11  1 

34.000 

1.5 

22,000 

33.5 

11 

25.440 

25.0 

3 
3 

8 

8 

11 

C-4 

37 

38,400 

10.5 

29,200 

18.0 

11 

29,300 

20.0 

38,600 

1.5 

29.200 

18.0 

11 

14 

28,910 

20.0 

11 

37,200 

1.5 

29,400 

21.0 

11 

30.280 

22.0 

3 
3 

8 
8  ' 

11  1 

C-5 

34 

35,900 

8.0 

23,000 

30.0 

11 

33.220 

16.0 

37,500 

2.5 

22,400 

28.5 

11 

15 

32,680 

18.6 

11  1 

37,700 

2.0 

22.800 

32.5 

11 

31,930 

16.0 

3 
3 

8 

8 

11  ' 

C-6 

38 

35.300 

1.0 

13.0 

30,500 

11 

31.060 

20.0 

38.500 

0.5 

29,900 

18.6 

11 

14 

33.790 

19.0 

11  1 

38.100 

1.5 

30,800 

16.0 

11 

31.640 

17.6 

3 
3 

8 

8  1 
11  1 

C-7 

44 

44.200 

2.0 

17.0 

35,300 

26.0 

11 

42.350 

21.0 

45.500 

2.0 

• 

34.600 

25.6 

11 

23.5 

42.630 

21.0 

11 

45.300 

34,800 

25.0 

11 

42.350 

21.0 

3 
3 

8 
8 

11 

C-8 

38 

38,100 

1.5 

12.5 

28,500 

18.5 

13 

46,400 

19.5 

38,100 

29,100 

18.5 

7 

13 
6 

26 

47,030 
48,900 

20.0 

3 

11 
8 

7 

6 

28.6 

47,650 

22.0 

3 

8  \ 

C-9 

38 

41,200 

1.5 

12.0 

31,600 

17.5 

11 

31,790 

21.5 

11  1 

1 

43,200 

1.5 

31,200 

17.5 

11 

15 

30,450 

18.0 

11  1 

41.200 

1.5 

30,500 

11 

30,070 

14.0 

3 
3 

8 

8 

11 

C-10 

45 

44,800 

1.5 

12.0 

30,600 

19.0 

11 

38,030 

26.0 

44,600 

1.5 

30,200 

19.0 

11 

14 

37,630 

25.0 

11 

47,500 

1.5 

30,200 

17.0 

11 

38,430 

22.5 

3 
3 

8 

8 

11 

C-U 

50 

56,700 

2.0 

15.5 

34,900 

20.5 

13 

50,450 

52,900 

1.5 

36,000 

24.0 

13 

28 

48,950 

22.0 

11  ! 

58.400 

2.0 

7 

6 

51,740 

22.0 

3 

8 

7 

6 

31 

50,880 

22.0 

3 

8  ' 

C-12 

31 

38,900 

5.0 

7.5 

23.100 

24.0  1 

11 

38,330 

14.0 

11 

38,900 

5.0 

1 

23,000 

24.0 

11 
11 

19-23 

38,730 
35,910 

13.6 
12.5 

3 
3 

11 
8 

8  ' 

1 
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Annealed,  and  Heat-treated  Aluminum-copper-magnesium  AUoys 


Soleroecope  Hard 

nesB 
Boater  and 

— 



of  Qaenehing  in  "^ 

i  Aging 

from  510*  C. 

Quenched  from  520* 

C. 

Quenched  fro 

II 
ll 

m  525*  C. 

Scleroeoope  Hardness 
Magnifying  Hammer 

Tenaile  Strength, 
Lb.  per  Sq.  In. 

Elongation  in  2  In., 
Per  Cent. 

Da 

e 

ing, 

yi 

o 

2 

Sclerosco]^  Hardness 
Magnifying  Hammer 

Tensile  Strenoth, 
Lb.  per  Sq.  In. 

1 

Elongation  in  2  In., 
Per  Cent. 

Tenaile  Strength, 
Lb.  per  Sq.  in. 

Elongation  in  2  In., 
Per  Cent. 

1 

38,030 

17.0 

36,870 

18.6 

11 

37,220 

14.0 

37,220 

16.5 

18.5 

36,910 

19.0 

11 

16 

38,130 

17.0 

48.120 

16.0 

3 

8 

50,140 

17.0 

27 

47.210 

18.5 

3 

8 

27 

49,930 

17.6 

16.670 

34.0 

1 1 

13.970 

37.0 

11 

16.350 

8 

16.670 
16.510 

33.0 
28.0 

8 

14,290 

36.0 

3 

11 
8 

8 

16,870 
16.980 

35.0 
31.0 

8     '    16.510 

33.0 

3 

8 

8 

17.340 

30.0 

26,350 

19.0 

24,700 

18.5 

11 

28,550 

23.0 

13 

27.690 
29,420 

11.5 
20.0 

13 

25,440 

21.0 

3 

11 
8 

13 

28,640 
26.800 

17.5 

27,790 

19.5 

3 

8 

10.6 

26.980 

20.0 

30,060 

23.0 

27.540 

22.0 

11 

29,600 

20.5 

29,700 
31,690 

16.5 
19.0 

12 

27,150 

20.0 

3 

11 
8 

12 

29,100 
34,850 

22.0 
17.0 

31,350        20.0 

3 

8 

17 

35,360 

16.6 

31.960 

15.5 

29.150 

13.0 

11 

29,640 

19.0 

14     ,    30.500 

14.0 

14 

29,680 

16.0 

11 

10.5 

32,490 

16.5 

30,910 

19.0 

3 

8 

28.170 

23.0 

33.970 

3 

8 

12 

27,960 

26.0 

33,370        17.0 

36.140 

21.5 

11 

34.980 

17.6 

15         33,950 

23.5 

17 

33.990 

19.5 

11 

15 

35.470 

18.0 

> 

43,190 

18.5 

'3 

8 

47.580 

20.5 

26 

43.560 

18.0 

3 

8 

26 

45,840 

16.6 

1    45.650 

18.5 

42,630 

22.5 

11 

46,850 

20.6 

24         45,740 

19.5 

25 

42,160 

22.5 

11 

16 

46.760 

19.5 

53.970 

20.0 

3 

8 

64,170 

21.0 

35 

52.250 

3 

8 

35 

66,110 

19.0 

1    44.130 

24.5 

45,160 

26.0 

11 

46,620 

23.0 

22 

44,910 

23.0     1 

25.6 

44,720 

25.0 

11 

25 

46,030 

25.6 

49.680  '     19.5 

44.720 

21.0 

3 

8 

53,440 

21.0 

32 

51,530  :     17.0 

44,070 

22.0 

3 

8 

31 

53,000 

19.0 

'    29,120  ,     21.0 

29,500 

22.6 

11 

33,790 

21.0 

13     \    29,600 

22.0     ' 

13 

30,070 

19.5 

11 

13 

32,510 

17.5 

30,270 

23.0 

3 

8 

34,800 

17.5 

14 

30.270        22.0 

3 

8 

18  • 

34,890 

18.0 

37,430  '     24.5 

37.430 

23 

11 

35,160 

22.5 

14 

37,630 

21.5 

14.5 

38,230 

22 

11 

16 

35,430 

22.0 

'    47,690 

21.5 

• 

3 

8 

44,260 

19.9 

26     .    47,690 

22.5 

3 

8 

26 

46.450 

20.0 

51,520 

21.0 

29.5 

50,870 
54,740 

24.0 
23.0 

34 

55,590 

20.0 

42.370        14.5 

11 

42.660 

14.0 

2&-28 

39,340  ,     16.6 

11 

22 

36,500 

19.9 

49,230 

•26.5 

26 

49,830 

25.5 

3 

8 

26 

60,890 

23.0 
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The  increa43e  of  hardness  in  those  alloys  containing  copper  but  no  mag- 
nesium is  smaller  than  that  in  those  containing  both,  but  is  quite  definite. 
This  is  shown  in  Table  3. 

Table  3. — Effefi  of  Addition  of  Copper  and  Magnesium 


to 

Number  of  Alloy 

Inorease  of  Tensile 
strength  of  Heat- 
treated  Alloy 
(5W  C.)  Over 
Annealed  Alloy, 
Per  Cent. 

Number  of  Alloy 

Inereaae  of  Tensile 
Strength  of  Heat- 
treated  Alloy 
(610'  C.)  Over 
Annealed  Alloy, 
Per  Cent. 

Alloys  contaming  no 

Alloys  containing 

. 

copper 

both  copper  and 
magnesium 

C-2 

+  2 

C-1 

45 

C-4 

+  3 

C-U 

56 

C-9 

-  4 

C-12 

110 

Alloys  containing 

copper  but  no 

magnesium 

C-3 

+30 

0-5 

+36 

• 

a 

8 

a 

I 

! 

a 

•s 


% 

o 


FlO. 


3  4 

Time  of  Aging  in  Days 

1. — Effect  of  quenchinq  tbmperatubb  on  scleroscopb  hardness  during 

aging  of  qx7enched  specimens  of  c-11. 


The  best  mechanical  properties  are  produced  by  quenching  from  the 
higher  temperatures  (500**  to  525**  C).  This  is  further  shown  in  Table 
4,  which  gives  further  data  on  two  alloys,  C-8  and  C-11,  and  will  be 
shown  more  clearly  below.  Not  only  does  the  hardness  increase  after 
heat  treatment,  but  so  does  the  ductility,  as  evidenced  by  the  elonga- 
tion in  the  tensile  test.    This  is  shown  in  Tables  2  and  4. 
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Effect  of  Quenching  Temperature 

In  Fig.  1  are  shown  the  scleroscope  hardness  values  of  Oil  quenched 
in  water  (20^  C.)  from  different  temperatures  and  aged  at  room  tempera- 
ture for  periods  of  time  from  a  few  hours  to  30  days.  The  form  of  these 
aging  curves  is  similar  to  that  shown  by  Cohn;  i,e.,  the  hardness  in- 
creases after  quenching,  at  first  rapidly  and  then  more  slowly.  It  is 
further  evident  that  the  maximum  hardness  attained  increases  with  the 
temperature  up  to  approximately  520**  C. 
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« 
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& 

•3 


10  16  V 

CmB,  fi»m  9od  of  t Ample 

Fig.  2. — Effect  of  quenchinq  tempebaturb  on  bclerobcope  hardness. 

N.34.) 


(Allot 


The  effect  of  quenching  temperature  is  also  shown  very  nicely  in  an 
experiment  of  which  the  results  are  shown  in  Fig.  2.  Two  strips  of  0.087- 
in.  (2.20  mm.)  sheet  of  alloy  N-34  were  used.  The  strip  was  placed  in 
the  furnace  for  heating  in  such  a  manner  that  a  nearly  linear  temperature 
gradient  existed  between  the  two  ends^  as  shown  by  thermocouples 
placed  along  the  strip.  Upon  attaining  the  desired  range  of  tempera- 
tures the  strip  was  quenched  in  boiling  water  and  aged  20  hr.  at  110^  C. 
The  scleroscope  hardness  was  then  determined  along  the  axis  of  the 
strip  and  is  shown  in  Fig.  2  as  a  function  of  the  distance  from  one.  end 
of  the  sample.  The  distance  may  be  regarded  as  a  rough  temperature 
scale;  the  outside  temperatiu^  limits  have  been  determined  and  marked 
on  the  curve.     One  strip  was  quenched  when  the  two  ends  were  at  520^ 
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Table  4. — Effect  of  Quenching  Temperature  on  Tens&e  Properties 


Alloy  OS 

Alloy  Oil 

Asing. 

Days 

Meohanioal  Properties 

AaJa... 

T%.... 

Meohanioal  Properties 

Tem- 

Agmc, uwkya 

perature 
of 

in 

1'^ 

o  ri  3 

At 

At 

II 

o   .  , 

Quenehing. 
Den-eee 

At 

At 

20* 

110- 

3" 

s5 

s-spi. 

20* 

IW 

|tS 

1 
1 

i  ^ 

i  ^ 

371 

1 

13 

■    • 

27,260 

16.0 

13 

1 

•    • 

35,900 

19.0 

13 

11 

26,220 

18.0 

13 

•    • 

18 

36,550 

17.0 

7 

6 

•    • 

29,130 

18.5 

7 

6 

•   • 

35,020 

21.0 

7 

6 

12 

29,130 

20.0 

7 

• 

« 

17 

35,020 

21.0 

422 

1     13 

1 

39,540 

12.0 

13 

•     a 

•   ■ 

43,790 

15.5 

13 

.  •• 

23 

40,160 

13.5 

13 

•     • 

25 

43,360 

18.5 

7 

6 

•  • 

i  41,200 

17.0 

,      7 

6 

•   • 

44,010 

23.5 

7 

6 

23 

41,200 

,  22.0 

1 

7 

1 

6 

24 

43,580 

24.0 

478 

13 

1 

•   • 

1 

46,400 

1 

1  19.5 

'     13 

•  • 

.     m 

50,450 

13 

1 

26 

47,030 

•   •   •  • 

13 

1 

•  • 

28 

48,950 

22.0 

7 

*     6 

1 

1  48,900 

20.0 

7 

;  6 

1 

51,740 

1  22.0 

7 

6 

1 

>  28.5 

1 

47,650 

1 

i  22.0 

1 
1 

7 

1    6 

1 

31 

t 

50,880 

22.0 

1 

500 

11 

1 

1 

i 
1 

!  47,230 

1 

18.5 

1 

i     11 

1 
1 
1 

•  • 

52,590 

20.5 

11 

1 

1     . . 
1 

1    27 

1  47,860 

1 

;  20.5 

11 

i         .  . 

1 

28 

52,590 

21.0 

510 

1 

i     11 

1     •  • 

1 

•   • 

44,130 

24.5 

11 

•      • 

•   • 

51,520 

21.0 

11 

1     .. 

22 

44,910 

23.0 

11 

1                   •      • 

1  29.5 

50,870 

24.0 

'      8 

3 

1 

;  49,680 

19.5 

:    8 

1    3 

1 
1 

54,740 

1  23  0 

8 

3 

32 

i  51,530 

1 

;  17.0 

8 

1 

;  3 

1 

1    34 

1 

55,590 

20. i> 

520 

11 
1  11 
1  11 

;  11 

1 

1 

1 
•  • 

!     ■  • 

1     . . 
1 

•  • 

'  25.5 

• 
1          •  ■ 

1 

•  • 

1 

45,160 
44,720 
44,720 
44,070 

26.0 

;  25.0 

21.0 

1  22.0 

1 

1 

1 
1 
I 

1 
1 

1 

1 

i 
1 

1 

525 

1  11 

11 
8 

8 

1 

p 

1 

•  • 

•  • 
3 
3 

1     •  • 
25 

•   • 

31 

1 

1 

46,520 
46,030 
53,440 
53,000 

1 
23.0 
25.5 
21.0 
19.0 

i 

1 

1 

4 

1 

1 

! 

1 

1 

1 
1 

533 

1     13 

1     • . 

1 
1 

34,960 

5.0 

13 

1 

1         •  • 

1 

1 

48,370 

\    9.5 

13 

1     •• 

30-35 

1 

1 

40,670 

9.0 

13 

1 

33 

1 

47,060 

1 

10.0 

and  280°  C,  respectively;  the  other,  when  the  ends  were  at  490°  and 
210°  C,  respectively.  Beginning  at  about  300°  C,  the  effect  of  increased 
quenching  temperature,  other  factors  remaining  alike,  is  to  increase  the 
hardness  after  aging  until  a  temperature  of  about  520°  is  reached. 
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Fig.  3. — Effect  of  aginq  at  different  temperatures  on  bclbroscope  hardness 

OF  SAMPLES  QUENCHED  FROM  515^  C.  AND  525°  C.       (AlLOT  N-34.) 
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Beyond  that  temperature,  the  hardness  again  decreases;  the  material 
becomes  covered  with  a  dark  gray  oxide  coating  and  generally  also  with 
blisters^  marking  the  temperature  of  eutectic  melting.  The  effect  of 
heating  to  temperatures  around  300^  C.  is  chiefly  to  anneal  the  specimen 
and  to  give  lower  values  of  the  hardness  (iininimum  on  the  curve)  than 
is  given  by  heating  at  lower  temperatures. 

Effect  of  Aging  Temperature 

In  Table  5  are  given  results  of  tests  showing  the  effect  of  temperature 
of  quenching  bath  and  of  aging  carried  out  in  the  bath.     The  sampJes 
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Fig.  5. — Epfbct  of  temperature  of  aginq  on  scl^roscope  hardness.     (Allot 

N-34.) 

used  were  strips  of  A-1-12  quenched  from  520°  C.  The  increase  of 
strength  with  time  of  aging  is  evident. 

A  more  complete  picture  of  the  phenomenon  of  hardening  by  aging 
at  different  temperatures  is  obtained  from  Figs.  3, 4,  and  5,  based  on  data 
obtained  on  specimens  of  N-34.  The  scleroscope  values  of  Fig.  3  were 
obtained  upon  samples  quenched  in  boiling  water  from  two  temperatures, 
515°  and  525°  C,  and  aged  at  different  temperatures.  The  same  figures 
are  replotted  in  Fig.  4  in  different  form. 

It  is  noted  that  the  rate  of  hardening  increases  as  the  temperature 
of  aging  increases,  that  the  maximum  hardness  is  obtained  by  aging 
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at  temperatures  above  100°  C,  and  that  at  aging  temperatures  above 
140°  C.  the  hardness  eventually  drops  after  reaching  its  maximum. 

Fig.  5  shows  the  results  of  an  experiment  similar  to  that  of  Fig.  2. 
The  strips  were  quenched  from  515°  C.  in  boiling  water  and  aged  for  20 
hr.  thereafter  in  a  furnace  giving  a  temperature  gradient  from  one  end  to 
the  other  of  the  sample.  For  a  time  of  aging  of  20  hr.  the  hardness  first 
increases  with  the  temperature  to  a  maximum  at  about  175°  C.  and  then 
decreases.     Above  this  temperatiu^  annealing  sets  in. 

Effect  of  Temperature  of  Quenching  Bath 

Table  6  shows  the  effect  of  temperature  of  the  quenching  bath  upon 
samples  of  A-1-12  quenched  from  520°  C.     The  tensile  strength  of  the 


6  7         8         9 

Tine  of  AdBg  In  Days 

-Effect  on  scleboscope  habdnbss  of  holding  specimens  for  some  time 
AT  quenching  temperature  before  quenching. 

alloys,  as  well  as  the  elongatibn,  iiicreases  with  the  time  of  aging.  There 
is  no  marked  effect  of  the  temperature  of  the  quenching  bath  indicated 
in  these  results;  those  samples  quenched  to  150°  C.  gave  practically  the 
same  results  as  those  quenched  to  230°  C,  although  there  is  a  slight  im- 
provement in  the  tensile  properties  of  those  quenched  to  150°  C.  over 
those  quenched  to  100°  C. 

In  Table  7  are  shown  results  of  tests  to  determine  the  effect  of  aging 
at  room  temperature  after  aging  at  the  temperature  of  the  quenching 
bath.  It  will  be  noted  that  there  is  only  a  slight  increase  in  the  strength 
of  the  alloy  produced  by  aging  at  20°  after  aging  at  the  temperature  of 
the  quenching  bath. 

Effect  of  Prior  HecUing  at  Qv^enching  Temperature 

Fig.  6  shows  the  results  of  hardness  measurements  on  samples  held 
at  the  quenching  temperature  for  varying  periods  of  time,  quenched  and 
aged  at  170°  C.  The  samples  held  from  5  to  180  min.  at  the  quenching 
temperature  give  values  of  the  hardness  differing  by  less  than  the  prob- 


54 


HEAT  TREATMENT  AND  CONSTITUTION  OF  DURALUMIN 


able  error  of  measurement.    The  low  values  found  on  the  sample  held  21 
hr.  are  due  probably  to  the  blistering  which  was  noticed  in  the  sample. 

Efect  of  Preheating  to  515**  C.  before  Quenching  from  Lower 

Temperdturea 

In  Figs.  7  and  8  are  shown  the  results  of  experiments  to  determine 
whether  preheating  to  a  temperature  higher  than  the  quenching  one 
before  quenching  gave  a  hardness  different  from  that  obtained  by  heating 
merely  to  the  quenching  temperature. 
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Fig.  7. — ^Effect  on  scleroscope  habdnesb  of  preheating  specimens  higher  than 

QUBNCHINO  temperature,  COOLINO  TO  LATTER,  THEN  QUBNCHINQ  AND  AGING. 

Although  owing  to  a  slight  difference  in  the  aging  conditions,  the  com- 
parison is  not  quite  definite,  it  is  obvious  (1)  that  the  hardness  obtained 
by  heating  to  516^  C,  cooling  to  a  temperature  t  (when  t<515^  C),  and 
quenching,  is  always  greater  than  that  obtained  by  quenching  from  t^; 
and  (2)  that  whether  the  specimen  is  preheated  or  not  to  a  higher  tem- 
perature before  quenching  from  some  lower  temperature,  the  hardness 
obtained  increases  with  higher  quenching  temperatures. 

Miscellaneous  Tests 

In  Table  8  are  shown  the  results  of  a  number  of  tests  of  alloy  N-34, 
including  determinations  of  the  proportional  limit  of  several  heat-treated 
samples.  Inasmuch  as  so  many  of  the  tests  made  during  this  investiga- 
tion were  measurements  of  scleroscope  hardness,  a  comparison  was  made 
between  the  hardness  and  the  tensile  proportional  limit  of  some  specimens 
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of  N-34  during  aging  at  two  temperature^.     The  results  are  shown  in 
Fig.  9,  the  curves  in  each  show  quite  close  parallelism. 

Experiments  were  conducted  on  specimens  of  A-1-12  to  ascertain 
whether  the  hardening  during  aging  could  be  hastened  by  vibration. 
The  results  of  several  such  tests  in  which  the  vibration  was  produced  by 
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AND  (2)  HEATED  TO  515°  C,  COOLED  TO  QUENCHING  TEMPERATURE,  QUENCHED,  AND 
AGED  21  DATS  AT  125""  C. 

a  bell  clapper  indicated  that  there  was  no  difference  in  the  rate  of  hard- 
ening between  vibrated  and  quiet  specimens. 


Density  and  Dilation 

The  density  was  determined  of  samples  of  N-34  in  different  condi- 
tions; Table  9  gives  the  results  of  these  tests.  In  some  cases  one  dimen- 
sion of  the  specimen  was  determined  also,  and  its  changes  recorded  in  the 
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Table  9. — Density  and  Dilatation  of  Duralumin 


N34D.1 

N34D-1 

N34IV2 

N34D3 

N34D3-a 

N34D3-a 

N34D4 

N34D4-a 

N34D4-a 

N34D5 

N34D&4 

N34D54 


Quenched;  not  aged 

Same  as  above,  after  aging  at  150°  C, 

Annealed,  after  rolling,  at  515°  C 

As  rolled,  0.033  in.  thick.. 

Same  after  annealing  at  500° 

Annealed  at  530°  C 

As  rolled,  0.088  in.  thick 

Same  after  annealing  at  500° 

Annealed  at  530°  C 

As  rolled,  0.25  in.  thick 

Same  after  annealing  at  500° 

Annealed  at  530°  C 


2.762 
2.762 
2.769 
2.764 
2.742 

2.750 
2.747 

2.764 
2.762 


12.014 

12.024 

12.0477 

11.982 
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fourth  column  of  the  table.  The  changes  in  density  are  quite  small  as 
the  material  undergoes  heat  treatment  or  anneaUng,  except  when  the 
temperature  exceeds  from  520  to  530^  C.^  the  temperatiure  of  eutectic 
meltingy  when  a  marked  increase  in  length  is  noted. 

The  linear  expansion,  up  to  520^  C,  was  determined  on  two  bars  of 
N-34,  one  as  rolled,  the  other  after  heat  treatment  consisting  of  quenching 
from  520^  C.  and  aging  two  days  at  120^  C  The  expansion  curves  are 
given  in  Fig.  10,  and  show  irregularities  in  the  neighborhood  of  300^. 
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Electrical  Resistivity 

Electrical  resistivity  measurements  were  made  in  vacuo  by  the  method 
described  by  Burgess  and  Kellberg*  on  0.25-mm.  wire  drawn  from  a 
cylinder  cut  out  from  J^-in.  (6.35-mm.)  sheet  of  C-11  over  the  temperature 
range  0  to  530®  C.  It  was  necessary,  however,  to  bring  both  of  the 
aluminum-alloy  leads  out  of  the  thermometer  as  it  was  impossible  to 
weld  them  to  platinum.  The  data  obtained  from  the  first  run  is  plotted 
as  resistance  of  aluminum  alloy  against  temperature  in  Fig.  11. 


•  Sci,  Paper  No*  236,  U.  S.  Bureau  of  Standards  (1914). 
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The  change  in  direction  of  the  resistivity  curve  at  about  300°  is 
quite  evident  and  indicates  a  change  in  the  constitution  of  the  alloy. 
It  is  evident  both  on  heating  and  cooling,  although  a  cliange  in  resistivity 
at  room  temperature  has  taken  place  resulting  from  the  annealing  pro- 
duced during  the  series  of  measurements. 
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Fig.  11. — Electrical  BBSisriviTTr  op  C-11,  0  to  630®  C. 


600°C 


Following  this  run  the  material  was  heated  to  440°  C.  in  its  tube  and 
cooled  in  air.  The  cooling  was  fairly  rapid  as  the  outside  diameter  of 
the  quartz  tube  was  only  8  mm.  The  tube  was  then  put  in  a  steam  bath 
and  resistance  measurements  taken  as  follows: 


Time  in 

Steam  Batb» 

Uoura 


0 

H 
1 

2 
3 


Pt 

Resistance 


1.7302 
1.7302 
1.7302 
1.7297 
1.7301 


Al 
Resistance 


0.9035 
0.9047 
0.9051 
0.9054 
0.9060 


-Time  in 
Steam  Bath. 
Hours 


4H 
6 

7 

11 


Pt 

Resistance 


1.7300 
1 . 7301 
1.7301 
1.7298 


Al 

Resistance 


0.9063 
0.9069 
0.9068 
0.9069 
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The  specific  resistance  of  this  alloy  was  determined  on  a  wire  drawn 
to  0.254  mm.  diameter  and  annealed  at  400°  C.  It  was  found  to  be  3.35 
microhm-cm. 


Mechanism  of  Hardening  During  Aging  after  Rapid  Cooling 

Apparently  no  attempt  has  been  made  to  develop  an  explanation  for 
the  changes  in  the  physical,  particularly  mechanical,  properties  of  this 
alloy  during  aging  after  rapid  cooling.  The  changes  that  take  place 
are  quite  marked  and  definite  and  must  correspond  to  some  quite  as 
definite  changes  in  the  structure  and  constitution  of  the  alloy,  or  at  least 
to  profound  molecular  changes.  If  we  are  not  able  to  show  that  actual 
phase  changes  take  place  during  aging,  we  must  ascribe  these  changes 
in  physical  properties  to  alterations  in  the  atomic  or  molecular  structure. 
All  evidence  the  authors  have  been  able  to  find  or  to  accumulate  seems  to 
indicate  that  the  hardening  during  aging  is  actually  accompanied  by  a 
phase  change  within  the  alloy.  In  so  far  as  it  can  be  said  then  that  this 
phase  change  causes  the  hardening,  for  the  reason  that  it  accompanies 
it,  this  phase  change  may  be  regarded  as  its  active  cause. 

Elsewhere,  •  the  authors  have  determined  the  solubility  alb  different 
temperatures  in  aluminum  of  CuAU  and  of  Mg4Al8,  the  aluminum-rich 
compounds  of  the  copper-aluminum  and  magnesium-aluminum  binary 
alloy  series  respectively.  The  solubility-temperature  curves  of  these 
compounds  are  reproduced  in  Figs.  12  and  13;  the  solubility  of  both 
compounds  diminishes  rapidly  with  lowered  temperature. 

Upon  slowly  cooling  an  alloy  containing  3  per  cent,  of  copper  from 
500^  C,  the  CuAls  precipitates  from  solid  solution  to  maintain  equilibrium 
along  the  line  be.  The  alloy  so  obtained  is  soft  and  does  not  harden  upon 
aging.  Rapid  cooling  of  the  same  alloy  from  500^  C.  by  quenching, 
partly  or  wholly  suppresses  this  precipitation  of  CuAls.  If  the  alloy  is 
held  at  a  low  temperature,  such  as  at  that  of  hquid  air  (—180°  C),  no  fur- 
ther hardening  takes  place  upon  aging.  The  alloy  is  not  in  equihbrium 
but  the  rate  of  nuclear  formation  of  CuAls  is  so  small  that  no  CuAU  pre- 
cipitates to  bring  about  equilibrium.  If,  however,  the  temperature  of  the 
alloy  is  raised  to  100°  C.  or  even  to  ordinary  room  temperature,  according 
to  the  theory  which  the  authors  propose,  the  mobility  of  the  molecules 
becomes  sufficiently  great  that  precipitation  of  the  CuAU  takes  place 
in  the  form  of  very  fine  particles  of  colloidal  dispersion.  To  this  precipi- 
tation is  due  the  hardening  during  aging  of  duralumin.     The  evidence 


*P.  D.  Merica,  R.  G.  Wallenberg,  and  J.  R.  Freeman,  Jr.:  Constitution  and 
Metallography  of  Aluminum  and  its  Light  Alloys  with  Copper  and  with  Magnesium, 
Sci.  Paper  No.  337,  U.  S.  Bureau  of  Standards  (1919).     Also  this  volume,  p.  3. 
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Fig.  12. — Portion  of  bquiubrium  diaobam  of  coffsb-aluminum  allot  beribs 
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in  favor  of  this  theory  vis  largely  of  an  indirect  nature;  the  only  direct 
confirmation  of  its  truth  is  furnished  by  the  results  of  thermal  analysis. 
Upon  heating  a  specimen  of  duralumin  that  has  been  quenched  from 
500^  C,  but  not  aged,  an  evolution  of  heat  occurs  at  from  250  to  275^  C. 
This  is  shown  in  inverse-rate  heating  curves  of  three  compositions, 


603 


«         o 

e 

V 

O 

« 
u 

« 

&aoo 


C-8 


C-8D 


/ 
I 
/ 


V 
t 


I 

J 

I 

\ 

.« 


/ 

> 


'.I 


I 
t 

/ 
t 


t. 


:i 


200 


Iflt  Up         1st  Down 


Znd  Up 


1st  Up 


1*  t*    y  fr 


Tims  in  SecoBdt 

10      IS 

I L 


1 


1 


i 


laverve  Rate  Curvet 

FlO.  14. — HbATENG  and  COOLmO  CURVES  OF  C-8.  FiBST  RUN  UP  SHOWING 
ABRB8V  AT  300^  C.  WAS  TAKEN  3  HB.  AITBB  QUBNCHINO.  C-8-D  IS  A  CURVE  OBTAINED 
ON  A  QUENCHED  SAICPLE  AFTBB  AGINO  18  MO.  AT  20^  C. 


C-8,  C-11,  and  N-34  in  Figs.  14,  15,  and  16.  No  thermal  change  takes 
place  upon  cooling  the  same  specimen,  provided  it  has  not  been  heated 
beyond  520^  C.  Upon  reheating  the  same  slowly  cooled  specimen,  no 
evolution  of  heat  is  found  corresponding  to  that  upon  the  first  heating. 
Without  doubt,  therefore,  a  chemical  reaction  takes  place  at  250  to  275^  C. 
upon  heating  the  quenched  sample  with  evolution  of  heat;  t.e.,  indicating 


64 


HEAT  TREATMENT  AND   CONSTITUTION  OP  DURALUMIN 


the  formation  of  stable  from  unstable  phases,  not  a  transformation  of 
stable  to  other  stable  phases,  the  two  systems  being  in  eqnilibriimi  during 
the  transformation.  Such  a  transformation  must  take  place  with  heat 
absorption  upon  raising  the  temperature. 
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FiQ.  15. — Heating  and  cooling  curves  of  C-11.     First  run  up  on  C-ll-A 

SHOWS  AN  ARREST  AT  265*^  C.  IN  A  SAMPLE  THAT  HAD  BEEN  QUENCHED  AND  THEN  AOED 

12  DAYS  AT  20**  C.     Second  run  up,  marked  C-ll-A,  shows  practically  no  arrbst 

IN  A  SAMPLE  THAT  HAD  BEEN  QUENCHED  IN  BOILING  WATER  AND  AGED  10  DAYS  AT  120^  C. 


A  specimen  that  has  been  quenched  and  aged  at  from  100**  to  150**  C. 
to  secure  maximum  hardness  shows  little  or  no  evolution  of  heat  upon 
heating,  see  curves  in  Figs.  14, 15,  and  16.  Whatever  may  be  the  chemical 
reaction  that  is  indicated  on  the  first  heating  curve  of  a  quenched  speci- 
men, it  has  taken  place  during  the  aging  of  the  specimen,  during  which 
the  hardening  also  occurs;  stable  phases  have  formed  and  the  subsequent 
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heating  curve  shows  no  arrest  corresponding  to  that  of  the  quenched 
specimen. 

This  chemical  reaction  can  hardly  be  other  than  the  precipitation  of 
CuAU  from  its  super-saturated  solution  in  aluminum,  although  direct 
visual  evidence  bearing  on  this  question  is  also  lacking.  In  describing 
the  attempt  made  to  recognize  microscopically  the  phase  change  during 
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Fig.  16. — Heating  and  cooling  curves  op  N-34  showing  inverse  arrest  in 
quenched  samples  that  had  not  been  aged  but  no  arrest  in  samples  that  had 
been  aged  after  quenching. 

aging  just  predicated,  a  digression  must  be  made  in  order  to  discuss  the 
general  features  of  the  microstructure  of  duralumin,  which  has  apparently 
never  been  done  before. 

Structure  of  Duralumin 

The  microstructure  of  duralumin  may  be  developed  either  by  etching 
in  a  relatively  concentrated  solution  of  sodium  hydroxide,  NaOH,  a 

rot.  LXiv. — 5. 
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dilute  solution  of  hydrofluoric  acid,  HF,  or  in  a  dilute  solution  of  NaOH. 
The  grain  structure  of  the  alloy  is  best  developed  by  the  two  former 
solutions;  10  per  cent.  NaOH  and  5  per  cent.  HF  are  generally  used  for 
this  purpose.  For  the  identification  and  study  of  .the  different  micro- 
scopic constituents  of  the  alloy,  a  0.1  per  cent,  solution  of  NaOH  has, 
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Fio.  17. — Heating  and  coounq  cubvb  of  N-28.     (Cu  4.98  per  cent.,  Mo  2.41 

PER  CENT.) 

however,  shown  itself  much  superior  to  the  former  ones,  and  this  solution 
has  been  used  in  most  of  the  authors'  investigations. 

DiutJiunin  after  rolling  shows  a  structure  similar  to  that  in  Fig.  18, 
which  is  quite  typical.  Fig.  19  shows  the  same  alloy  at  a  higher  magnifi- 
cation. Grains  of  aluminum  (in  which  are  dissolved  Si,  CuAU,  and 
Mg4Al3)  are  surrounded  by  strings  of  islands  of  eutectic  (CuAU-almninum, 
FeAValmniniun  and  possibly  others),  which  are  white  in  Fig.  18. 
Upon  examination  under  a  higher  power,  the  eutectic  is  seen  to  consist  of 
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two  constituents;  one  a.  brownish  color,  the  other  white.  These  two  con- 
stituents are  evident  in  Pig,  19.  In  another  article  by  the  authors,^'  these 
two  constituents  have  been  identified  as  FeAIj  (brown)  and  CuAlj 
(white),  respectively.  Quite  often,  but  not  always,  the  FeAU  surrounds 
the  CuAU,  as  is  shown  in  the  figure. 


Fig.  18.— Rolled  ddraldmin  N-34.     Etched  vtTB  0. 
Fio.  19. — Rolled  duralumin,  N-34(E4).     Etched  w 


Fio.  20.  Fia.  21. 

Fio.  20. — Specimen  of  N-28  containing  Cn  and  Mo;  bhowino  island  o» 
MotSi  (dabk)  within  onb  of  CuAli  (white).     X  650. 

Fio.  21.— Sample  of  duralumin,  E3;  bhowino  FeAli  and  CoAli  eutectic, 
and  fine  particles  throughout  grocndmabs.     x  650. 


Besides  these  two  constituents,  a  third,  of  pronounced  bluish  color, 
is  visible.  This  is  readily  distinguished  under  the  microscope,  not  always 
80  readily  in  a  photograph;  it  is  seen  within  an  island  of  CuAU  in  Fig. 
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20.    In  the  same  article,  the  authors  have  expressed  the  opinion  that 
this  is  MgiSi;  it  occurs  only  in  alloys  containing  magnesium. 

Upon  still  closer  observation,  the  grains  of  aluminum  solid  solution 
are  seen  to  contain  minute  particles  of  a  constituent,  shown  in  Figs.  21 


Fio.  22.  Fig,  23. 

Fio.  22.— Sauple  of  E3,  same  as  Fio.  21.     X  1285. 
Flo.  23. — Sample   of  duralumin   E3-F,  aftee  aknealinq  20  hr.  at  500°  C, 

QUENCHING  AND  AGINO  AT  ROOU  TEWPEHATnitE.        X   650. 


Fig.  24. 
Fio.  24.— Saub  uaterial  ab  in  Fio.  23.     X  650. 
Fio.  25. — Sample  op  duralumin,  E4-F,  after 

QUENCHING  AND  AQINCI  AT  BOOM  TEMPERATURE.        X  650. 


to  25,  which  are  so  small  that  it  is  impossible  to  identify  them  with  cer- 
tainty. Inasmuch  as  they  occur  also  in  aluminum  itself,  they  must  con- 
sist, in  part  at  least,  of  the  compound  X  (of  iron,  silicon,  and  probably 
also,  aluminum,")  and  possibly  FeAlj;  probably  CuAli  is  also  present 
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in  this  form.  All  of  this  generation  of  particles  have  undoubtedly  sepa- 
rated during  cooling  from  a  solid  solution  in  aluminum  at  higher 
temperatures. 

The  visible  structure  of  duralumin  changes  but  slightly  on  heat  treat- 
ment. Rolled  duralumin  consists  of  elongated  grains.  Upon  heating 
such  material  to  500®  C,  recrystaUization  of  the  aluminum  (solid  solution) 
grains  first  occurs,  and  the  fine  grains  so  formed  increase  in  size.  This 
growth  is  naturally  interrupted  by  quenching.  Immediately  after 
quenching)  therefore,  the  grains  may  be  either  larger  or  smaller  than  the 
original  ones,  depending  on  the  period  of  heating  at  500°  C.  and  the  rate 
of  heating  to  that  temperature.  During  subsequent  aging,  the  grains 
do  not  change  in  size.  Heating  to  500°  C.  also  results  in  the  solution  of 
some  or  all  of  the  CuAU  eutectic  grains  seen  in  the  rolled  material,  to 
correspond  to  equiUbrium.     The  FeAh  does  not  dissolve. 

If  there  occurs  during  the  aging  of  duralumin  after  quenching  a  gradual 
precipitation  of  CuAU  particles  to  correspond  to  its  diminished  solubiUty 
at  the  lower  temperatures,  one  would  expect  to  be  able  to  observe  some 
difference  between  the  microstructure  of  the  quenched  unaged  specimen 
and  that  of  the  quenched  one  after  thorough  aging.  The  particles  of 
CuAlj  may  quite  well  be  too  small  to  be  resolvable  microscopically, 
but  the  presence  of  a  large  number  of  such  colloidal  particles  might  be 
expected  to  accelerate  the  etching  of  the  specimen;  at  least  troostite 
etches  much  more  readily  than  martensite  or  sorbite,  and  it  is  considered 
quite  generally  to  consist  of  a  colloidal  solution  of  FeaC  in  alpha  iron. 
Samples  of  N-34,  some  of  which  had  been  heated  at  500°  C.  quenched  in 
water  and  immediately  etched,  and  some  of  which  had  been  subsequently 
aged  at  130°  C.  after  identical  treatment  to  develop  maximum  hardness, 
were  carefully  compared  in  their  appearance  after  etching  in  the  same 
solution  (O.I  per  cent.  NaOH)  and  for  the  same  periods  of  time.  No 
difference  was  observed  in  the  structure  nor  in  the  general  shades  of  the 
etched  surfaces  of  these  two  groups  of  specimens.  The  authors  have 
to  date,  therefore,  no  direct  structural  evidence  of  the  precipitation  of 
CuAU  during  aging  of  duralumin. 

A  difference  in  the  rate  of  etching  of  quenched  unaged,  and  of 
quenched  and  aged  may  quite  possibly  be  obscured  by  the  presence  of 
other  constituents  in  fine  dispersion,  present  in  both  cases.  It  was  noted 
above  that  there  are  always  present  a  number  of  fine  particles  of  the 
X  constituents.  A  structural  study  of  duralumin  made  with  pure 
aluminum,  free  from  iron  and  silicon,  might  yield  more  positive 
results. 

It  is  interesting  to  note  that  although  the  velocity  of  nuclear  formation 
of  CuAU  at  temperatures  from  20°  to  400°  C.  seems  to  be  quite  normal, 
judging  by  thermal  analysis,  the  velocity  of  crystallization  or  of  coales- 
cence of  the  nuclei  is  evidently  quite  remarkably  small.     Thus  it  was 


70  HEAT  TKEATMENT   AND   CONSTITUTION   OP  DURALUMIN 

found  ^*  that  there  was  no  visible  precipitation  of  CuAU  in  an  alloy  con- 
taining 3  per  cent,  of  copper  upon  annealing  at  300*^  C.  for  20  hr.,  after 
obtaining  all  of  the  CuAU  in  solution  by  annealing  at  500°  C.  Only  by 
very  slow  cooling  from  500  °  to  20°  C.  could  a  visible  precipitate  of  CuAlj 
be  produced.  Slow  velocities  of  crystallization  seem  to  be  characteristic 
both  of  CuAU  and  of  aluminum. 

Although  it  cannot  be  directly  proved  that  the  thermal  arrest  at 
about  250°  C.  noticed  upon  heating  a  quenched  unaged  specimen  of  dur- 
alumin is  due  to  the  precipitation  of  CuAU,  no  evidence  directly  contradicts 
this  assumption,  which  is  in  entire  accord  with  our  knowledge  of  the  equi- 
librium within  the  alloy,  and  this  arrest  cannot  be  assigned  to  any  other 
phase  change. 

It  has  been  shown  by  many  previous  investigations,  and  confirmed 
by  the  authors,  that  aluminum  undergoes  no  transformation  in  the  solid 
state  between  ordinary  temperatures  and  its  melting  point.  No  other 
phase  changes  could  occur  in  the  main  mass  of  diiralumin,  the  grains  of 
solid  solution,  therefore,  except  those  of  solution  or  precipitation  of  FeAlj, 
of  the  X  compound,  of  CuAU,  of  Mg4Al8,  or  of  Mg2Si  within  the  grains. 
Aluminum,  which  contains  the  same  amounts  of  FeAls  and  of  the  X 
compound  as  does  duralumin,  is  not  altered  by  heat  treatment  as  is 
duralumin,  nor  does  it  show  a  reverse  heat  effect  upon  heating  as  does 
the  latter.  This  heat  effect  must,  therefore,  be  due  to  the  precipita- 
tion of  CuAU,  Mg4Al3,  or  Mg2Si.  But  the  alloys  containing  only  mag- 
nesium, in  amounts  up  to  3  per  cent.,  also  do  not  harden  upon  aging. 
There  remains  only  the  precipitation  of  CuAU  with  which  to  explain  this 
heat  effect. 

The  theory  outlined  above  of  the  mechanism  of  the  hardening  of 
duralumin  during  aging  most  readily  explains  the  interesting  fact  dis- 
covered by  Mr.  Blough,  and  confirmed  by  the  authors,  that  the  amount 
of  hardening  during  aging  increases  as  the  temperature  of  quenching 
increases.  At  higher  quenching  temperatures,  more  and  more  CuAU  is 
dissolved  in  solid  solution.  After  quenching  the  CuAU  is  in  excess  of  its 
solubility;  the  higher  the  quenching  temperature  the  greater  is  the  excess, 
and  this  is  precipitated  during  aging.  The  hardening  is  in  proportion 
to  the  amount  of  the  highly  dispersed  CuAU  formed. 

If  this  theory  is  accepted  for  the  moment,  it  is  interesting  to  consider 
the  effect  of  degree  of  dispersion  upon  hardness  in  the  case  of  a  solid 
solution,  in  this  case  of  CuAU  in  aluminum.  Duralumin  immediately 
after  quenching  is  generally  softer  than  it  is  in  the  annealed  condition. 
Thus  alloy  C-11,  in  the  form  of  sheet,  gave  the  f olio  wing  values  of  hardness: 

Annkaled       Quenched,       Quenched 
at  300**  but  not  and  aoed 

Aged  8  Datb 

Scleroscope  hardness,  magnifying  hammer 17  16  35 

"  Reference  9. 
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This  is  probably  due  to  the  fact  that  a  specimen,  as  ordinarily  cooled 
after  annealing,  still  contains  some  dissolved  CuAls  in  excess  of  its  solu- 
bility; the  material  hardens  slightly  during  cooling.  Specimens  cooled 
extremely  slowly  give  a  scleroscope  hardness  of  from  7  to  10,  much 
lower  tluMi  that  of  the  quenched,  imaged  ones» 

Upon  aging  a  quenched  specimen  at  200^  C,  for  example,  the  hardness 
first  increases  to  a  maximim^  and  afterward  decreases.  During  that 
aging  there  has  been  first  a  formation  of  fine  nudei  of  CuAls  followed  by 
coalescence  of  these  particles  into  ones  of  larger  size.  There  is,  therefore, 
a  certain  average  size  of  particle  of  CuAU,  for  which  the  hardness  of  the 
material  is  a  maximim^;  atomic  dispersion  of  the  solute,  CuAU,  is  not 
the  dispersion  that  produces  the  maximum  hardness,  but  some  intermedi- 
ate one  between  it  and  that  at  which  the  particles  become  visible  by 
ordinary  means. 

It  is  interesting  to  observe  that  the  properties  of  other  light  alloys 
of  aluminmn  are  influenced  by  heat  treatment  and  aging.  Thus  Rosen- 
hain  and  Archbutt^'  have  found  that  the  tensile  strength  of  sand-cast 
aluminum-zinc  alloys  increases  upon  aging.  In  another  article^^  by  two 
of  the  authors,  it  has  been  shown  that  whereas  allo3rs  of  aluminum- 
magnesium,  aluminiun-manganese,  aluminum-manganese-magnesium , 
and  aluminum-nickel  do  not  harden  upon  quenching  and  aging;  those 
of  aluminum-magnesium-nickel  do.  The  solubility  of  zinc  in  aluminum 
decreases  from  40  per  cent,  at  the  eutectic  temperature  to  about  25  per 
cent,  at  256^  C.  and  is  probably  much  less  at  still  lower  temperatures.  As 
in  the  case  of  the  copper-aluminum  alloys,  decreasing  solubility  at  lower 
temperatures  of  the  constituent,  CuAIs  or  zinc,  is  accompanied  by  the 
possibility  of  hardening  by  quenching  and  aging. 

Inasmuch  as  the  aluminum-nickel-magnesium  alloys  also  harden 
by  aging,  we  may  expect  an  appreciable  solubility  of  NiAU  in  solid  alum- 
inum at  higher  temperatures.  The  solubility  of  MnAU  is  undoubtedly 
quite  low. 

Analogy  Between  Hardening  of  Duralumin  and  Thai  of  Steel 

The  hardening  of  duralumin  upon  the  basis  of  this  hypothesis  presents 
an  interesting  analogy  with  that  of  steel.  The  hardening  of  steel  is  due 
to  the  partial  or  entire  suppression  of  the  eutectoid  transformation; 
most  recent  thought  regards  it  as  due  more  directly  to  the  suppression 
of  the  cementite  precipitation  (as  pearlite),  the  transformation  of  7  and  a 
iron  having  taken  place  at  least  in  part.     The  partial  suppression  there- 


^*  Report  to  the  Alloys  Research  Committee,  Proc.  Inst.  Mech.  Eng.  (1912)  319. 
^^  P.  I>.  Merica,  A.  G.  Waltenberg  and  A  N.  Finn:  Op.  ciL 
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fore  of  the  precipitation  of  a  compound  from  a  solid  solution  is  common 
both  to  rapidly  cooled  steel  and  to  duralumin. 

A  sample  of  steel  that  has  been  hardened  but  not  tempered  shows  an 
evolution  of  heat  upon  heating'^  through  its  tempering  range  exactly 
as  does  duralumin.  This  is  due  to  the  precipitation  of  FcsC  in  finely 
divided  form  in  the  case  of  steel  exactly  as  it  seems  to  be  due  to  that  of 
CuAU  in  duralumin. 

During  the  tempering  or  aging  of  steel  at  from  100**  to  300®  C,  the 
hardness  usually  decreases  immediately;  i.e.,  the  maximum  hardness 
of  steel  is  obtained  by  quenching  alone  whereas  that  of  duralumin  is 
produced  by  tempering  after  aging.  .  In  the  case  of  some  high-carbon 
steels  (from  0.9  to  1.7  per  cent.  C),  however,  the  hardness  increases  during 
tempering  after  quenching  exactly  as  in  the  case  of  duralumin.  ^^  The 
maximum  hardness  in  hardened  steel  increases  with  the  carbon  content, 
as  it  does  in  duralumin  with  the  copper  content.  It  has  been  foimd 
that  tool  steel  containing  tungsten  undergoes  an  increase  of  hardness 
during  tempering  at  from  400°  to  650°  C.  after  quenching  from  1350°  C. " 

Eutedic  Structure  and  Influence  of  Magnesium 

There  is  one  fact  that  is  not  readily  explained  by  the  authors'  hypothe- 
sis. '  Although  alloys  containing  only  magnesium  and  no  copper  do  not 
harden  and  alloys  containing  only  copper  with  no  magnesium  do  harden, 
those  containing  both  copper  and  magnesium  undergo  a  much  greater 
hardening  than  do  those  with  copper  alone.  Magnesium,  therefore, 
exerts  no  effect  by  itself  in  this  direction  and  is  not  essential  to  the 
hardening  power,  but  it  materially  increases  the  effect  of  the  copper. 
The  hypothesis  developed  above  does  not  indicate  any  reason  for  this 
effect. 

The  authors  are  of  the  opinion  that  the  influence  of  the  magnesium 
is  of  a  secondary  nature.  Thus,  it  seems  probable  that  some  magnesium 
unites  with  the  silicon  present  to  form  MgsSi,  the  blue  constituent  always 
found  in  alloys  containing  magnesium.  The  removal  of  the  silicon  in 
this  manner  may  be  the  direct  cause  of  the  resultant  increase  of  hardening 
effect.  This  would  agree  with  the  observed  fact  that  with  the  usual 
silicon  content,  0.5  per  cent,  magnesium  is  enough  fully  to  develop  the 
partly  latent  hardening  power  of  the  copper-aluminum  alloys;  the 
addition  of  more  magnesium  produces  a  somewhat  harder  alloy  in  all 


^'  H.  Scott:  Effect  of  Rate  of  Temperature  Change  on  Transformations  in  Alloy 
Steel,  Sci,  Paper  No.  335,  U.  S.  Bureau  of  Standards  (1919);  also  Tram,  (1920) 
62,  699. 

^*E.  Maurer:  Harten  und  Anlassen  von  Eisen  und  Stahl,  MetaUurqie  (1909) 
6,33. 

"  Edwards  and  Kikkawa:  Jrd.  Iron  and  Steel  Inst.  (1915)  92,  6. 
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conditions  but  does  not  materially  increase  the. hardening  effect.     This 
is  shown  by  the  following  comparison : 


* 


Tbnsilb  Tbnsilb  I  NCR's  ass  in 

StRSNOTH  StRSNQTH     ^  TSNfllLB 

Allot  Coppbb  Maonssium  Ankbaled,  Hardened,      Strbnqtb  upok 

Pounds  pbb        Pounds  per        Harobninq, 
Sq.  In.  Sq.  In.  Peb  Cent 

Oil  2.6  1.3  35,000  56,000  60 

G-12  3.2  0.5  23,000  49,000  110 

f 

Consideration  of  the  test  results  of  Table  2  shows  that  magnesium 
hardens  the  aluminum  matrix  considerably  even  in  the  annealed  con- 
dition. It  is  probable  that  the  alteration  of  this  matrix  affects  markedly 
the  dispersion  of  the  precipitation  of  CuAls  during  aging  and,  conse- 
quently,  the  mechanical  properties  obtained. 

There  is  another  feature  of  the  structure  of  duralumin  that  is  of 
great  importance  and  in  which  may  be  found  some  part  of  the  explanation 
for  the  effect  of  magnesium.  This  is  the  manner  in  which  the  FeAU 
and  the  CuAls  eutectics  crystallize.  There  are  several  possible  binary 
Butectics  in  duralumin,  namely  the  following: 

EuTECTic  Temperature, 
Eutectic  Dbobbbb  Centioradb 

FeAls  -f-  aluminum  solid  solution 640-650 

Si  (cryst)  +  aluminum  solid  solution 570-580 

X  compound  +  aluminum  solid  solution 610 

CuAls  +  aluminum  solid  solution 520-540 

Mg4Al, 450 

MgiSi 440 

The  amounts,  by  volume,  of  the  eutectics  with  FeAls  and  with  CuAU 
in  ordinary  duralumin  are  fairly  large  and  about  equal,  that  with  MgsSi 
somewhat  less,  that  with  X  and  with  Mg4Al3,  usually,  almost  nil.  The 
approximate  temperatures  of  eutectic  solidification  are  given  above;  they 
represent  in  all  cases  the  temperatures  observed  in  the  presence  of  both 
the  FeAlj  and  the  X  eutectic.  The  presence  of  CuAU  or  MgjSi  lowers 
the  eutectic  temperatures  of  the  other  binary  eutectics.  Thus  in  the 
presence  of  Mg2Si,  the  eutectic  temperature  of  CuAU-aluminum  is  reduced 
from  540  to  520-530"^  C,  and  this  is  always  obtained  as  a  thermal  arrest 
in  heating  or  cooling  duralumin. 

The  order  of  solidification  of  these  binary  eutectics  in  aluminum-rich 
alloys  is  a  matter  of  the  greatest  importance.  Fig.  26  shows  the  probable 
form  of  the  equilibrium  at  the  aluminum  end  of  the  ternary  system,  Al- 
Cu-Fe.  An  alloy  containing  about  0.5  p)er  cent.  Fe  and  3  per  cent.  Cu 
{g  in  the  figure)  would  follow  the  line  gf-fc  upon  solidification.  A  solid 
solution  of  aluminum  with  CuAU  (FeAls  is  almost  insoluble  in  aluminum) 
first  crystalUzes  and  the  composition  of  the  liquid  changes  along  the  curve 
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of  with  lowering  of  temperature.  At/,  and  along /c,  the  binary  eutectic 
FeAls-aluininum  solid  solution  crystallizes.  The  liquid  remaining  at  / 
is  contained  in  the  interstices  between  the  solid  grains  of  aluminum 
solid  solution;  and  the  FeAlg  crystallizes  upon  these  grains  at  the 
boundary  between  solid  and  liquid.  At  Cf  the  binary  eutectic  CuAU- 
aluminum  solid  solution  also  crystallizes  with  the  remainder  of  the  first 
eutectic.  The  resultant  structure  is  shown  in  Figs.  19, 20, 21,  22, 23,  and 
24.     The  FeAIs  often  entirely  surrounds  and  isolates  the  CuAls  crystals. 


e 
Aluminum 

FlQ.   26. — SUOQESTED  FORM  OF  UQUIDUS  SURFACES  OF  TERNARY  SYSTEM  ALUMINUM- 

IRON-COPPER  NEAR  ALUMINUM  END. 

When  a  specimen  having  such  a  structure  is  heated  to  500°  for  quench- 
ing, much  of  the  CuAU  may  be  Separated  from  the  aluminum  by  this 
layer  of  insoluble  FeAIs  and  is  effectually  prevented  from  dissolving. 
Thus  E3-F,  containing  only  1.66  per  cent.  Cu,  heated  20  hr.  at  500**  C. 
and  quenched  still  contains  free  CuAU,  although  its  solubility  at  that 
temperature  was  about  3  per  cent.  Its  structure  is  shown  in  Fig.  23. 
The  undissolved  CuAli  (Ught)  is  surrounded  by  FeAU  (dark).  (The 
other  light  islands  are  Mg2Si,  which  are  distinguishable  under  the  micro- 
scope as  of  bluish  color,  but  photograph  Hght).  This  enclosure  of  the 
compoimd  of  one  binary  eutectic  by  that  of  another  seems  to  be  charac- 
teristic of  light  aluminum  alloys. 

Fig.  20  shows  an  island  of  CuAU  enclosing  one  of  MgsSi.  Such  a 
structure  explains  probably  the  confusing  heating  and  cooling  thermal 
curves  often  obtained  with  copper-aluminum-magnesium  alloys.  In 
Fig.  16  were  shown  several  normal  heating  and  cooling  curves  for  N-34 
containing  both  copper  and  magnesium.  The  inverse  heat  effect  in  the 
quenched  alloy  at  about  360®  C.  and  the  eutectic  arrest  at  510**  C. 
are  both  visible.  In  Fig.  17  are  shown  the  heating  and  cooling  curve 
of  N-28  containing:  Cu,  4.98  per  cent.;  Mg,  2.41  per  cent.  On  the  up 
curve,  the  usual  520®  C.  arrest  is  noticed;  on  cooling,  however,  instead 
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of  one,  three  arrests  are  noticed :  at  502^  C,  at  478^  C,  and  at  456^  C.  This 
cycle  will  repeat  itself  indefinitely,  not  only  in  this  alloy  but  in  others 
containing  copper  and  magnesium,  particularly  when  of  rather  high 
copper  and  magnesium  content. 

The  structure  of  Fig.  20  was  obtained  in  N-28  after  the  thermal  analy- 
sis was  completed  and  is  characteristic;  practically  all  of  the  Mg^i  is 
surrounded  completely  by  CuAU.  Upon  cooling,  CuAls  separates  at 
the  first  arrest  (500^  C.) ;  at  the  second  and  third,  MgsSi,  and  possibly  some 
traces  of  Mg4Al8.  These  crystallize  inside  of  the  CuAU;  the  aluminum 
particles  of  the  respective  eutectics  coalesce  with  the  aluminum  grains. 
Upon  reheating  this  alloy,  the  surface  of  contact  between  MgtSi  and 
aluminum  is  so  slight  that  the  melting  of  the  eutectic,  which  should  nor- 
mally occur  at  the  two  lower  cooling  arrests,  proceeds  too  slowly  to  give 
an  arrest;  and  not  until  the  protecting  sheath  of  CuAls  melts  as  eutectic 
at  the  higher  (520^  C.)  arrest  does  the  MgsSi  melt  also.  Those  thermal 
arrests  obtained  around  500^  C.  are  related  to  tho  formation  of  the  various 
eutectics  and  do  not  have  *  anything  to  do  with  the  hardening  of 
duralumin. 

Conclusions  Relative  to  Manufacture  and  Heat  Treatment 

OF  Duralumin 

It  has  been  shown  that  when  duralumin  is  rapidly  cooled  by  quenching 
from  temperatures  between  250^  and  520^  C,  and  aged  thereupon  at  tem- 
peratures from  0^  to  200^  C,  the  hardness  and,  at  least  at  lower  aging 
temperatures,  the  ductility  increase.  The  actual  values  of  hardness 
and  ductility  thus  obtained  depend  on  the  quenching  temperatures; 
they  increase  with  that  temperature  up  to  about  520^  C,  corresponding 
to  the  increase  of  CuAU  in  solid  solution.  At  this  temperature,  any 
free  CuAls  melts  as  a  eutectic  and  the  material  is  spoiled;  this  eutectic 
temperature,  therefore,  marks  the  upper  limit  of  the  useful  quenching 
temperature  range. 

In  order  to  develop  the  best  mechanical  properties  by  heat  treatment, 
a  quenching  temperature  should  be  used  as  near  this  as  is  possible  without 
running  risk  of  burning  the  metal  by  the  melting  of  this  eutectic.  In 
practice,  it  should  be  possible  to  quench  from  temperatures  between 
510^  and  515^  C.  The  period  of  time  at  which  sheet  material  should 
profitably  be  held  at  the  quenching  temperature  lies  between  10  and  20 
min.  Heavier  sections,  such  as  bars,  might  require  more  time  at  this 
temperature  as  the  structure  of  such  sections  would  be  coarser  and  would 
require  somewhat  more  time  for  the  complete  solution  of  the  CuAU. 

Quenching  is  best  and  most  conveniently  carried  out  in  boiling 
water.  The  mechanical  properties  are  better  after  quenching  in  hot 
than  after  quenching  in  cold  water,  and  there  is  less  danger  of  cracking 
due  to  cooling  stresses. 
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The  best  temperature  for  subsequent  aging  depends  on  the  mechanical 
properties  that  are  desired.  For  most  purposes  it  will  be  foimd  best  to 
age  at  100**  C.  for  about  5  to  6  days.  The  greater  portion  of  the  hardening 
effect  takes  place  within  this  period.  Such  a  treatment  develops  both 
high  strength  and  high  ductility.  If  a  material  having  a  higher  propor- 
tional limit  but  lower  ductility  is  desired,  the  material  may  be  aged  at 
higher  temperatures  up  to  160®  C.  for  from  2  to  4  days. 

The  authors'  experience  has  not  led  them  to  recommend  a  different 
composition  for  duralumin  than  that  in  current  use:  Cu,  3  to  4.5  per 
cent.;  Mg,  0.4  to  1.0  per  cent.;  Mn,  0  to  0.7  per  cent.;  99-per-cent.  Al, 
remainder. 

It  is  believed  that  it  would  be  of  advantage  to  preheat  the  ingots 
for  hot  rolling  to  a  somewhat  higher  temperature  than  is  sometimes  used. 
It  would  be  desirable  to  preheat  to  500"^  C.  or  as  near  lo  that  temperature 
as  the  temperature  uniformity  of  the  furnace  permitted;  the  free  CuAIj 
would  have  better  opportunity  of  going  into  solution  at  this  temperature 
than  at  lower  ones.  Rolling,  however,  cannot  be  done  at  this  tempera- 
ture due  to  the  eutectic  melting  of  the  MgaSi  at  450®  C.  and  consequent 
hot-shortness  of  the  material.  It  might,  therefore,  be  advisable  to  pre- 
heat to  500®  C.  but  to  roll  at  about  450®. 

•    Summary  and  Conclusions 

'The  heat  treatment  of  iEtlloys  of  the  type  of  duralumin  was  inves- 
tigated and  the  effect  upon  the  mechanical  properties  observed  of 
variations  in  the  heat-treating  conditions,  such  as  quenching  tempera- 
ture, temperature  of  quenching  bath  and  of  aging  or  tempering,  and 
time  of  aging.  Conclusions  are  drawn  relative  to  the  best  conditions 
for  commercial  heat-treating  practice  for  this  alloy.  The  temperature 
of  quenching  should  not  be  above  that  of  the  CuAlj — aluminum  eutectic, 
which  is  usually  about  520®  C,  but  should  be  as  near  to  this  as  possible 
without  danger  of  eutectic  melting.  The  pieces  should  be  held  at  this 
temperature  from  10  to  20  min.  and  quenched  preferably  in  boiling 
water.  The  hardening,  for  most  purposes,  may  best  be  produced  by 
aging  for  about  5  days  at  100®  C. 

A  theory  of  the  mechanism  of  hardening  of  duralumin  during  aging 
after  quenching  from  higher  temperatures  was  developed,  which  is  based 
on  the  decreasing  solubility  of  the  compound  CuAU  in  solid  solution  in 
aluminum  with  decreasing  temperatures  from  520®  to  ordinary  tempera- 
tures. It  is  believed  that  the  precipitation  of  excess  CuAU,  which  is 
suppressed  by  quenching,  proceeds  during  aging,  the  precipitation  taking 
place  in  very  highly  dispersed  form.  The  hardening  is  due  to  the  forma- 
tion of  this  highly  dispersed  precipitate. 

According  to  this  theory,  the  hardening  of  duralumin  during  aging 
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or  tempering  after  quenching  presents  a  very  close  analogy  to  that  of 
steel;  and  the  evidence  in  support  of  the  theory  is  of  the  same  nature  and 
of  approximately  the  same  competence  as  that  in  support  of  the  prevail- 
ing theory  of  the  hardening  of  steel. 

DISCUSSION 

Zay  Jeffries,  Cleveland,  Ohio  (written  discussion). — The  autorsh 
conclude  that  there  is  a  certain  average  size  of  precipitated  CuAls  par- 
ticle which  produces  maximum  strength  and  hardness  in  duralumin;  that 
when  the  size  of  particle  is  smaller  or  larger  than  this  particular  size 
the  hardness  decreases.  The  writer  agrees  with  this  conclusion-,  because 
it  seems  to  be  directly  indicated  by  the  facts. 

Why  does  duralumin  present  this  apparent  discrepancy?  Let  us  con- 
sider some  physical  aspects  of  the  precipitation  of  CuAU  from  a  saturated 
solution  on  cooling.  When  a  molecule  of  CuAU  is  removed  from  the 
solvent,  or  matrix,  and  added  to  another  group  of  CuAU  molecules,  as  is 
known  to  occur  on  slow  cooling,  the  forces  of  adhesion  between  the  CuAU 
molecule  and  the  solvent  have  been  exceeded.  Since  a  change  in  tem- 
perature only  is  sufficient  to  cause  precipitation,  it  must  also  be  sufficient 
to  cause  the  loss  of  adhesion  bonds  between  the  excess  CuAU  molecules 
and  the  solvent,  or  matrix.  Lost  adhesion  bonds  means  loss  of  cohesion 
of  the  mass  as  a  whole. 

When  duralumin  is  cooled  from  500**  in  a  furnace,  globules  of  CuAlj, 
large  enough  to  be  seen  easily  with  a  high-power  microscope,  are  formed. 
There  are,  however,  globules  so  small  as  to  be  hardly  distinguishable, 
and  others  too  small  to  be  resolved  are  suggested  by  the  non-uniformity 
of  the  surface  appearance  of  the  section.  As  the  smallest  globule  of 
CuAU  resolvable  with  a  high-power  microscope  contains  about  2,000,- 
000,000  molecules,  it  is  evident  that  with  rapid  cooling  submicroscopic 
particles  of  CuAU  must  be  present  in  large  numbers;  in  fact,  after  quench- 
ing, the  average  size  of  particle  must  be  submicroscopic.  The  whole 
phenomenon  of  aging  must  therefore  involve  changes  that  cannot  be 
studied  directly  with  a  microscope. 

We  must  also  accept  the  proposition  that  the  change  in  properties  on 
aging  are  due  to  molecular  changes  within  the  metal;  that  those  mole- 
cular arrangements  are  not  possible  in  liquid  air;  that  they  take  place 
slowly  at  ordinary  temperature  and  more  rapidly  as  the  temperature  is 
increased.  We  can  visualize  these  molecular  rearrangements  best  by 
assuming  that  the  precipitation  of  CuAU,  and  segregation  into  particles, 
are  two  distinct  steps.  Immediately  after  quenching  duralumin  from 
500°,  the  excess  CuAU  is  considered  to  be  precipitated;  some  of  it  will  have 
formed  into  small  particles,  and  some  will  be  precipitated  as  single  mole- 
cules which  have  little  or  no  adhesion  with  the  particles  of  the  matrix. 
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This  condition  produces  the  low  mechanical  cohesion  observed  in  dura- 
lumin after  quenching  and  before  aging.  The  increase  in  cohesion  of  the 
whole  mass  could  be  brought  about  by  the  agglomeration  of  these  pre- 
cipitated molecules  of  CuAU.  In  the  first  place,  the  particles  of  the  matrix 
would  establish  cohesion  bonds  with  one  another  in  the  space  formerly 
occupied  by  a  CuAU  molecule.  This  would  increase  the  cohesion  of  the 
matrix,  then  the  small  globule,  made  up  of  many  CuAls  molecules,  would 
acquire  its  own  specific  cohesion. 

Having  thus  produced  increased  cohesion  of  the  matrix  and  the  CuA^ 
particles,  we  have  only  to  account  for  the  observed  increased  cohesion  or 
hardness  of  aged  duralumin. 

As  some  CuAls  is  soluble  in  the  matrix  at  room  temperature, 
it  is  only  the  excess  that  can  form  into  minute  globules.  The  pres- 
ence of  Bf  globule  of  CuAls  acts  as  a  center  of  crystallization,  and  hence 
easily  attracts  to  itself  the  adjacent  excess  CuAU  molecules  in  the  matrix 
and  impoverishes  the  matrix  at  the  boundary.  This  accomplishes  two 
things;  it  facilitates  migration  of  CuAU  toward  the  globule  by  forces  of 
diffusion  and  it  reduces  the  number  of  CuAU  molecules  in  the  matrix  at 
the  boundary  with  the  globule  to  normal  saturation,  which  is  the  condi- 
tion for  maximum  adhesion  between  CuAls  and  the  matrix.  Thus  the 
strong  adhesion  bond  between  these  two  substances  is  established.  It  is 
probable  that  the  concentration  of  a  saturated  solution  of  CuAls  in 
aluminum  in  the  absence  of  CuAU  nuclei  is  greater  than  when  these  nuclei 
are  present.  It  is  also  probable  that  the  actual  boundary  between  a 
CuAls  particle  and  the  matrix  is  an  amorphous  solution  of  CuAU  in 
aluminum. 

According  to  the  above,  the  reason  that  maximum  diffusion  does  not 
produce  maximum  cohesion  is  that  the  adhesion  bonds  between  the  excess 
CuAls  molecules  and  the  matrix  are  not  strong,  and  the  spaces  they  occupy 
might  act  as  voids  in  affecting  cohesion.  Aging  removes  the  voids  from 
the  matrix,  thus  increasing  its  cohesion;  it  establishes  cohesion  in  the 
newly  formed  CuAls  globules,  and  adhesion  between  these  and  the  ma- 
trix. If  the  particles  of  CuAU  continue  to  increase  in  size  beyond  a 
certain  average,  and  decrease  in  number,  as  in  prolonged  aging,  at  200^, 
the  cohesion  decreases. 

The  formation  of  cohesion  and  adhesion  bonds  between  the  atoms  and 
molecules  in  duralumin  at  room  temperatures  might  be  questioned.  If 
we  press  two  pieces  together  and  allow  them  to  remain  at  ordinary  tem- 
peratures for  long  periods  of  time,  we  cannot  produce  such  results.  No 
doubt  the  absorption  phenomenon  militates  against  this  low  temperature 
welding,^"  as  do  undean  surfaces  due  to  oxidation.    The  formation  of 
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cohesive  masses  of  metal  at  ordinary  temperature  by  electro-deposition 
teaches  us  that  high  teinperature  is  not  necessary  for  the  formation  of 
cohesive  bonds.  *  The  interior  of  a  mass  of  duralumin  should  be  free 
from  adsorption  and  oxidation,  hence  the  atoms  and  molecules  would  be 
free  to  form  bonds  -with  one  another  at  temperatiu'es  much  below  that  of 
welding.  It  should  be  kept  in  mind  that  welding  is  accomplished  at 
high  temperatures  in  spite  of  the  retarding  influences  of  adsorption  and 
oxidation. 

The  heat  evolution  observed  at  about  260^  might  well  be  due  to  a 
rapid  crystallization  of  CiiAU  rather  than  the  mere  precipitation.  The 
fact  that  rupture  takes  place  through  the  grains  is  evidence  that,  what- 
ever changes  go  on  within  the  alloy,  those  that  affect  the  physical  prop- 
erties must  be  intracrystalline. 

Other  alloys  will,  no  doubt,  show  similar  changes  in  properties  when 
studied  in  the  proper  temperature  range.  Future  investigations  of 
allojrs  ^t  various  temperatures  must  form  the  basis  for  a  more  complete 
and  modified  interpretation  of  the  new  and  old  facts  observed  in  connec- 
tion with  the  phenomenon  called  aging.  Quantitative  evidence  must 
be  introduced  as  soon  as  facts  permit.  Aging  experiments  on  duralumin 
extending  over  a  period  of  many  years  will  be  interesting  with  respect  to 
the  relations  between  the  changes  in  properties  and  the  engineering  uses. 
It  is  obvious  that  the  material  cannot  be  used  at  200^  for  a  long  time 
without  changing  markedly  in  properties.  What  is  the  maximum  tem- 
peratiu'e  that  will  permit  so  little  change  on  extended  aging  of  duralumin 
that  it  may  be  used  with  safety  at  that  temperatiu*e7  A  study  of  this 
question  is  necessary  in  order  to  change  the  specific  composition  and  heat 
treatment  of  the  alloy  to  meet  certain  engineering  requirements. 

P.  D.  Merica  (author's  reply  to  discussion). — We  are  greatly  inter- 
ested in  Doctor  Jeffries'  explanation  of  the  increased  tenacity  of  a 
colloidal  solution  of  CuAls  in  aluminum  over  that  of  a  solution  of  mole- 
cular dispersion.  It  is  only  by  searching  out  the  molecular  mechanism 
of  changes  of  this  character  in  alloys  that  we  shall  arrive  at  the  ultimate 
truth  regarding  their  nature.  Based  upon  thermodynamical  laws,  which 
are  accurate  enough  but  rather  barren  of  suggestion  regarding  molecular 
d3mamics  its  methods  in  reaching  beyond  this  firm  foundation  are  rather 
those  of  "main  strength  and  awkwardness"  and  there  is  unfortunately 
little  jof  modern  molecular  theory  available  in  the  proper  form  for  our  aid. 
It  is  to  be  hoped  that  researches  into  the  structure  of  solids  with  the  aid 
of  the  X-ray  diffraction  microscope  will  bring  much  needed  light  into  these 
matters. 
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Water  and  Chlorides  in  Cement  Copper  Briquettes 

BT  EDWARD  KELLER,*  PH.    D.,  NEW  YORK,   N.    T. 
(Chicago  Meeting,  September,  1019) 

Although  the  subject  matter  contained  in  this  paper  is  presented 
under  a  new  title,  its  writing  was  induced  by  the  work  of  S.  Skowronski 
and  K.  W.  McComas.^  A  discussion  of  the  latter  is  here  combined  with 
the  presentation  of  new  and  independent  data. 

The  physical  constants  quoted  by  the  authors  of  that  paper,  such 
as  melting  and  boiling  points,  as  also  the  chemical  reactions  of  the  sub- 
stances involved,  are  so  well  established  that  the  numerous  confirmatory 
experiments  and  their  application  to  metallurgical  condition^  leave 
little  or  no  room  for  criticisms.  On  the  contrary,  they  will  greatly  aid 
to  dispel  any  lingering  skepticism  as  to  possible  considerable  losses  of 
copper  accruing  when  the  metal  is  melted  in  the  presence  of  its  own  and, 
probably,  other  chlorides  and  when  no  provision  is  made  for  the  recovery 
of  volatile  products.  Exception  may  be  taken,  to  some  degree,  to  that 
part  of  the  work  under  the  captionMeltingDrillingsof  Copper  Mixed  with 
Sodium  Chloride.  These  experiments  should  have  been  extended  in 
order  to  make  the  implied  reactions  clear  and  the  results  convincing. 
The  latter  are  stated  to  be,  ''that  when  sodium  chloride  is  present  above 
certain  minimum  quantity  relative  to  copper  some  of  it  is  found  to 
volatilize  in  the  melt  while  another  part  reacts  with  the  metallic  copper 
to  produce  the  volatile  cuprous  chloride,  and  that  when  smaller  quantities 
of  sodium  chloride  are  present  the  reaction  is  complete  and  all  chlorine 
is  found  to  have  volatilized  as  cuprous  chloride."  Metallic  copper  and 
sodium  chloride  are  mentioned  as  the  sole  reagents  in  this  chemical 
process,  acting,  according  to  the  authors,  in  a  neutral  atmosphere  of 
carbon  dioxide.  The  chemist,  quite  naturally,  will  inquire  into  the 
formula  according  to  which  that  reaction  takes  place  and  will  find  that  it 
presents  itself  as  follows: 

2Cu  +  2NaCl  =  2Na  +  CujCU 

It  would  appear  that  the  truth  of  this  formula  will  be  challenged  and 
a  more  rational  explanation  of  the  reaction  sought.  Apparently,  carbon 
dioxide  is  neutral  relative  to  metallic  copper  in  its  molten  state;  whether 
it  remains  neutral  in  the  presence  of  sodium  chloride  is  quite  another 

*  Metallurgical  Chemist. 

'Volatilization  of  Cuprous  Chloride  on  Melting  Copper  Containing   Chlorine 
Trans,  (1919)  60,  354. 


EDWARD  KELLER  81 

question.  Does  it  not  at  that  high  temperature  become  an  oxidizer 
and  do  not  the  conditions  of  the  reaction  change  to  those  expressed  in  the 
following  formula? 

2Cu  +  2NaCl  +  2C0,  =  NaaCO,  +  CO  +  Cu,Cl, 

Nor  has  there  been  any  mention  made,  as  an  element  in  the  reaction, 
of  the  substance  and  relatively  large  surface  of  the  boat  in  which  the 
melt  was  made.  Be  it  silica  or  alumina,  the  sodiiun,  once  oxidized, 
will  readily  combine  with  either  to  form  sodium  silicate  or  sodium  alumi- 
nate,  making  the  chlorine  available  to  form  cuprous  chloride.  It  is 
most  likely  that  the  reaction  takes  place  according  to  the  last  statements. 
In  short,  the  reaction  between  metallic  copper  and  such  stable  chlorides 
as  those  of  sodium  and  calcium  without  the  presence  of  a  third,  or  acid 
principal,  would  appear  improbable.  The  copper  losses  due  to  such  foreign 
chlorides  in  metallurgical  practice  would,  therefore,  largely  depend  on 
how  readily  the  acid  material  is  supplied  and  brought  into  contact  with 
the  chloride;  furnace  gases  would  always  supply  oxygen  or  carbon  dioxide. 
The  final  question  is,  would  a  thoroughly  basic  condition  of  the  fluxes 
m  the  melting  fiunace  prevent  the  formation  of  cuprous  chloride? 

Presence  of  Water  in  BriqueUes, — Some  years  ago  copper  cement  bri- 
quettes became  a  problem  in  sampling.  In  a  test  demonstrating  that 
drilling  the  briquettes  was  perfectly  feasible,  every  tenth  piece  was  taken 
for  that  purpose.  Drilling  was  performed  according  to  a  templet  fitting 
the  flat  side  of  the  object  and  laid  out  in  1-in.  (2.5  cm.)  square  sections, 
each  briquette  receiving  one  drill  hole.  There  was  very  little  trouble  on 
account  of  chipping  on  the  exit  of  the  drill;  although  occasionally  a  small 
piece  became  detached,  it  could  readily  be  picked  from  the  drillings,  these 
being  pulverulent.  Cracking  of  the  briquettes  was  rare.  It  was  soon 
discovered  that  the  briquettes  contained  considerable  moisture  but  to 
determine  this  in  the  drilled  sample  was  deemed  inadvisable. 

Spontaneous  Oxidation  or  Ignition  of  Briquettee. — The  drying  oven 
had  been  employed  in  drying  converter  copper  slabs,  which  required 
a  temperature  of  about  400*^  F.  (204°  C).  When  the  briquettes  were 
removed  after  having  been  exposed  to  a  recorded  temperature  of  about 
200°  P.  (93°  C.)  their  weight  had  increased;  their  darkened  appearance 
made  it  evident  that  oxidation  had  taken  place.  As  a  consequence, 
it  was  decided  to  reduce  the  drying  temperature  to  180°  P.  (82°  C.)  and 
to  lengthen  the  time  of  exposure  to  the  heat.  Still  there  would  be,  oc- 
casionally, a  repetition  of  spontaneous  oxidation  and  the  briquettes 
would  come  out  overweight.  This  in  itself,  however,  was  not  considered 
objectionable;  provided  that  there  were  no  valuable  losses  or  that  these 
were  negligible,  correct  results  could  be  as  well  obtained  as  with  the  sam- 
ple in  which  the  moisture  was  properly  determined.  For  example,  if  a 
sample  gained  7  per  cent,  of  its  original  weight  there  would  be  a 
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corresponding  reduction  in  the  assay  results;  but  these  could  be  properly 
applied  to  the  lot  by  increasing  the  original  lot  weight  by  7  per  cent. 

Presence  of  Chlorides  in  Briquettes, — ^The  presence  of  chlorine  in  these 
briquettes  was  known  and  some  fumes  and  certain  poignant  odors  were 
emitted  from  the  lots  that  were  oxidized.  It  had  also  been  observed  that 
the  oxidized  briquettes  had  attained  a  higher  temperature  than  that 
observed  in  the  atmosphere  of  the  drying  oven.  This  temperature  of 
the  briquettes  was  never  determined,  but  it  seems  certain  that  it  did 
not  reach  a  red  heat,  as  no  glow  was  ever  observed.  The  interior  of  the 
oven  was  carefully  examined.  Its  wall,  ceiling,  and  doors  consisted  en- 
tirely of  iron  plates;  the  latter  showed  principally  a  thin  sooty  covering 
but  in  places  it  appeared  mixed  with  a  yellow  substance.  At  one  time 
when  the  oven  was  not  in  operation  and,  evidently,  a  little  water  had 
percolated  through  a  joint  in  the  ceiling,  there  was  a  place  with  a  clean 
looking  bluish  accumulation;  this  was  scraped  off  carefully  and  taken  for 
a  sample.  Scrapings  from  the  walls  were  taken  for  a  second  sample. 
The  first  will  hereafter  be  designated  as  the  ceiling  condensation  and  the 
latter  as  the  wall  condensation.  There  can  be  no  doubt  but  that  these 
samples  contained  some  of  the  condensed  fumes  that  had  been  emitted 
by  the  briquettes,  overheated  by  spontaneous  ignition. 

In  Tables  1  and  2  are  given  the  analyses  of  the  briquettes,  which  were 
quite  uniform  in  composition,  and  of  the  condensed  fumes'  samples.  By 
simple  arithmetical  calculations  are  found  the  contents  per  unit  of  copper 

Table  1. — Analyses  of  Cement  Copper  Briquettes  and  Condensed  Fumes 


Material 

Camper, 
Cent 

Chlorine, 

Per 

Cent. 

Areenio, 

Per 

Cent 

SUver. 
Ounoee 

GoM. 
Ounoee 

Iron, 

Per 

Cent 

Sulfur, 

Per 

Cent 

±  Weight 

in  Dryinc 

Per 

Cent 

Cement  oopper,  dried.... 
Cement  oopper,  ozidiced 
Ceiling  oondenntion. . . 
Wall  eondenaation 

81.16 

76.44 

14.74 

1.48 

• 

1.081 
0.960 
8.100 
0.070 

0.706 
0.670 
1.800 
0.660 

62.36 

47.82 

144.12 

0.016 
0.016 
0.040 

3.29 
3.64 

1.808 
0.610 

-0.876 
+8.910 

Table  2. — Analyses  of  Cement  Copper  Briquettes  and  Condensed  Fumes 


Material 


! 

CoRP^r*     I    Chlorine, 
Per  Cent   i   Per  Cent 


Anenio, 
Per  Cent. 


Contents  per  Unit  of  Copper 


Cement  oopper,  dried. 
Ceiling  oondeneation. , 
Wall  condensation. . . . 


1 
1 
1 


0.0133 
0.6490 
0.6560 


0.00870 

0.122 

0.87 


Ratio  of  Elements. Volatilised  and  Condensed 


SUver. 
Ounces 


0.646 
9.76 


Ceiling  condensation 
Wall  condensation 


Odd. 
Ounoes 


0.000186 
0.00271 
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and  from  these  the  ratio  of  volatilization  and  oondenaation,  which  figures 
are  also  incorporated  in  the  table.  It  will  be  noticed  that  in  the  wall  con- 
densation the  precious  metals  were  not  determined^  due  to  the  smallness 
of  the  sample. 

In  Table  3  are  given  a  few  phjrsical  data  extracted  from  Moissan's 
"Trait^de  ChimieMin^rale/' Paris,  1906.    The  chlorides  of  silver  and  gold 

Table  3. — Melting  Point,  Boiling  Point,  and  Volatility  of  Some  Chloride 


Chloride 

Funns  Point, 
Degrees  C. 

BoiHns  Point, 
Degrees  C. 

Volatile  at  Degrees  C. 

CutCls                   434 
AflCl,                     -16 
AgO               ;       487-490 
AuCl                      288 

934-1032 
130-160 

Below  boiling  point 
Begins  at  260 
Begins  at  180 

having  no  boiling  point,  it  is  evident  that  they  volatilise,  or  sublime,  with- 
out boiling,  at  least  to  a  certain  extent;  or  that  they  become  dissociated 
at  higher  temperatures.  Apparently  arsenious  chloride  is  the  most 
volatile  and  cuprous  chloride  the  least  volatile  of  the  group  in  question. 
These  facts  explain  the  greater  relative  volatility  of  the  chlorides  of 
arsenic,  silver,  and  gold  than  of  the  cuprous  chloride.  The  greater  quan- 
tity of  arsenic  in  the  wall  condensation  relative  to  copper  than  in  the 
ceiling  condensation  is  also  readily  explained  by  the  facts  that  the  bri- 
quettes were  at  a  considerably  greater  distance  from  the  walls  than  from 
the  ceiling;  therefore,  the  less  volatile  chloride  would  condense  to  a  greater 
degree  at  the  nearest  surface,  while  the  more  volatile  would  reach'  more 
distant  points. 

It  is  impossible  to  state  in  what  combination  the  chlorine  was  origin- 
ally present  in  the  briquettes.  If  the  volatilised  and  condensed  chlorides 
did  not  preexist  in  the  briquettes,  their  formation  under  the  prevailing 
temperature  would  be  somewhat  difficult  to  explain,  say,  by  the  presence 
of  sodium  chloride.  Ferrous  chloride  under  the  influence  of  oxidation 
might  bring  about  such  reactions  and  the  actual  presence  of  iron  in  the 
briquettes  makes  that  explanation  plausible. 

Under  the  described  conditions  of  the  technical  operations  it  was 
impossible  to  conduct  quantitative  tests  as  to  actual  losses,  but  it  may  be 
stated,  with  quite  a  fair  degree  of  confidence,  that  they  were  negUgible, 
as  judged  by  the  small  quantity  of  condensed  material  and  the  great 
weight  of  briquettes  treated.  However,  all  this  occurred  at  compara- 
tively low  temperatures  and  justifies  the  inference  that,  at  the  tempera- 
ture of  the  copper  melting  furnaces,  losses  in  copper  will  be  serious  and 
that  of  the  precious  metals  relatively  still  greater.  The  presence  of 
arsenic,  taking  up  its  full  share  of  the  chlorine,  will  be  somewhat  of  a 
palliative  against  greater  losses  of  the  more  valuable  metals. 
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Faretelling  Losses  Qiuintiiatively. — From  what  has  been  demonstrated 
by  the  analytical  data  presented;  it  becomes  evident  that  the  action  of 
chlorine,  or  the  chlorides,  in  the  melting  furnace  on  argentiferous  aurif- 
erous copper,  with  the  usual  contingent  of  various  impurities,  becomes  a 
very  complicated  chemical  problem,  making  it  practically  impossible  to 
foretell  quantitatively  the  losses  of  valuable  metals. 

The  problem  of  melting  cathode  copper  in  contact  with  chlorides 
would  appear  a  more  simple  problem,  yet  there  is  a  great  probability 
of  conditions  arising  that  would  bring  about  great  variations  of  copper 
losses,  even  with  an  invariable  quantity  of  chlorine  present.  It  is  not 
plausible  that  the  acidity  or  basicity  of  the  fluxes,  be  these  intentional 
or  accidental,  will  not  influence  the  reaction  between  foreign  chlorides  and 
metallic  copper. 

Judging  by  qualitative  tests  made,  it  would  appear,  with  much 
probability,  that  greatly  differing  quantitative  results  will  be  obtained  in 
the  distilling  tube  and  boat  under  conditions  expressed,  as  examples,  in  the 
folio  wing  formulas : 

zCn  +  y  NaCl  =  ?         (1) 

xCu  +  y  NaCl  +  z  SiO,  =  ?         (2) 
xCu  +  yNaCl  +  2CaO  =  ?         (3) 

In  tests  according  to  these  formulas,  temperature,  time  and  atmos- 
phere would  be  assumed  to  be  invariable. 
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Electrolytic  Zinc* 

BT  C.   A.   HANSEN,  t  SALT  LAKE  CITT,   UTAH 
(Chicago  Meeting,  September,  1919) 

Roasting  Ferruginous  Zinc-sulfidb  Ores 

In  1912y  Mr.  J.  B.  Keating  was  developing  an  electrolytic-zinc  process 
for  application  to  the  ores  of  the  Bully  Hill  mines  of  the  General  Electric 
Co.  These  ores  consist  of  blende  and  pyrite  so  finely  crystallized  and  so 
intimately  mixed  that  no  mechanical  separation  of  the  individual  minerals 
had  been  found  possible.  The  ore  was  reduced  to  about  60  mesh  and 
roasted  in  a  hand-rabbled  reverberatory  furnace  preparatory  to  leaching 
with  sulfuric  acid.  The  extractions  obtained  were  quite  irregulari  varying 
from  a  minimum  of  about  70  per  cent,  to  a  maximum  of  about  90  per 
cent.  This  irregularity  led  to  the  construction  of  a  small  electrically 
heated  roasting  furnace,  and  to  the  study  of  roasting  under  definitely 
controllable  conditions.  From  time  to  time,  these  studies  have  been  ex- 
tended to  other  ores.  Several  commercial-plant  operators  profess  to  have 
gained  useful  information  from  the  results  of  these  studies  and  it  is  hoped 
that  their  usefulness  may  be  extended  by  this  publication. 

Experimental  Electric  Roasting  Furnace 

The  furnace  used  for  experimental  work  is  shown  in  Fig.  1.  One 
fireclay  sagger,  or  pot,  was  set  within  another  and  the  space  between  the 
two  filled  with  Silox  heat  insulation.  The  hearth  is  a  cast-iron  plate 
with  an  imbedded  ribbon  of  nichrome  wire;  this  wire  heater  is  connected 
to  a  potential  regulator,  which  permits  a  very  close  voltage  control.  A 
mechanically  driven  arm  is  fitted  with  rabble  blades  so  arranged  that  a 
uniformly  thick  ore  bed  may  be  maintained  indefinitely.  This  arm  is 
usually  driven  at  about  one  revolution  per  minute  but  its  speed  of  rota- 
tion can  be  varied  as  desired.  Compressed  air  is  led  into  the  furnace 
through  a  meter,  and  it  was  found  necessary  to  preheat  the  air  in  order  to 
secure  the  definitely  isothermal  conditions  sought. 

With  this  arrangement,  it  is  possible  to  maintain  any  desired  tempera- 
ture constant  within  about  5°  C.  for  any  desired  length  of  time  and  to 


*  Second  paper  on  this  subject.    The  first,  dealing  with  electrolysis  of  zinc 
sulfate  solutions,  appeared  in  Trans,  (1919)  60. 

t  Metallurgist,  General  Elec.  Co.,  Research  Laboratory. 
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maiDtain  temperature  alike  in  the  hearth,  in  the  ore  bed,  and  in  the  space 
above  the  ore  bed.  Heraoiu  {Pt-Pt-Rk)  thermocouples  were  kept  in 
the  hearth,  in  the  space  above  the  ore  bed,  and  in  the  air  feed-pipe  and 
were  connected  to  recording  inetruments.  The  couples  were  frequently 
caUbrated,  and  considerable  pretense  to  accuracy  is  claimed  for  the 
temperatures  recorded  in  connection  with  this  work.  Gas  samples  were 
taken  at  the  air  outlet  of  the  furnace,  and  calcine  samples  were  taken 
at  frequent  intervals. 


Analytical  Methods 


Sulfur-dioxide  concentrations  in  the  roaster  gas  were  determined  by 
absorption  in  standard  iodine  solution  and  titration  with  thiosulfate. 
WateT'Soluble  zinc  in  the  calcines  (zinc  sulfate)  was  determined  by 
bringing  to  a  boil  5  gm.  samples  trf  calcine  together  with  200  c.c.  of  water, 
and  by  titration  of  filtered  off  solution  with  ferrocyanide.  Total  solu- 
ble zinc  was  determined  by  boiling,  for  S  min.,  1  gm.  samples  of 
pulverized  calcines  together  with  0.75  gm.  sulfuric  acid  and  100  c.c. 
water.  (This  gives  a  solution  only  faintly  acid;  the  teat  is  wholly  an 
arbitrary  one  that  has  been  found  to  give  consistent  results.)  The 
filtered  solution  is  titrated  with  ferrocyanide  after  the  usual  fashion. 
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Insoluble  zinc  is  determined  in  the  residuum  from  the  soluble  zinc 
determination,  and  the  extractions  reported  refer  to  soluble  zinc/soluble 
zinc  plus  insoluble  zinc. 

While  this  method  of  determining  extraction  is  more  tedious  than 
one  involving  the  determination  of  the  total  zinc  directly,  it  leads  to 
rather  more  consistent  results  and  also  to  the  direct  determination  of  the 
insoluble  zinc,  which,  after  all,  is  the  most  important  of  determinations. 

Sources  and  Nature  of  Ores  Tested 

Bully  HiU,  Bully  Hill  Copper  Mining  Co.,  Shasta  Co.,  Calif.,  is  an 
unconcentrated  ore,  massive  sulfide.  The '  minerals  are  apparently 
sphalerite  and  pyrite  and  are  so  finely  crystallized,  and  finely  intermixed  as 
practically  to  defy,  separation.  The  gangue  material  is  mainly  barium 
sulfate.  Butte  Superior,  Butte  Superior  Copper  Mining  Co.,  Butte, 
Mont.,  flotation  concentrates  obtained  in  1912  were  apparently  a  mixture 
of  pure  sphalerite  and  pyrite,  Daly  Judge,  Judge  Mining  &  Smelting 
Co.,  Park  City,  Utah,  table  and  flotation  concentrates  are  pure  sphalerite 
and  pyrite,  quite  coarsely  crystallized.  Individual  zinc  crystals  contain 
no  iron  or  lead  and  individual  pyrite  crystals  contain  no  zinc.  Broken 
Hill,  Amalgamated  Zinc  -(DeBavay's)  Ltd.,  Broken  Hill,  AustraUa, 
flotation  concentrates  have  iron  combined  with  zinc  as  ZnS  :FeS.  Frisco, 
Federal  mines,  Coeiu-  d'Alenes,  Ida.,  1916,  apparently  a  flotation  con- 
centrate in  which  iron  is  apparently  combined  with  zinc  as  FeSrZnS. 


Analyses  of  Orbs  Tested 


BuUv 

HUl. 

Per  Cent. 


Butte 
Superior. 
Per  Cent. 


Broken 

Hill. 

Per  Cent. 


Daly 

Judce, 

Per  Cent. 


Frisco, 
Per  Cent. 


Zinc 

Copper 

Iron 

Sulfur 

Cadmium 

Lead 

Silica 

Lime 

Magnesia 

Alumina 

Barites 

MnO 

Silver,  ounces 
Gold,  ounce. . 


23.80 
1.85 
16.60 
31.60 
(0,30) 
(tr.) 
(6.30) 
(2.31) 
(2.86) 
(8.26) 
(2.94) 
(0.60) 
(1.00) 
(0.03) 


60.70 
0.57 
2.30 

27.60 
(tr.) 
2.79 

19.30 


(1 .  56) 

1.60 
26.00 
0.046 


48.80 
0.33 
8.65 
27.30 
0.052 
6.12 
i.75 
0.60 
0.06 
0.66 

•   •   •   • 

1.33 
7.80 
0.01 


47.70 

1.12 

4.50 

27.00 

(0.31) 

2.19 

(6.70) 

(4.95) 


1.80 

0.67 

12.20 

0.02 


37.97 
0.03 
7.90 

24.00 
0.23 

13.66 

11.04 
0.26 
0.46 
2.07 

■   •   »   ■ 

0.76 
4.00 
0.006 


Figures  given  in  parentheses  refer  to  analyses  of  samples  other  than 
those  specifically  tested. 
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Screen  Analyses 


BuUy 
HiU 


Broken 
Hill 


Daly 
Judge 


*  Refers  to  Tninufl  100  mesh. 


Frisco 


Plus  20  mesh 

0.0 

0.0 

0.0 

5.6 

11.6 

11.2 

15.2 

56.0 

0.0 
11.0 
19.4 
22.5 

7.5 
44.0* 

0.2 
22.4 
19.4 
21.4 

6.1 
30.6* 

0.6 

20-40 

18.7 

40-60 

12.8 

60-80 

20.6 

80-100 

5.9 

100-150 

38.3* 

150-200 

-200 

-- 

8  10 

Hours   Roasted 

FiQ.  2. — Roasting  Bully  Hill  ore,  675"  C;  7  lb.  orb  to  16-in.  bbarth. 

1.15   GU.    FT.    AIR   PER  MIN.      PrEHBAT,   330°   G. 

No  screen  analysis  record  of  the  Butte  Superior  concentrate  is  at  hand. 
The  material  was  very  fine,  most  of  it  probably  passing  through  a  100- 
mesh  screen. 
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Results  of  Experimental  Roasting  in  Electbicallt 

Heated  Roaster 

BuUy  HiU  Ore. — This  material  was  roasted  isothermally  at  426**, 
450**,  476**  C.  and  so  on  at  26°  intervals  up  to  the  limit  of  the  roaster, 
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Fio.  3. — BuLLT  Hill  orb  isothermallt  boasted;  7  lb.  ore  to  16-in. 

HEARTH.      1.15   CU.   FT.    AIR  PER  MIN. 
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-Bully  Hill  ore  isothermally  roasted. 


760 


700**  C.  Fig.  2  shows  the  results  obtained  at  the  optimum  tamparature 
575**  C.  Similar  plots  were  made  for  each  roasting  experiment,  and  the 
results,  in  slightly  idealized  form,  are  shown  in  Fig.  3.  The  summarized 
data  relative  to  the  formation  and  decomposition  of  zinc  sulfate  are  given 
in  Fig.  4. 
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The  sulfur-dioxide  concentration  curve  in  Fig.  2  shows  quite  markedly 
the  flashing  off  of  the  pyrite  sulfiu*  and  that  practically  all  of  such  sulfur 
is  oxidized  before  the  zinc  sulfide  is  appreciably  reacted  upon.  No  water- 
soluble  zinc  sulfate  is  formed  until  the  sulfur-dioxide  concentration  falls 
below  some  2-^  per  cent.;  but  beyond  the  time  at  which  the  sulfur-dioxide 
concentration  reaches  this  low  value  practically  all  of  the  zinc  sulfide 
oxidized  was  converted  to  zinc  sulfate.  Thus  between  the  second  and 
sixteenth  hour,  the  gain  in  total  soluble  zinc  was  73  per  cent,  and  the 
gain  in  water-soluble  zinc  was  69  per  cent. 


Hours   Roasted 

Fig.  6. — Butte  superior  flotation  concentrates  roasted  at  675*  C. 


The  effect  of  varying  the  amount  of  air  fed  to  the  roaster  is  indicated 
by  the  following: 


Cubic  feet  of  air  per  minute 1 .  15 

Pounds  of  ore  on  hearth 7.0 

Temperature,  degrees  C 576 

Hours  roasted 12.00 

Zinc  extraction,  per  cent 

Totel  soluble 87.00 

Water  soluble 76.00 


0.86 

0.66 

7.0 

7.0 

575 

575 

14.00 

16.00 

87.00 

87.00 

48.00 

16.00 
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The  formation  of  zinc  sulfate  is  important  in  so  far  as  waternsoluble 
sulfate  in  the  calcines  reduces  the  amount  of  acid  required  from  outside 


Roasting  Temperature,  C 

Fig.  6. — Bttttb  superior  flotation  concentrates  leoTHEnirALLT  roasted. 


10       12       14       16 
Hours   Roasted 

Fig.  7. — Broken  Hill  concentrates  isothermally  roasted. 


sources  for  the  leaching  operations.  Ordinarily,  if  the  calcines  contain  3 
to  4  per  cent,  of  water-soluble  zinc,  based  on  the  calcines  weight,  the  zinc 
plant  becomes  self-supporting  in  its  acid  requirements. 
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BuUe  Superior  Concentraiea. — ^Fig.  5  shows  the  behavior  of  finely 
divided  high-grade  zinc  concentrates  roasted  at  575^  C.    The  sulfur- 
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Hours   Roasted 

FiQ.  8. — Dalt-Judgb  concentrates  isothermallt  roasted. 
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Fio.  9. — Dalt-Judge  concentrates  roasted  isothermallt  at  650**  C.     Effect 

OF  screen  size. 


dioxide  concentration  curve  shows  no  flashing  off  of  large  quantities  of 
pyrite- sulfur.  The  oxidation  of  zinc  sulfide  begins  almost  immediately 
but  there  is  no  formation  of  sulfate  until  the  sulfur-dioxide  concentra- 
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tion  has  fallen  to  about  2  per  cent.;  beyond  this  point  there  is  a  gain  of  14 
per  cent,  waternsoluble  zitic,  as  compared  with  a  gain  of  17  per  cent,  in 
total  soluble  zinc. 
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Fig.  10. ^Daly-Judge  concentrates  roasted  isotherhally  at  660**  C. 
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10       12       14       16       18       20      22      24      26       28      80 
Hours   Roasted 

Fig.  11. — Frisco  (Cobur  d'Alenbs)  concentrates  roasted  isotherm  ally. 


Fig.  6  summarizes  very  broadly  the  results  obtained  during  four 
experimental  roasts  at  450®,  500°,  575°,  and  650°  C.  It  is  curious  to 
note  that  22  hr.  roasting  at  450°  C.  rendered  97.6  per  cent,  of  the  zinc 
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soluble.  The  calcines  obtained  from  the  450°  roast  accounted  for  all 
but  0.75  per  cent,  of  the  original  silver  content.  The  calcines  obtained 
at  650**  C.  showed  a  loss  of  13.9  per  cent,  of  the  original  silver  content. 
The  writer  understands  that  the  roasting  of  similar  concentrates  at  Bartles- 
ville  led  to  a  silver  loss  of  26  per  cent.  The  roasting  at  Bartlesville  was 
accomplished  in  Zellweger  furnaces  where  the  concentrates  were  exposed 
24  hr.  to  temperatures  above  900°  C.  No  pretense  is  made  that  the 
above  silver  determinations  are  more  than  merely  indicative  of  the  rela- 
tions between  silver  loss  and  roasting  temperature. 

Broken  HiU  Concentrates. — ^Fig.  7  summarizes  the  results  obtained 
in  roasting  this  material  at  600°,  650°,  and  700°  C.  It  is  apparent  that 
the  coarser  screen  size  leads  to  a  longer  roasting  period.  In  spite  of  the 
low  iron  content  of  these  concentrates,  we  could  not  obtain  extractions 
higher  than  87  to  88  per  cent.  Similar  concentrates  roasted  at  high  tem- 
peratures in  Matthiessen  Hegeler  kilns  yielded  87  per  cent,  extractions; 
roasted  in  a  hand-rabbled  reverberatory  at  high  temperatures  and  at 
low  temperatures  also  jdelded  87  to  88  per  cent,  extractions.  It  appears 
that  the  zinc  is  combined  with  iron  in  the  original  mineral  and  that  no 
manner  of  straight  roasting  will  serve  to  break  up  the  combination. 
This  behavior  is  thoroughly  characteristic  of  several  isomorphous  zinc- 
iron  minerals  (marmatites)  with  which  we  have  experimented. 

Daly  Judge  Concentrates, — ^Fig.  8  summarizes  the  results  obtained 
in  roasting  this  material  at  560°,  600°,  and  650°  C,  while  Fig.  9  indicates 
the  e£fect  of  screen  size  upon  roasting  rates.  There. is  an  excellent  indi- 
cation that  in  roasting  a  mixture  of  variously  sized  ore  particles  to  secure 
maximum  extraction  for  the  mixture  the  fines  will  be  over  roasted.  An 
interesting  relation  between  screen  size  and  the  formation  of  zinc  sulfate 
is  brought  out  in  Fig.  10. 

Frisco  Concentrates, — ^Fig.  11  summarizes  the  results  obtained  in  roast- 
ing this  material  at  460°,  550°,  and  650°  C.  This  concentrate  strongly 
resembles  the  Broken  Hill  concentrate  in  appearance  and  in  its  behavior 
in  the  roaster. 


Roasting  in  a  Hand-rabbled  Reverberatory  Furnace 

The  reverberatory  roaster  at  Bully  Hill  had  a  hearth  8  ft.  (2.4  m.)  wide 
by  13  ft.  (3.9  m.)  long  and  was  divided  into  two  4-ft.  strips  by  a  vertical 
partition  wall.  Ore  was  fed  in  periodically  at  one  end  of  the  two  hearth 
strips,  and  periodically  moved  forward  toward  the  discharge  end.  At 
the  discharge  end  was  placed  a  small  combustion  chamber  into  which 
oil  was  injected  with  steam.  Roasting  was  carried  on  continuously  and 
the  following  data  are  characteristic  of  continuous  operating  conditions. 
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Bui.LT  Hill  Orb  Rkvbrbbratort  Elbctric 

Temperature,  degrees  C '. .       550-600        575 

Pounds  roasted  per  sq.  ft.  per  24  hr 12.50  12.20 

Zinc  extraction,  total  per  cent. 

2  hr.  roast 17.90  14.20 

4  hr.  roast 62.90  39.50 

6  hr.  roast 83.60  62.00 

8  hr.  roast 84.40  80.00 

10  hr.  roast 86.00  87.00 

Zinc  extraction,  water  per.  cent. 

2  hr.  roast 10.70  5.00 

4  hr,  roast 30.30  30.50 

6  hr.  roast 36.80  52.00 

8  hr.  roast 32.00  63.50 

10  hr.  roast 41.40  70.40 

Zinc  in  feed,  per  cent 27.22  23.80 

Iron  in  feed,  per  cent 15 .  00  16 .  60 

It  should  be  noted  that  definite  time  samples  are  hard  to  get  out 
of  the  reverberatory,  and  that  the  amount  of  water-soluble  zinc  obtained 
in  the  electric  roaster  could  be  controlled  through  control  of  air  volume. 
At  the  time  the  above  work  was  done  in  the  reverberatory  furnace,  every 
endeavor  was  made  to  secure  maximum  oxidation  to  sulfate.  The  com- 
parison then  covers  maximum  possible  water-soluble  zinc  sulfate  for  the 
two  furnaces. 

Brokbn  Hill  Concbntratbs  Rkvbbbbratort  Elbctric 

Temperature  (gas),  degrees  C. 

Cold  end  of  furnace 605 

635 

705 

705 

Hot  end  of  furnace 715 

Average  temperature,  degrees  C 713 

Zinc  extractions,  total  per  cent. 

8  hr.  roast 59.30 

12  hr.  roast 67.50 

16  hr.  roast 83.50 

20  hr.  roast: 86.40 

24  hr.  roast 88.60 

Per  cent.  wateTsoluble  zinc  in  calcines. 

8  hr.  roast 1 .25 

12  hr.  roast 2.25 

16  hr.  roast 3.70 

20  hr.  roast 3.95 

24  hr.  roast 3.95 

• 

Pounds  roasted  per  sq.  ft.  per  24  hr. 

24  hr.  roast 14.4  14.4  5.80 


808 

650 

817 

820 

828 

840 

650 

821 

650 

57.90 

55.60 

79.10 

76.00 

82.90 

87.50 

87.50 

87.00 

87.50 

87.50 

1.10 

1.30 

1.05 

4.80 

0.60 

7.80 

0.40 

9.65 

0.30 

9.65 
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It  is  apparent  that  in  these  two  instances,  the  only  instances  where  a 
direct  comparison  betweeii  the  electric  roaster  and  the  reverberatory 
is  possible  from  the  data  at  hand,  the  two  furnaces  yielded  practically 
identical  extractions  and  that  time  factors  for  the  two  fm-naces  are  at 
least  comparable.  The  reverberatory  furnace  was  rabbled  with  hand 
rakes  about  as  frequently  as  a  man  could  cover  the  hearth. 

Roasting  in  Wedge  Furnaces 

When  the  first  electroljrtic-zinc  plant,  that  at  Trail,  B.  C,  was  built, 
practically  no  zinc  ores  had  been  roasted  in  the  Wedge  type  of  furnace 
(including  the  similar  McDougal,  Herreschoff,  and  Skinner  designs) 
so  far  as  the  writer  can  learn.  However,  a  Wedge  roaster  had  been  set 
up  and  operated  in  Philadelphia  in  connection  with  the  manufacture 
of  lithopone,  but  little  information  could  be  obtained  relative  to  its  per- 
formance. The  general  practice  had  apparently  developed  along  the 
line  of  long-period  roasting  at  relatively  high  temperature,  Matthiessen- 
Hegeler,  Zellweger,  and  other  types  of  straight-line  furnace  types  being 
used  almost  exclusively. 

The  electrolytic-zinc  process  was  developed  primarily  to  treat  the 
western  low-grade  zinc  ores  and  concentrates.  As  it  is  essential,  to  secure 
good  extraction  from  low-grade  concentrates  containing  considerable 
iron,  to  keep  the  temperatures  in  the  roaster  reasonably  low — around 
600°  C. — ^it  was  thought  that  the  Wedge  furnace  type  could  be  adapted 
for  this  purpose.  Since  this  time,  Wedge  furnaces  have  been  operated 
continuously  at  temperatures  approaching  800°  C.  but  this  appears  to  be 
about  the  limit,  for  the  maintenance  costs  become  almost  prohibitive 
and  frequent  service  interruptions  are  caused  by  the  need  for  repairs. 
Temperatures  considerably  above  800°  C.  are  commonly  used  in  roasting 
for  the  retort — probably  in  order  to  break  up  the  sulfates  formed  during 
the  earlier  stages  of  the  roasting  period — and  it  is  probable  that  the  aver- 
sion of  the  retort  smelter  toward  the  Wedge  furnace  type  is  more  or  less 
well  founded. 

For  low-temperature  roasting,  the  Wedge  furnace  promised  economies 
in  lower  first  cost,  lower  labor  costs,  and  lower  fuel  consumptions  as  com- 
pared with  the  straight-line  furnace  types,  and  further  incentive  to  its . 
selection  rested  in  the  fact  that  the  Western  smelters  were  most  famUiar 
with  the  type.  In  any  case,  each  electrolytic  plant  in  the  West  independ- 
ently selected  the  Wedge  type  of  roaster  but  no  published  information  is 
available  regarding  either  practice  or  performance  of  the  roasting  equip- 
ment at  these  plants  other  than  the  brief  statement  made  by  E.  H.  Hamilton^ 
to  the  effect  that  the  Trail  furnaces  were  treating  50  tons  each  per  day. 


^  Trans,  Amer.  Electrochem.  Soc.  (1917)  82,  317. 
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It  is  unfortunate  that  the  entire  period  of  operation  of  the  electrolytic- 
zinc  plants  has  been  overlapped  by  the  war  period  of  abnormal  cost  and 
price  conditions.  Under  these  conditions,  coupled  with  the  fact  that  a 
completely  new  practice  had  to  be  developed  throughout  the  zinc  plant, 
the  cost  of  the  zinc  available  in  the  calcines  has  not  been,  by  any  means, 
the  major  item  in  the  cost  of  producing  electrolytic  zinc.  Almost  any 
sort  of  roasting  practice  led  to  fair  recoveries.  Improvement  in  roasting 
practice  could  only  lead  to  somewhat  better  recoveries  of  zinc  and  there- 
fore only  to  the  reduction  of  a  minor  cost  item.  Consequently,  less 
attention  has  been  given  the  roasting  practice  than  would  characterize 
practice  in  normal  times.  This  undeveloped  state  of  the  roaster  practice 
has  imquestionably  led  to  a  reluctance  to  publish  accounts  of  the  roasting 
work  already  done,  a  reluctance  that  is  shared  by  the  writer. 

All  the  operating  electrolytic-zinc  plants  are  deaUng  with  zinc  materials 
containing  important  quantities  of  lead,  copper,  silver,  and  gold,  which 
must  be  recovered  by  smelting  methods  from  the  zinc-plant  residues. 
As  the  zinc  extraction  is  improved  by  improvements  in  roasting  practice, 
the  residues  will  decrease  in  weight  and  less  penalty  will  be  exacted  by 
the  smelter  for  zinc  obtained  in  them.  The  savings  accruing  to  a  better 
roaster  practice  in  these  respects  is  quite  as  important  as  the  direct  addi- 
tional saving  of  zinc.  That  which  follows  in  regard  to  the  operation  of 
the  Wedge  roaster  at  the  Judge  zinc  plant  may  properly  be  considered 
a  mere  teething  experience  but  it  seems  to  point  the  way  toward  some  of 
the  possible  improvements  in  practice. 

Wedge  Furnace  Roasting  op  Judge  M.  &  S.  Co.,  February- 
April,  1917 

The  primary  values  in  the  ores  of  the  Judge  mines  are  lead  and  silver. 
The  ores,  however,  carry  considerable  zinc  and  iron  and  the  company  had 
been'  marketing  a  zinc  concentrate  of  the  composition  indicated  in  the 
analyses  given  earlier  in  this  paper.  In  order  to  make  a  marketable  zinc 
concentrate,  considerable  zinc  was  lost  in  an  iron-zinc  middling  product; 
much  of  which  was  taken  over  into  the  zinc  concentrate  when  the  electro- 
lytic-zinc plant  became  available.  This  led  to  the  zinc  plant  getting  a 
lower  grade  of  concentrate  than  that  with  which  the  preliminary  experi- 
ments were  conducted,  which  was  compensated  for,  to  a  certain  extent, 
by  an  advantageously  high  iron  content  in  the  zinc-plant  residues. 

The  furnace  used  for  roasting  is  a  standard  Wedge  zinc  roaster,  26  ft. 
.  (7.6  m.)  outside  diameter,  21  ft.  (6.4  m.)  inside  diameter,  seven  roasting 
hearths  with  a  total  hearth  area  of  2350  sq.  ft.  (216  sq.  m.).  Each  hearth 
is  rabbled  by  two  arms,  carrying  ten  rabble  blades  each.  The  arms  on  the 
upper  five  hearths  are  air  cooled,  5000  cu.  ft.  (140  cu.  m.)  of  air  being 
blown  through  them  against  a  pressure  of  2.09  oz.  per  sq.  in.  by  means 
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Table  1. — E^ect  of  Temperature  upon  Extraction — Wedge  Roaster 

RoASTBB  Fbbo  Analtbib,  Sobbbn  Analysis, 

Pbb  Cbnt.  Peb  Cbmt. 

Zn 34.80              plus  40   mesh    27.0 

Cu 0.40                 40-60  mesh    24.4 

Fe 16.60                 60-80   mesh    16.2 

Mn 0.30                 80-100  mesh      7.8 

Pb 2.70                     -100  mesh    23.1 

S 34.80 

SUica 4.70 

Lime 1 .  16 

Each  series  covers  24  hr.  of  uniform  operation,  and  all  analyses  are  based  upon 
composite  hourly  samples  for  the  entire  day. 

Sbbibb  1  2  8  4  5 

Tons  feed  per  24  hr 27.00     26.0  26.0  26.0  26.0 

Tons  coal  per  24  hr 6.0    

Minutes  per  shaft  revolution 4.00       3.0     3.0     3.0     3.0 

Approximate  hours  roast 9.33       7.0     7.0     7.0     7.0 

Hbabth  Tbmpbbatdbb,  Dbobbbs  C. 

1 406  470  510  450  ... 

2 650  690  690  730  ... 

3 660  705  705  760  ... 

4 690  656  686  690  710 

5 600  690  690  736  740 

6 600  676  705  745  710 

7  Approximately 676  600  600  600  600 

Average  last  six  hearths 316       670     672     708     708 

Extractions,  total  zinc  per  cent.,  discharged  from  hearth  indicated 

2 :..  3.4       2.6     3.1  4.8  3.6 

3 6.1       3.3  23.4  ....  19.0 

4 9.3  13.0  27.1  19.2  36.6 

5 12.9  23.2   30.9  31.6  48.3 

6 14.9  41.6   35.0  62.2  67.5 

Calcine 17,8  53.2   61.0  79.0  76.9 

Water-soluble  zinc  in  calcines,  per  cent.  ...  2.8'     1.6     1.8  1.4  1.1 

Comparison  Between  Series  3  Above  and  Experimental  Roaster 
Cokokntbatb  Fbbd  Wbdob  Eleotbic 

Zinc,  per  cent 34.80  47.70 

Iron,  per  cent 15. 50  4. 60 

Average  temperature,  degrees  C.  672.00  650.00 

Hours  roasted 7.00  7.00 

Zinc  Extractiosb,  Pbb  Cbnt.  Wateb         Total        Watbb        Total 

Solublb      Solublb     Bolublb     Solublb 

plus  40  mesh 1.60  43.40  3.97  60.60 

40-60  mesh 2.49  61.80  4.22  64.60 

60-80me8h 4.17  60.30  7.17  79.00 

80-100me8h 5.40  70.90  9.45  82.60 

-lOOmesh 9.80  85.50  13.76  87.60 
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of  a  No.  9  Bu£falo  fan  blower.  The  cooling  air  is  discharged  into  the 
space  above  the  sixth  and  seveiith  roaster  hearths.  The  arms  on  the 
lowest  two  hearths  are  water  cooled,  requiring  some  20  gal.  (76  1.)  of 
water  per  minute,  which  later  serves  as  cooling  water  for  the  Baker 
calcines  cooler.  The  central  shaft  is  driven  through  a  Reeves  variable- 
speed  drive  and  its  speed  of  rotation  can  be  varied  between  the  limits  120 
and  270  sec.  per  rev.  Two  coal-fired  combustion  chambers  are  arranged 
at  diametrically  opposite  points;  their  flues  conduct  the  combustion  gases 
into  the  sixth  and  seventh  hearth  chambers.  Wilson  Mauelein  pyrometer 
couples  are  arranged  in  grooves  cut  into  the  upper  surface  of  each  hearth 
midway  of  the  active  hearth  radius;  all  the  couples  are  connected  to 
multiple  recording  instrument. 

The  furnace  was  started  with  the  intention  of  keeping  temperatures 
as  close  to  600^  C.  as  possible.  It  was  soon  found  that  with  coarse  con- 
centrates and  -a  short  roasting  period,  this  temperature  was  too  low 
for  any  reasonable  roaster  tonnage  capacity.  The  temperatures  were 
therefore  gradually  raised  to  700°  C.  and  above  with  the  results  shown  in 
Table  No.  1.    The  appended  comparison  between  the  roasting  rates  of 

Table  2. — Effect  of  Changing  Speed  of  Rabble  Shaft — Wedge  Furnace 

Roaster  feed  is  slightly  higher  grade  than  indicated  in  Table  1  but  of  about  the 
same  sorewi  analjrsis. 

Each  series  covers  twelve  consecutive  8-hr.  shifts  under  uniform  operating  condi- 
tions.    An  data  averaged,  and  analyses  refer  to  composite  samples. 

Sbribs 
12  8 

Seconds  per  shaft  revolution 260.00  180.00  160.00 

Approximate  hours  roast 10.00  6.00  5.76 

Tons  feed  per  24  hr 26.70  32.30  22.00 

Tons  coal  per  24  hr 6.00  6.60  6.26 

Hkarth  Tbmpbbatube,  Dkqrbbs  C. 

1 606  659  618 

2 792  790  778 

3 742  737  729 

4 760  735  726 

6 810  770  766 

6 772  762  762 

7 660  660  660 

Average  last  six  hearths 766    727    716 

Calcinb  Analtbib 

Total  zinc,  per  cent 44.60  46.60  46.20 

Water-soluble  ainc,  per  cent 0. 29        0. 17         0. 30 

Total  soluble  zinc,  per  cent 38.46  40.06  39.60 

Total  iron,  per  cent 12.68  12.08  11.83 

Zinc  extraction,  average  12  shifts,  per  cent.  86 .60  87 .  90  87 .  60 

Maximum,  per  cent.,  best  shift 89. 7  89. 3  89. 1 

Minimum,  per  cent.,  poorest  shift 83.0  87. 1  84.6 

Sulfur  dioxide  in  exit  roaster  gas, 

per  cent,  by  volume 1 . 6-2 . 0 
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Table  2  (Continued). — Composite  Hearth  Samples  for  aU  Shifts — 

Above  Series 


■ 

Series  1  (10-hr. 

roast) 

>nt. 

Hearth 
Number 

Zinc,  Per  Ceni 

y                          Iron, 
'•                     Per  Cent. 

Sulfur,  Per  Cc 

Water 
Soluble 

Total 
Soluble 

Extraction 

Arsenic 
Sulfate 

Total 

Sul6de 

1 
2 
3 
4 
5 
6 
7 

0.00 
1.35 
0.20 
0.10 
0.25 
0.10 
0.15 

1.1 
10.0 
15.4 
27.9 
35.5 
39.3 
37.3 

2.8 
23.6 
35.5 
62.8 
79.8 
84.2 
86.9 

14.0 
12.7 

12.4 
12.0 
11.1 
12.3 

0.19 
1.12 
1.09 
1.43 
1.35 
1.74 
1.78 

23.8 
17.3 
15.4 
8.8 
6.1 
4.0 
4.2 

23.6 
16.2 
14.3 
7.4 
4.3 
2.3 
2.4 

Series  2  (6.9-hr.  roast) 


1 

0.05 

1.5 

3.9 

12.6 

0.34 

24.1 

23.8 

2 

0.15 

7.1 

17.5 

13.0 

1.39 

17.4 

16.0 

3 

0.20 

17.5 

40.3 

11.4 

1.91 

12.7 

10.8 

4 

0.20 

23.1 

56.6 

11.8 

2.27 

8.2 

5.9 

5 

0.65 

33.3 

75.7 

11.4 

2.54 

6.0 

3.5 

6 

0.30 

38.8 

87.3 

11.9 

2.50 

4.4 

1.9 

7 

0.05 

38.9 

86.8 

12.0 

1.99 

4.5 

2.5 

Series  3  (5.75-hr.  roast) 


1 

0.05 

2 

0.15 

3 

0.15 

4 

0.25 

5 

2,35 

6 

0.35 

7 

0.60 

1.6 
8.2 
15.4 
22.8 
33.6 
36.5 
39.8 


4.1 
21.8 
37.7 
57.8 
80.3 
91.0 
90.5 


13.0 
14.6 
12.2 
13.7 
11.2 
10.2 
11.2 


0.21 
1.25 
1.96 
2.35 
3.45 
2.40 
2.90 


25.6 
17.5 
13.9 
9.7 
8.2 
5.5 
4.9 


25.4 
16.2 
11.9 
7.3 
4.8 
3.1 
2.0 


the  various  screen  sizes  in  the  Wedge  furnace  and  in  the  experimental 
roaster  clearly  indicates  the  need  for  finer  grinding  of  the  roaster  feed. 
Finer  grinding  was  impracticable  at  the  time,  as  the  zinc  plant  was  not 
equipped  for  grinding  concentrates.  It  was  also  known  that  at  Trail 
the  use  of  a  very  fine  roaster  feed  led  to  the  collection  of  7  per  cent,  dust 
in  the  flues  and  the  Cottrell  system  installed  there;  the  Judge  roaster 
was  not  equipped  for  dust  collection.  The  alternative  appeared  to  be  to 
increase  the  roasting  period  by  slowing  down  the  speed  of  rotation  of  the 
rabble  shaft.    The  results  are  shown  in  Table  2. 

The  extraction  and  sulfur  eUmination  data  given  in  Table  2  are  shown 
in  Fig.  12.  Slowing  down  the  rabble  shaft  slows  down  the  rabbling  rate 
and  also  leads  to  a  thicker  ore  bed  upon  the  hearth.  Both  of  these 
factors  lessen  the  oxidation  rate  to  such  a  point  as  to  more  than  offset 
the  effect  of  the  longer  roasting  period. 
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The  next  set  of  experiments  concerned  itself  with  the  relations  be- 
tween the  rate  of  feed  to  the  furnace,  extraction,  and  fuel  consumption. 
Here,  again,  the  e£fect  of  screen  size  upon  extraction  was  noted,  with  the 
results  given  in  Fig.  13.  Comparing  these  results  with  those  given 
in  Fig.  9  shows  that  there  is  a  fairly  definitely  fixed  relation  between 
screen  size  and  roasting  rate.  There  is  little  question  but  that  the  con- 
centrates should  be  reduced  to  pass  at  least  a  60-mesh  screen.  The 
limiting  feature  is  undoubtedly  too  low  an  oxidation  rate;  i.6.,  it  is  failure 
to  oxidize  sulfur  rather  than  the  formation  of  insoluble  ferrites  that  leads 
to  low  extractions  in  this  case.    This  is  brought  out  by  the  data  relative 
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Roaster  Hearth  (Discharge  Edge) 

Fio.  12. — ^^UDOE  MiKiNo  &  Smelting  Co.  Wedoe  roaster.     Average  tempiuiature, 

740®  C;  AVERAGE  TONS  VEED  PER  24.  HR.,  24. 

to  the  nature  of  the  insoluble  zinc  compounds  in  the  calcines,  as  given  in 
Table  4. 

With  the  furnace  draft  and  temperature  remaining  as  they  were 
during  the  above  experiments  and  with  the  concentrates  not  further 
reduced  in  size,  the  economic  capacity  of  the  furnace  does  not  exceed  28 
tons  per  day  with  a  fuel  consumption  of  about  20  per  cent,  of  the  concen- 
trates weight.  By  grinding  to  60  mesh,  it  is  probable  that  the  roaster 
capacity  can  be  increased  to  rather  better  than  35  tons  per  day  with  a  coal 
consumption  not  greatly  exceeding  10  per  cent,  of  the  concentrates 
weight.  It  also  appeared  possible  to  increase  the  oxidation  rate  by  in- 
creasing the  rabbling  rate.     The  number  of  blades  per  rabble  arm  was 
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accordingly  increased  to  15  and  the  pitch  was  proportionately  decreased. 
No  detailed  experiments  have  been  carried  out,  however,  to  determine 
the  difference  in  furnace  behavior.    For  the  month  preceding  the  change, 


2  8  4  6 

Roaster  Hearth  (Discharffe  Edge) 

Fig.  13. — Judge  Mining  &  Smelting  Co.  Wedge   roaster.     Fineness  versus 

extraction.    8.08  hr.  roast  at  720**  c. 

Table  3. — Feed  Tonnage  verstis  Extraction  and  Fuel  Consumption^ 

Roaster  feed  is  very  nearly  the  same  as  in  Table  2. 
Each  series  covers  24  hr.  operation  under  uniform  conditions* 

Sbries 
1  2 

Tons  feed  per  24  hr 26.70 

Tons  coal  per  24  hr 5. 50 

Coal  per  concentrates,  per  cent 20. 60 

Seconds  per  shaft  revolution 210. 00 

Approximate  hours  roast 8 .  08 

H 

No.  1 550 

No.  2 740 

No.  3 • 720 

No.  4 702 

No.  5 736 

No.  6 702 


2 

3 

4 

30.00 

34.00 

37.00 

4.75 

4.75 

4.25 

15.80 

14.00 

11.50 

210.00 

210.00 

210.00 

8.08 

8.08 

8.08 

LBTB  TBMPBBATURB, 

*^C. 

524 

537 

478 

733 

756 

717 

740 

746 

756 

716 

728 

710 

750 

756 

745 

679 

697 

699 

Average  last  five  above 720 

Calcinsb  Analtsis 

Total  zinc,  per  cent 43 .  90 

Water-soluble  zinc,  per  cent 0. 78 

Total  soluble  zinc,  per  cent 38. 90 

Total  iron,  per  cent 9 .  50 

Extraction,  zinc,  per  cent 88. 60 


723 


737 


725 


42.70 

44.70 

45.20 

0.68 

0.57 

0.70 

34.80 

35.70 

34.70 

7.70 

7.10 

8.60 

81.50 

78.90 

76.80 
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Screen  Sites  tfentu  Extraction  {Best  Shift  Sample  Above  Series) 


Sbbzbs 


Tons  feed  per  24  hi 

» 

1 
26.7 

4 

37.0 

•  •   •   • 

»  ■   •  •  ■ 

Screen  aizes 

20-60 

60-100 

-100 

20-60 

60-100 

-100 

Extractions,   zinc, 

per 

cent. 

Hearth  No.  1 . 

•  •  •  ■ 

7.8 

8.0 

7.5 

5.0 

5.4 

7.0 

Hearth  No.  2. 

•  •  •  • 

18.2 

25.8 

35.3 

3.3 

4.7 

•7.0 

Hearth  No.  3. 

«  •  •  • 

32.3 

41.7 

64.0 

8.2 

13.6 

23.9 

Hearth  No.  4. 

•  •  •  • 

43.8 

59.2 

76.8 

26.9 

33.8 

56.5 

Hearth  No.  5. 

•  •  •  • 

58.2 

73.9 

85.2 

34.3 

42.5 

67.2 

Hearth  No.  6. 

■  •  •  • 

82.8 

89.5 

88.7 

45.3 

63.6 

82.0 

Calcine 

•   «   • 

90.0 

91.8 

87.6 

56.6 

75.7 

86.4 

Whole  sample. 

•  •  • 

91.6 

'   78.2 

Average  total  zinc, 

per 

cent. 

50.3 

48.4 

49.9 

39.6 

42.7 

45.9. 

Average  total  iron, 

per 

cent 

6.6 

8.0 

8.8 

17.2 

11.7 

11.8 

Table  4. — Disposition  of  insoluble  Zinc  in  Judge  Calcines 

Tablb  2  Sbrim  1.8             3 

Tons  feed  per  24  hr 26.70    23.30    22.00 

Roaster  temperature,  degrees  C 755.00  727.00  716.00 

Hoursroasted 10.00      6.90      6.25 

Total  iron  in  calcine,  per  cent 12.68    12.08    11.83 

Total  zinc  in  calcine,  per  cent 44.50    45. 50    45.20 

Total  soluble  zinc,  per  cent 38.45    40.05    39.60 


Insoluble  zinc,  per  cent 6. 05 

Sulfide  sulfur,  per  cent 2. 40 

Assuming  all  sulfide  sulfur  combined  as  ZnS 

Zinc  as  ZnS,  per  cent 4.91 

Total  insoluble  zinc,  per  cent 6 .  05 


5.45 

5.60 

2.50 

2.00 

5.12 

4.09 

5.45 

6.60 

Zinc  as  ferrites,  by  difference,  per  cent 1 .  14  0. 33  1 . 51 

Tablb  3  Skbiks  12  8  4 

Tons  feed  per  24  hr 26.70    30,00  34.00  37.00 

Roaster  temperature,  degrees  C 720.00  727.00  739.00  725.00 

Hoursroasted 8.08      8.08  8.08  8.08 

Total  iron  in  calcine,  per  cent 9.50      7.70  7.10  8.60 

Total  zinc  in  calcine,  per  cent 43.90    42.70  44.70  45.20 

Total  soluble  zinc,  per  cent 38.90    34.80  35.70  34.70 


Insoluble  zinc,  per  cent 6.00 

Sulfide  sulfur,  per  cent 2. 00 

Zinc  as  ZnS,  per  cent 4 .  09 

Total  insoluble  zinc,  per  cent 6. 00 


7.90 
3.50 
7.15 
7,90 


9.00  10.50 

4.03  5.02 

8.25  10.30 

9.00  10.50 


Zinc  as  ferrite,  by  difference,  per  cent 1 . 91      0. 75      0. 75      0. 20 
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the  average  tonnage  roasted  per  day  was  28,  with  calcines  3delding  90 
per  cent,  zinc  extractions.  For  the  month  following  the  change,  and 
with  no  other  alterations  in  feed  or  practice  generally,  the  calcines  averaged 
a  trifle  over  92  per  cent,  soluble  zinc.  It  appears  that  at  28  tons  feed 
rate  the  extraction  was  improved  by  about  2  per  cent.,  and  that  for  the 
same  extraction  the  capacity  of  the  furnace  was  raised  to  about  32  tons 
per  day. 

A  greater  rabbling  frequency  would  seem  better  practice  in  a  new 
furnace  installation,  but  it  would  be  better  to  add  arms  than  to  add  more 
rabble  per  arm,  as  fifteen  rabbles  per  arm  brings  the  blades  rather  too 
close  together.  Reversed  blades  may  be  used  on  one  arm  on  each  hearth, 
as  in  the  small  electric  roaster,  so  that  the  ore  bed  may  be  stirred  with- 
out translating  it  across  the  hearth  so  rapidly. 

Greater  capacity  might  be  obtained  by  increasing  the  roaster  tem- 
perature, but  a  material  increase  in  temperature  above  750°  C.  greatly 
increases  maintenance  costs  and  service  interruptions. 

Discussion  op  Roasting  Data 

Roasting  in  General. — Roasting  is  essentially  a  diffusion  process. 
Mobile,  gaseous  oxygen  must  be  brought  into  contact  with  relatively 
immobile,  solid,  sulfide  molecules  in  order  to  effect  oxidation  of  the  latter. 
A  cube  of  blende  that  will  pass  a  100-mesh  screen  contains  some  10" 
molecules  of  zinc  sulfide  of  which  less  than  one  millionth  are  freely  exposed 
to  oxidation  at  the  surface  of  the  cube.  In  order  to  contact  with  and 
oxidize  the  interior  molecules  tbat  make  up  the  mass  of  the  ore  particle, 
oxygen  must  diffuse  into  the  ore  particle.  It  would  appear  that  this 
alone  might  fix  the  relative  roasting  rates  of  variously  sized  ore  particles 
in  that  given  roasting  conditions  would  lead  to  the  oxidation  of  a  surface 
layer  of  uniform  thickness. 

Roasting  op  Judge  Concentrates  at  650*^  C 

40-60  60-80  80-100 

Maximum  screen  opening,  mm.  .^ 0.317       0.211       0. 157 

Minimum  screen  opening,  mm 0.211       0. 157       0.127 

•^^^■^^"^^^^  ^^^^^^mtmm^m  ^p^i^v^nbm^i^b 

Average  side  equivalent  cube 0. 264       0. 184       0. 142 

Average  volume  of  cube,  mm* 0.01834     0.00623  0.00286 

HOUBB     ROABTED  EXTRACTION,  PSB  CSNT.      ZiNC 

6.5 35.1         43.1         62.5 

7.0 64.6         79.0        82.6 

9.0. 90.0        92.0        93.0 

Thxcknebb  op  Oxidxebd  Svrpaci 
Layer,  in  Mxllimrtbrb,  as  Cal- 
culated FROM  Extractions 

5.5 0.018       0.015       0.015 

7.0. 0.039       0.038       0.031 

9.0 0.142       0.105      0.084 
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The  agreement  here  is  too  good  to  be  wholly  accidental.  The  di£fu- 
sion  rate  of  oxygen  into  the  ore  particle,  and  thus  the  roasting  rate,  must 
be  determined  by  the  oxygen  concentration  at  the  surface  of  the  indi- 
vidual ore  particle.  Oxygen  must  diffuse  into  the  ore  bed  before  it  can 
diffuse  into  the  ore  particle  itself,  and  the  relative  rates  of  oxidation  on  the 
hearth  and  during  the  dropping  of  the  ore  particles  from  hearth  to  hearth 
through  the  roaster  gas  and  the  relative  rates  of  oxidation  in  the  ordinary 
roaster,  as  compared  with  the  Dwight  Lloyd  machine  or  the  ''porous 
hearth"  blast  roaster  described  by  Greenawalt,*  would  indicate  that  the 
first  diffusion  step  is  as  great  a  limiting  feature  as  is  the  second. 

Diffusion  into  the  ore  bed  can  be,  in  part,  set  aside  by  mechanical 
means,  that  is,  by  rapid  and  frequent  stirring  or  rabbling,  or  by  forcing 
the  roaster  gas  through  the  ore  bed.  For  example,  it  is  reported  that 
considerable  success  has  been  attained  in  Australia  recently  in  blast 
roasting  zinc-sulfide  ores  for  the  retort  smelter.  Diffusion  into  the  ore 
particle  itself  is  beyond  control  except  so  far  as  it  can  be  accelerated  by 
increasing  temperatures.  It  will  reach  its  maximum  rate  when  the  oxy- 
gen concentration  at  the  smf  ace  of  the  ore  particle  is  the  same  as  the 
oxygen  concentration  in  the  roaster  gas  as  a  whole.  This  is  very  impor- 
tant in  its  bearing  upon  fuel  consumption  in  roasting.  The  energy  of 
combustion  of  the  average  zinc  concentrate  is  sufficient  to  heat  to  the 
roaster  temperature  some  three  times  the  amount  of  air  required  for  its 
oxidation  yet  the  cost  of  the  fuel  used  for  roasting  zinc  concentrates  is 
by  far  the  greater  item  in  the  cost  of  roasting.  This  will  be  tak^  up 
later  in  discussing  the  energy  balance  determined  for  the  Wedge  roaster 
at  the  Judge  plant. 

Roasting  of  Zinc  Sulfide  to  Oxide  and  Sulfate. — Zinc  sulfate  can  be 
formed  through  any  one  of  the  following  reactions: 

ZnS  +  40  =  ZnSOi 
ZnS  +  30  =  ZnO  +  SO, 
ZnO  +  SO2  +  O  =  ZnSO*  (a) 

ZnO  +  SO2  +  FeaOj  =  ZnSO*  +  2FeO  (6) 

2FeO  +  0  =  FeaOa 
ZnO  +  SOa  =  ZnSO*  (c) 

There  is  considerable  evidence  that  the  first  reaction  is  responsible 
for  most  of  the  sulfate  formed.  The  only  gaseous  reagent  is  oxygen  and 
there  are  no  gaseous  reaction  products,  therefore,  the  oxygen  concentra- 
tion alone  should  mainly  determine  the  amount  of  sulfate  formed. 
Reactions  (a)  and  (6)  involve  two  gaseous  reagents,  so  that  the  amount 
of  sulfate  formed  will  be  determined  mainly  by  the  product  of  the  con- 
centrations of  oxygen  and  sulfur  dioxide. 

• "  Hydrometallurgy  of  Copper."  130.    N.  Y.,  1912.    McGraw-Hill  Book  Co. 
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In  the  case  of  Bully  Hill  ore,  see  Fig.  2,  no  appreciable  amount  of 
sulfate  was  formed  until  the  sulfur-dioxide  concentration  fell  below  2 
per  cent.  Beyond  this  point,  when  the  sulfur-dioxide  concentration 
averaged  much  below  1  per  cent.,  73  per  cent,  of  the  zinc  was  oxidized 
and  94.5  per  cent,  of  that  was  oxidized  to  sulfate.  Of  the  added  sulfur 
oxidized  during  this  later  stage,  more  than  50  per  cent,  was  converted  to 
sulfate.  It  was  found  that  increasing  the  air  rate,  which  raises  the  oxy- 
gen concentration  in  the  roaster  gas  and  lowers  the  sulfur-dioxide  con- 
centration, rapidly  increased  the  amount  of  sulfate  formed.    . 

In  roasting  the  high-grade  Butte  Superior  concentrates,  see  Fig.  5, 
no  appreciable  amount  of  sulfate  was  formed  untU  the  sulfur-dioxide 
concentration  fell  below  2  per  cent.  During  the  first  4  hr.  of  the  roast- 
ing period,  when  the  sulfur-dioxide  concentration  exceeded  2  per  cent., 
82  per  cent,  of  the  zinc  was  oxidized.  During  the  later  period,  and  while 
the  sulfur-dioxide  concentration  averaged  so  low  that  one  could  breathe 
the  roaster  gas  without  serious  discomfort,  an  added  17  per  cent,  of  the 
zinc  was  oxidized  and  85  per  cent,  of  this  was  converted  to  sulfate. 
Finely  ground  ore  should  lead  to  higher  oxygen  concentrations  at  the 
contact  between  the  inferior  zinc-sulfide  molecules  and  the  roaster  gas, 
since  it  should  lead  to  thinner  diffusion  diaphragms;  it  is  to  be  noted  that 
fine  ore  particles  consistently  lead  to  greater  amounts  of  zinc  sulfate. 

It  is  by  no  means  clear  why  a  high  iron  content  should  lead  to  the 
formation  of  more  sulfate  than  a  low  iron  content,  but  when  the  low  iron 
content  Butte  Superior  concentrate  was  roasted  in  the  same  manner  as 
the  high  iron  Bully  Hill  ore,  the  Butte  Superior  concentrate  yielded  only 
20  per  cent,  of  its  zinc  as  sulfate  while  the  Bully  Hill  ore  yielded  76  per 
cent.  This  relation  appears  to  carry  through  all  of  the  experimental 
work  done;  a  high  iron  content  seems  essential  to  the  formation  of  large 
amounts  of  zinc  sulfate  in  spite  of  the  fact  that,  during  that  part  of  the 
roasting  period  when  the  zinc  sulfate  is  formed,  nearly  the  same  propor- 
tion of  the  remaining  zinc  sulfide  is  converted  to  sulfate. 

Zinc  sulfate  decomposes  when  it  is  heated  above  675°  C,  the  rate  of 
its  decomposition  increasing  rapidly  as  the  temperature  is  increased. 
This  is  clearly  shown  in  Fig.  4  and  agrees  with  the  known  chemistry 
of  zinc  sulfate.  Woehler  and  Plueddemann'  studied  the  decomposition 
pressures  of  zinc  sulfate  heated  to  various  temperatures  in  closed  vessels 
and  Mostowitsch^  studied  the  decomposition  of  zinc  sulfate  heated  to 
various  temperatures  in  dry  air  currents.  Mostowitsch  showed  that 
zinc  sulfate  heated  in  the  presence  of  iron  oxide  decomposed  more 
rapidly  than  zinc  sulfate  heated  alone,  which  indicates  a  definitely 
exothermic  reaction  between  zinc  oxide  (or  sulfate)  and  iron  oxide  to 
form  ferrites.     He  further  showed  that  the  presence  of  silica  did  not 


>  Berichte  Deut.  Chem,  Ges,  (1908)  41,  (1),  703.  «  MetaUurgie  (1911)  8,  763. 
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accelerate  the  decomposition  rate  of  zinc  sulfate  until  the  temperature 
exceeded  1000^  C,  indicating  that  zinc  silicate  is  not  formed  below  that 
temperature.  The  data  of  Woehler  and  Plueddemann  and  of  Mosto- 
witsch  have  been  plotted  in  Fig.  14. 

Mostowitsch  further  showed  that  the  breaking  up  of  zinc  sulfate  at 
750°  C.  required  24  hr.  for  its  completion.  It  is  not,  then,  a  rapid  reac- 
tion at  such  temperatures  we  are  concerned  with.  His  data,  plotted 
in  Fig.  15,  are  consistent  with  the  existence  of  one,  and  only  one,  reac- 
tion product  intermediate  between  zinc  sulfate  and  zinc  oxide,  and  the 
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Fio.  14. — Decomposition  pressure  of  metal  sulfates  heated  in  closed  vessels. 
{Daia  by  WdfUer  and  PlUddemann  and  by  Mostowitsch.    See  footnotes,) 

break  in  the  curve  indicates  this  to  be  a  basic  zinc  sulfate  of  the  composi- 
tion ZnO:2ZnS04.  This  same  compound,  in  hydrated  form,  is  found 
in  the  zinc  leaching  plant,  where  it  is  distinctly  disadvantageous.  It  is 
formed  by  the  direct  solution  of  zinc  oxide  in  neutral  zinc-sulfate  solu- 
tion; it  is  formed  through  the  precipitation  of  zinc  hydrate  when  lime 
is  added  to  coagulate  the  leaching  solutions  and  by  the  action  of  metallic 
zinc  upon  zinc-sulfate  solution  with  the  liberation  of  hydrogen  during  the 
purification  processes.  That  basic  sulfate  is  to  be  found  in  roasted  cal- 
cines is  at  times  indicated  by  the  presence  of  sulfur,  which  is  insoluble  in 
water  but  readily  soluble  in  dilute  hydrochloric  acid.    The  highest  val- 
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ues  found  for  such  basic  sulfate  sulfur  were   determined  in  Bully  Hill 
calcines,  which  contained  0.74  to  0.89  per  cent. 

Formation  of  Zinc  F^rriies, — ^The  writer  uses  the  term  "ferrites" 
from  mere  habit.  Hamilton,  Murray,  and  Mcintosh*  use  the  more  chem- 
ically correct  term  "ferrates"  in  describing  work  they  did  at  Trail  in  the 
way  of  synthetizing  ferrates  by  heating  together  intimately  mixed  por- 
tions of  pure  zinc. and  iron  oxides.     By  heating  molecular  proportions  of 
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zinc  oxide  and  ferric  oxide  at  various  temperatures,  they  found  that  the 
zinc  oxides  became  insoluble.  The  following  data  are  interpolated  from 
their  plots: 


Trmpbrature. 
Deorebs  C. 

503 
648 
704 
759 

815 


Zinc  Rendered  Insoluble 
IN  5  Hr.,  Per  Cent. 

0 

73 

82 

91 

100 


From  similar  experimeDts,  in  which  the  proportions  of  zinc  oxide  and 
ferric  oxide  were  varied,  they  coDcluded  that  no  ferrates  were  formed 
that  contain  more  zinc  thap  ZnO-Fe203,  but  that  when  these  oxides 
are  heated  for  any  length  of  time  above  660°  the  iron  will  render  one-half 
its  equivalent  of  zinc  insoluble.  They  also  give  the  results  obtained  in 
heating  thirteen  various  ores  in  a  small  hand-rabbled  muffle  furnace  at 
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750-800®  C.  They  found  that  the  majority  of  the  ores  yielded  calcines 
in  which  the  insoluble  zinc  and  total  iron  bore  simple  molecular  ratios, 
but  that  some  of  the  calcines,  notably  those  from  the  Sullivan  ores, 
carried  much  less  insoluble  zinc  than  was  to  bq  expected  from  their  iron 
content.    Their  explanation  is  of  decided  interest. 

''In  some  way,  therefore,  the  combination  is  prevented  from  being  as 
complete  as  one  should  expect  from  the  composition  of  the  ore.  One 
explanation  may  be  that  at  this  concentration  of  the  zinc  and  iron  another 
compound  may  be  formed  than  that  represented  by  the  formula  ZnO  *Fe20s, 
but  we  have  been  unable  to  prove  this  and  regard  the  existence  of  any 
combination  except  ZnO-FcsOs  as  unlikely.  On  the  other  hand,  it  may 
be  that  free  crystals  of  p3rrrhotite  do  not  combine  as  readily  with  those 
crystals  which  are  directly  attached  to  crystals  of  blende,  or  as  that  iron 
which  may  be  isomorphous  with  the  zinc  in  the  blende." 

The  experimental  data  presented  here  were  selected  to  cover  the 
various  ore  types  mentioned,  and  it  seems  that  the  experimental  results 
leave  little  doubt  as  to  the  correctness  of  the  above  explanations. 

The  Daly  Judge  ores  contain  pure  blende  and  pure  pyrite,  so  coarsely 
crystallized  that  the  crystals  can  be  separated  and  analyzed  to  make 
sure  that  the  zinc  and  iron  are  not  isomorphous.  Furthermore,  the  min- 
erals are  so  coarsely  crystallized  that  the  major  fraction  of  the  particles 
of  concentrate  roasted  are  either  blende  or  p3rrite  and  seldom  part  one 
and  part  the  other.  The  concentrates  were  coarse  which  made  it  neces- 
sary to  roast  them  for  long  periods  at  temperatures  well  above  the  known 
formation  temperature  of  the  ferrates.  In  spite  of  this,  the  resulting  cal- 
cines contained  but  from  3.2  to  14.1  per  cent,  of  the  insoluble  zinc  called 
for  by  the  iron  content  and  the  ferrate  formula. 

Bully  Hill  ore  is  a  massive  sulfide  in  which  the  minerals  are  so  finely 
divided  and  in14^rmixed  that  it  is  practically  impossible  to  identify  blende 
or  pyrite.  But  the  ore  contains  sufi&cient  sulfur  to  account  for  the  iron 
as  p3rrite  and  sulfur  is  volatilized  in  roasting.  This  is  presumptive  evi- 
dence against  isomorphous  crystallization  since  the  isomorphously  crys- 
tallized iron  is  invariably  FeS  rather  than  FeSs.  The  ore,  however,  is 
so  finely  crystallized  that  the  average  roaster  feed  particle  must  contain 
both  blende  and  pyrite  .attached  to  one  another.  The  careful  roasting  of 
Bully  Hill  ore  below  the  formation  temperature  of  ferrates  led  to  93.6 
per  cent,  zinc  extractions,  leaving  insoluble  zinc  in  the  calcines  amounting 
to  but  15.7  per  cent,  of  that  called  for  by  the  iron  content  and  ferrate  for- 
mula. Roasting  for  long  periods  at  700®  C.  led  to  65  per  cent,  extractions 
and  to  calcines  containing  86  per  cent,  of  the  insoluble  zinc  called  for  by 
the  iron  and  ferrate  formula.  It  is  probable  that  the  calcines  contained 
some  sulfide  sulfur,  which  would  still  further  reduce  the  amount  of  insolu- 
ble zinc  accounted  for  as  ferrates  in  the  above. 

Broken  Hill  concentrates  appear  to  consist  of  isomorphously  crystal- 
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lizedzinc  and  iron  sulfides.  No  pyrite  is  obtrusively  visible  and  the 
concentrates  do  not  contain  sufficient  sulfur  to  account  for  the 
iron  as  anything  but  FeS.  No  manner  of  roasting,  either  below  or 
above  the  formation  temperature  of  ferrate,  led  to  extractions  higher 
than  87-88  per  cent.,  and  the  same  extraction  was  invariably  obtained 
so  long  as  the  sulfides  were  oxidized.  The  amount  of  insoluble  zinc 
left  in  the  calcines  is  slightly  greater  than  that  called  for  by  the  iron 
content. 

The  Frisco  concentrates  appear  to  be  made  up  of  isomorphously 
crystallized  iron  and  zinc  sulfides,  and  the  highest  extraction  obtained 
still  left  in  the  calcines  80  per  cent,  of  the  insoluble  zinc  called  for  by  the 
ferrate  formula. 

The  formation  of  ferrates  can  take  place  in  but  two  ways:  The  reac- 
tion takes  place  between  two  solid  oxides  or  one  (or  both)  of  the  oxides 
must  be  sufficiently  volatile  to  distil  into  contact  with  the  other. 
It  seems  more  probable  that  the  first  is  the  more  important  and  that  unless 
the  iron  and  zinc  are  isomorphously  crystaUized  there  must  be  mutual 
diffusion  of  one  oxide  into  the  other  before  the  reaction  can  take  place. 
Diffusion  is,  at  best,  an  extremely  slow  process,  hence  ferrates  are  formed 
readily  only  when  the  zinc  and  iron  are  isomorphous.  When  blende  and 
pyrite  are  firmly  attached  to  one  another  there  is,  at  least,  a  common 
contact  plane  through  which  diffusion  can  take  place.  Probably  no 
ferrate  is  formed  if  the  temperature  is  kept  sufficiently  low,  and  more 
ferrate  is  formed  as  the  temperature  is  raised  and  the  diffusion  rate  is 
increased.  Ores  of  this  type,  like  the  Bully  Hill  ore,  can  be  commer- 
cially roasted  to  yield  far  better  extractions  than  ores  containing  similar 
amounts  of  zinc  and  iron  that  are  isomorphous. 

Finally,  when  the  roaster  feed  is  made  up  mainly  of  separate  particles 
of  blende  and  pyrite,  as  in  the  case  of  the  Judge  concentrates,  and  possi- 
bly in  the  case  of  the  Butte  Superior  concentrates,  there  are  only  casual 
contacts  between  the  iron  and  zinc  particles  through  which  diffusion  can 
take  place  and  the  formation  rate  of  ferrate  is  so  low  that  it  scarcely 
enters  into  the  roasting  problem  at  all. 

Solvbility  of  Iron  in  Roasted  Calcines, — ^Much  dire  distress  was  pre- 
dicted in  connection  with  the  leaching  of  ferruginous  calcines.  Iron  is 
very  readily  oxidized  and  the  trouble  in  the  leaching  plant  has  been  due 
to  leaching  too  little  iron  rather  than  too  much.  At  Bully  Hill,  the  aver- 
age leaching  solution,  made  up  to  100  gm.  zinc  per  liter  by  leaching  cal- 
cines with  acid  and  water,  contained  0.020  gm.  of  iron  per  liter.  Later 
on,  when  it  was  found  that  dissolved  iron  was  essential  to  the  complete 
removal  of  arsenic  and  antimony,  we  tried  to  so  roast  the  ore  that  more 
iron  would  dissolve;  to  use  such  acid  concentrations  as  would  lead  to  dis- 
solving more  iron;  and  finally  purchased  iron  and  iron  salts  as  being 
the  cheaper  alternative.     The  solubility  of  iron  at  various  stages  of  the 
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roasting  process  is  indicated  by  the  following  data  taken  from  the  Wedge 
furnace  at  the  Judge  plant  (experimental  series  1,  Table  2): 

Soluble  Iron  Based  on 
Hearth  Calcinbb,  Wbiobt 

Number  Per  Cent. 

1  0.3700 

2  0.2870 

3  0.2255 

4  0.1292 

5  0.0431 

6  0.0046 

7  0.0015 

Behavior  of  Manganese, — Practically  all  the  manganese  dissolved  in 
the  leaching  plant  is  present  in  the  calcines  as  manganese  sulfate,  which 
is  stable  at  higher  temperatures  than  zinc  sulfate.  Ordinarily,  about 
10  per  cent,  of  the  manganese  present  in  the  calcines  will  be  dissolved  in 
the  leaching  plant. 

BehavioT  of  Silica, — A  bugaboo  in  the  shape  of  "colloidal  silica"  has 
traveled  about  the  various  electrolytic-zinc  plants  and  great  importance 
has  been  attached  to  tracing  it  to  its  source.  The  natural  oxidized  zinc 
ores  (oxide,  carbonate,  and  hydrated  silicate)  frequently  do  give  trouble 
in  the  leaching  plant  since  considerable  amounts  of  siUca  can  be  dissolved 
from  them  and  it  requires  but  2  or  3  gm.  of  silica  to  gel  a  liter  of  solution. 
All  siliceous  calcines  worked  with  have  yielded  very  small  amounts  of 
silica  to  the  solution  and  it  does  not  appear  that  the  amount  of  silica 
dissolved  bears  any  relation  to  the  source  of  the  roaster  feed,  nor  to  its 
total  silica  content.  Trouble  from  dissolved  silica  has  frequently  been 
traced  directly  to  the  lime  or  limerock  used  for  neutraUzing  and  coagulat- 
ing the  leach  solution;  probably  this  is  the  more  frequent  source  of  trouble. 

Behavior  of  Bases, — The  acid  consumption  in  leaching  various  cal- 
cines makes  it  appear  that  both  lime  and  magnesia  are  converted  to 
sulfate  in  the  roaster.  In  no  case  has  it  appeared  that  these  bases  con- 
sumed acid  in  the  leaching  plant.  Magnesium  sulfate  is  a  cumulative 
impurity  in  the  zinc-plant  solutions  but  it  has  not  been  of  any  importance 
in  any  instance  as  yet  on  record. 

Behavior  of  Lead, — ^Liead  sulfide  is  converted  to  lead  sulfate  during  the 
early  stages  of  the  roast  and  is  left  in  the  calcines  as  sulfate,  since  the 
lead  can  be  almost  completely  extracted  from  either  the  calcines  or  from 
the  leach-plant  residues  with  strong  sodium-chloride  solution.  It  does 
not  appear  that  any  insoluble  lead-zinc  compounds  are  formed  but  there 
is  a  very  marked  tendency  for  high  lead  concentrates  to  sinter  in  the 
early  stages  of  the  roasting  process. 

Behavior  of  Arsenic  and  Ardimony, — Both  arsenic  and  antimony  are 
volatilized  in  roasting,  but  not  so  completely  as  to  render  them  unimportant 
in  the  calcines.  In  roasting  ores  from  the  North  Star  mine  (Hailey, 
Ida.)  in  the  small  electric  roaster,  the  outlet  air  tube  became  choked  with 
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arsenic  trioxide  shortly  after  the  roasting  had  started,  and  further  evolu- 
tion of  arsenic  soon  ceased. 


Hotms  AT 
650*  C. 

0 

5 
10 
20 


ArSBNIC  IK  CALCINBSt 

Pm  Cbmt. 
2.96 
0.25 
0.20 
0.20 


Antimony  appears  to  be  less  completely  volatilized  than  arsenic. 
From  the  operating  standpoint,  it  matters  little  whether  the  roaster 
feed  carries  a  fair  fraction  of  arsenic  and  antimony,  or  whether  it  carries 
a  barely  detectable  trace  of  them.  In  either  case  enough  arsenic  and 
antimony  will  be  dissolved  to  cause  need  for  their  removal  from  the  leach- 
ing solution. 

Behavior  of  Copper. — Ordinarily  the  roasting  temperature  used  in 
roasting  for  zinc  extraction  is  too  high  to  yield  a  high  copper  extraction. 
As  much  as  50  per  cent,  of  the  total  copper  has  been  dissolved  itx  regular 
practice,  but  the  average  is  probably  nearer  20  per  cent. 
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Appendix 
Heat  Balance-Judge  M.  &  S.  Co,  Wedge  Roaster 


Combiution  Heate 


Kg..  Caloriea 


Per  Mol. 


Per  Kg.  of  Metol 


Calcine 
ZnS  +  40 
ZnS  +  30 
PbS  +  40 
2FeS,  +  110 
ABtSs  +  90 
Sb,S,  +  90 
CuS  +  30 


ZnS04 

ZnO  +  SO,.. 

PbS04 

Fe,Oi  +  4SOi 
AssOi  +  3SOs 
Sb,0,  +  3S0,. 
CuO    +S0,.. 


186.6 
111.1 
195.4 
425.2 
334.0 
340.4 
98.9 


2850 

Zinc 

1700 

Zinc 

945 

Lead 

3800 

Iron 

2230 

Arsenic 

1420 

Antimony 

1555 

Copper 

Coal,  Rock  Springs,  Wyo.* 

Pbb  Cent. 

H 6.36 

O 21.04 

C 66.15 

Aah 5.48 

B.t.u.  per  pound 11,800 6550  Kg.  cals.  per  kg. 

Net  oxygen  required  for  complete  combustion,  1.984  kg.  oxygen  per  kg.  coal. 

•Analyses  and  combustion  data  from  Marks'  Handbook;  analysis  as  received 
(8.53  per  cent,  moisture). 
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Roaster  Data 

Series 


Toub  concentrate  per  day , 
Tons  coal  per  day 


26.70 
5.50 


Concentrates  analysis 

Zinc  (as  ZnS),  per  cent 

Iron  (as  FeSt),  per  cent 

Lead  (as  PbS)  average,  per  cent 

Arsenic  (as  AsiSi)  average,  per  cent 

Antimony  (as  Sb|Si)  average,  per  cent 

Ck>pper  (as  CuS)  average,  per  cent 

Disposition  of  above  constituents  in  final  calcines 

2iino  to  sulfate,  per  cent 

Zinc  to  oxide,  per  cent 

Zinc  as  sulfide,  per  cent 

Assumed 

Lead  to  sulfate,  per  cent 

Iron  to  FejOi,  per  cent 

Ck>pper  to  CuO,  per  cent 

Arsenic-antimony  to  MjOs,  per  cent 


I 


39.90 
8.63 
3.00 
0.30 
0.30 
1.00 

1.78 

89.00 

9.22 

100.00 
100.00 
100.00 
100.00 


30.00 
4.75 


38.90 
7.0Ci 
3.00 
0.30 
0.30 
1.00 

1.59 
81.70 
16.71 

100.00 
100.00 
100.00 
100.00 


34.00 
4.75 


40.60 
6.46 
3.00 
0.30 
0.30 
1.00 

1.28 
80.30 
18.42 

100.00 


37.00 
4.25 


41.20 
7.82 
3.00 
0.30 
0.30 
1.00 

1.55 
75.65 
22.80 

100.00 


100.00  100.00 


100.00 
100.00 


100.00 
100.00 


Hbat  Suppued 
Per  ton  concentrates  charged  to  roaster  kg.  calories. 


ZnS  to  oxide... 
ZnS  to  sulfate. 
PbS  to  sulfate. 
FetSi  to  Fe,Os 
AsiSt  to  AstOi. 
Sb^stoSbsO,. 
CuS  to  CuO. . . 


Total  concentrate 

Coal  per  ton  concentrates 


545,000 

18,300 

25,700 

297,000 

6,000 

4,000 

14,000 

910,000 
1,300,000 


Total  per  ton  concentrates 2,210,000 

Total  heat  supplied  to  roaster 
per  day,  kg.  calories 

Tons  concentrate 26 . 7 

Total  kg.  calories  X10« 59.0 

Distribution  of  heat  supplied 

Per  cent,  supplied  by  concentrate  41 . 2 

Per  cent,  supplied  by  coal 58 . 8 


100.0 


493,000 

16,000 

25,700 

241,000 

6,000 

4,000 

14,000 

799,700 
996,000 

1,795,700 


30.0 
53.9 

44.5 
55.5 


100.0 


3 

502,000 

13,400 

25,700 

222,000 

6,000 

4,000 

14,000 

787,100 
873,000 

1,660.100 


34.0 
56.4 

47.3 
52.7 


100.0 


481,000 

16,400 

25,700 

269,000 

6,000 

4,000 

14,000 

816,100 
725,000 

1,541,100 


37.0 
57.1 

52.8 
47.2 


100.0 


TOL.  LXTV. — 8. 
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Heat  Acoounted  fob,  Kg.  Calories  X  10*  pbb  Dat 


Series 


Calcines: 

Tons  calcine 

Temperature,  degrees  C,  approximate. 
Calories  X  lO*  per  day 


Cooling  Water: 

25  gal.  per  min 

Incoming  temperature,  8**  C. 

Outgoing  temperature,  37^  C. 
Calories  X  10«  per  day 


24.20 

700.00 

2.04 


Radiation: 

Total  exposed  surface 

Mean  effective  temperature 
Radiation-watts  per  sq.  ft. . 
Calories  X  10*  per  day 


27.00 

700.00 

3.28 


2.09 


2.99 


3000  sq.  ft. 

66«C. 

42,  approximate 


2.70 


Moisture  in  Concentrate,  Evaporated 
ON  Drier  Hearth: 

Per  cent,  moisture  average 

Tons  moisture  per  day 

Calories  X  10*  per  day 

Moisture  in  Coal,  EI'IMInatbd  at  Stack 
Temperature: 

Per  cent,  moisture,  approximate 

Tons  moisture  per  day 

Calories  X  10«  per  day .* 


3.00 
0.77 
0.42 


5.48 
0.30 
0.23 


2.70 


3.00 
0.90 
0.49 


Stack  Losses,  Total  Supplied  Less  That 
Accounted  for  Above:  | 

Calories  X  10«  per  day \     49.82 


5.48 
0.26 
0.19 


44.25 


8 


30.60 

700.00 

3.71 


2.99 


2.70 


3.00 
1.02 
0.55 


5.48 
0.2^ 
0.19 


46.26 


33.30 

700.00 

4.04 


2.99 


2.70 


3.00 
1.11 
0.60 


5.48 
0.23 
0.17 


f^ 


46.60 


Distribution  op  Heat  Accounted  for, 
IN  Per  Cent,  of  Total: 

In  calcine 

In  cooling  water 

By  radiation 

By  moisture  in  concentrates 

By  moisture  in  coal 

In  stack  gases 


4.98 
5.07 
4.58 
0.71 
0.39 
84.30 


Total 100. 00 


6.09 

6.58 

5.55 

5.31 

5.02 

4.80 

0.91 

0.98 

0.35 

0.34 

82.10 

82.00 

7.06 
5.24 
4.73 
1.05 
0.30 
81.60 

100.00 


Gas  Volumes,  Gas  TemperatureSf  Stack  Heat  Losses. — Ab  previously 
stated,  the  pyrometer  couples  in  this  roaster  were  installed  in  grooves 
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cut  into  the  upper  surface  of  each  hearth.  The  temperatures  reported 
throughout  are  calcine  temperatures  rather  than  gas  temperatures.  The 
following  comparison  of  gas  and  calcine  temperatures  covers  one  day's 
operation  under  uniform  conditions:  the  usual  pyrometer  installation  is 
made  with  the  thermocouples  so  arranged  as  to  measure  gas  temperatures 
rather  than  calcine  temperatures.  It  is  the  calcine  temperature  which 
determines  ferrite  formation,  and  not  gas  temperature  directly.  We 
had  trouble  with  the  couples  placed  in  the  hearth  in  that  as  the  hearth 
raised  the  couples  were  pried  out  and  caught  by  the  rabble  blades. 


HSABTH    NUMBKB 

1 
2 
3 

4 
5 
6 

7 


Tkmpbratubbs,  Dbobrbb  C. 
Hearth  Gas 


495 
690 
660 

[700 
735 

t730 
700 


400 
590 
585 
576 
600 
685 
450 


This  is  the  only  direct  comparison  at  present  available  and  in  that 
which  follows  it  is  assumed  that  the  difference  between  calcine  tempera- 
ture and  gas  temperature  remains  as  above. 


Serirs 


3 


Temperature  first  hearth 

Temperature  stack  gas,  approximate 

Calories  X  10*  (accounted  for  by  difference)  in  stack 

gases,  as  per  heat  balance 

Corresponding  gas  volumes,  referred  to  10**  C.  and 

7500  ft.  altitude: 

Cubic  meters  per  day  X  10* 

Cubic  feet  per  minute 

Sulfur  dioxide,  volume  percentage  calculated  from 

sulfur  burned  and  above  gas  volumes: 

Calculated  per  cent.  SOt ". 

Determined  per  cent.  SOt 

Air  volume  required  to  theoretically  account  for 
complete  combustion  of  coal  and  concentrates  as 
above,  assuming  100  per  cent,  utilization  of 
oxygen  contained  in  air,  cubic  feet  air  per  minute : 

By  concentrates 

By  coal 


550 
455 

49.8 


477 


524 
429 

44.3 


462 


Total. 


Corresponding  maximum  SOs  content  obtainable, 
with  coal  consumption  as  given: 
Per  cent.  SOi '. . . . 


11,700  !  11,300 


1.45 


1.59 


1,315      1,245 


1,170 
2,485 


7.50 


1,045 
2,290 


8.02 


637 
442 

46.3 


468 

11,450 

1.77 


2.0 


1,400 
1,060 

2,460 


8.42 


478 
383 

46  6 


546 

13,350 

1.63 


1,500 
910 

2,410 


8.95 
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The  agreement  between  the  calculated  sulfur-dioxide  concentrations 
in  the  roaster  gas  and  the  determined  concentrations  is  sufBciently  close 
to  fix  the  air-feed  volume  between  10,200  and  11,450  cu.  ft.  (285  and 
320  cu.  m.)  per  min.  for  series  3.  It  is  to  be  noted  that  the  mean  of  these 
volumes  [10,825  cu.  ft.  (303  cu.  m.)  per  min.]  is  something  like  7.8'tiines 
the  air  volume  theoretically  required  for  the  oxidation  of  the  concentrates, 
and  something  like  4.4  times  as  great  as  the  air  volume  theoretically 
required  for  the  concentrates  and  for  the  coal  actually  consumed. 

More  than  80  per  cent,  of  the  heat  supplied  to  the  roaster  is  accounted 
for  in  the  stack  gases,  and  it  would  appear  that  a  very  considerable 
reduction  in  coal  consumption  could  be  brought  about  by  reducing  the 
amount  of  air  fed  to  the  roaster  without  materially  affecting  the  opera- 
tion of  the  furnace.  With  the  furnace  arranged  as  at  present  any  addi- 
tional, air  fed  to  the  furnace  must  be  heated  to  the  stack  temperature  (at 
least)  through  combustion  of  coal  and  at  the  expense  of  oxygen  contained 
in  that  air.  It  does  not  appear  at  all  impossible  that  the  use  of  an  ex- 
cessive volume  of  air  might  actually  lead  to  lower  oxygen  concentrations 
in  the  roaster  gas,  and  thus  to  lower  oxidation  rates  and  to  lower  roaster 
capacities. 

The  following  calculations,  based  on  the  roasting  of  30  tons  of  con- 
centrates per  day,  as  in  series  2,  are  at  least  interesting  in  that  they 
indicate  some  possibilities  of  air  volume  control. 


All  Air  Volumes  Referred  to  10®  C.  and  7500  Ft.  Altitude 

(Judge  Plant) 


Cubic  feet  air  per  minute 

Cubic  feet  per  minute  to  stack 

Ks.  ca]s.XlO*  accounted  for  per  day  in  stack  i 

gasee  leaving  at  iSO"*  C 

Kg.  cals.  X 10*  accounted  for  per  day  in  calcines, 

cooling  water,  radiation,  etc.,  see  heat  balance. 

Total  kg.  ca]s.XlO« 

Kg.  cals.  X  10*  supplied  by  concentrates  in 

roasting  them 

Kg.  cals.  X 10*  required  from  coal  to  balance  . . . 
Coal  required  to  supply  needed  heat  assuming 
100  per  cent,  combustion  efficiency: 

Kg.  per  day 

Per  cent,  of  concentrates  weight 

Per  cent  80s  in  roaster  gas 

Per  cent,  oxygen  in  roaster  gas  (a)  assuming  no 

coal  consumed,  (b)  with  coal  consumption  as 

indicated: 

Per  cent.  O,  (a) 

Per  cent.  O.  (b) 


2.200 
1.920 


4.000 
3.640 


I 


9.5       15.1 


9.7 
19.2 

24.0 
-4.8 


0.0 
0.0 
8.0 


10.4 
10.4 


9.7 
24.8 

24.0 
0.8 


115 
0.4 
4.3 


13.8 
13.6 


6.000  I  8.000 
5.640  >  7.640 


23.3 

9.7 
33.0 

24.0 
9.0 


1.200 
4.9 
2.7 


15.8 
14.6 


31.5 

9.7 
41.2 

24.0 
17.2 


2,470. 
9.1 
2.0 


16.9 
15.3 


\ 1 

10.000     12.000  '  20.000 

9,640  :  11,640     19,640 


39.7 

9.7 
49.4 

24.0 
25.4 


3.640 
13.9 
1.6 


17.5 
15.7 


48.0 

9.7 
57.7 

24.0 
33.7 


4.830 
18.6 
1.3 


17.9 
15.9 


81.0 

9.7 
90.7 

24.0 
65.7 


9.450 
36.1 
0.8 


18.7 
16.4 


If  we  assume  that  the  oxidation  rate,  and  therefore  the  roaster 
capacity,  is  proportional  to  the  oxygen  concentration,  and  this  is  an 
ultra-conservative  assumption  in  this  case,  the  relation  between  air 
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volume,  roaster  capacity,  and  fuel  consumption  must  be  something  like 
the  following: 


REixTiva 


Cubic  Favr  or  Aib 

Pkb  Cbkt.,  Roastbb 

Pbb  Cbnt., 

FCBL 

Tons  Coal  pbb 

FBB  MXVUTB 

Capaoxtt 

CoirsuifPTxoN 

Ton  Concbntbasb 

4,000 

86.5 

2.9 

0.004 

6,000 

93.0 

35.3 

0.049 

8,000 

97.5 

65.5 

0.091 

10.000  (assumed  unit) 

100.0 

100.0 

0.139 

12,000 

•    101.3 

133.3 

0.185 

20,000 

104.5 

253.0 

0.361 

It  appears  quite  certain  that  there  is  more  to  be  gained  in  fuel  economy 
through  careful  study  of  air  volumes  than  there  is  to  be  gained  in  greater 
roaster  capacity  through  the  use  of  excessive  air  volumes^ 
.  The  Wedge  type  of  furnace  was  probably  developed  to  serve  the 
particular  purpose  for  which  it  is  mainly  used,  that  is  for  the  incomplete 
combustion  of  sulfides  without  need  for  outside  fuel,  rather  than  for  such 
complete  combustion  as  is  necessary  in  roasting  zinc  concentrates. 
There  is  little  or  no  indication  that  this  type  of  furnace  cannot  be  well 
adapted  for  the  roasting  of  zinc  sulfides,  as  well  adapted  perhaps  as  any 
other  type  of  furnace,  but  it  is  possible  that  it  will  require  considerable* 
study  and,  possibly,  some  special  development  of  the  furnace  and  prac- 
tice, before  completely  satisfacrory  and  most  economical  operating  con- 
ditions are  both  realized. 


A^ 


«xlO*- 


8        4         6 
Heart)! 


The  furnace  is  at  present  updrafted,  and  the  calcines  pass  downward 
through  the  furnace.  The  major  fraction  of  the  heat  evolved  by  the 
burning  sulfide  is  liberated  in  the  upper  parts  of  the  furnnce,  is  imparted 
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to  the  roaster  gas,  and  is  carried  on  upward  through  the  furnace.  In  the 
lower  parts  of  the  furnace,  insufficient  heat  is  evolved  to  maintain  the 
temperature  required  for  complete  combustion  in  reasonable  time.  This 
is  brought  out  in  Fig.  16,  where  curve  A  indicates  the  amount  of  heat 
absorbed  by  the  calcines  (weight,  specific  heat,  and  temperature  of  the 
calcines);  curv^  B  indicates  the  total  amount  of  heat  accounted  for  on 
each  hearth  in  cooling  water,  by  radiation,  and  absorbed  by  the  calcines; 
curve  C  indicates  the  amount  of  heat  evolved  on  each  hearth  by  the  com- 
bustion of  the  sulfides.  The  shaded  area  between  curves  B  and  C  rep- 
resents an  amount  of  heat  that  must  be  supplied  merely  to  maintain 
the  roaster  temperature,  and  the  unshaded  area  between  the  same  two 
curves  represents  heat  that  should  be  available  for  supplying  the  defi- 
ciency on  the  lower  hearths  and  for  heating  the  roaster  gases,  without 
resort  to  the  use  of  coal  or  other  fuel. 

It  is  clear  that  so  long  as  the  furnace  is  updrafted  there  is  no  possi- 
bility of  utilizing  the  excess  heat  in  the  upper  parts  of  the  furnace  to 
make  up  the  deficiencies  in  the  lower  parts  of  the  furnace.  That  defi- 
ciency, which  must  be  made  up  through  the  use  of  other  fuel,  amounts  to 
3,000,000  kg.-cal.  per  furnace  per  day  and  is  made  up  almost  wholly  of 
cooling  water  losses  and  radiation,  both  of  which  can  be  reduced  some- 
what. In  addition  (at  the  Judge  plant,  and  it  is  the  usual  arrangement), 
some  5000  cu.  ft.  per  min.  of  air,  used  in  cooling  the  upper  rabble  arms 
and  thus  heated  to  165^  C,  is  discharged  into  the  fifth  hearth  chamber 
and  must  be  heated  to  about  600°  C.  if  it  is  not  to  cool  that  hearth 
materially.  The  heat  required  to  heat  this  air  is  supplied  by  the 
combustion  gases  from  the  coal-fired  grates;  and  in  order  to  effect  the 
600°  C.  average  temperature  in  the  hearth  chamber  these  combustion 
gases  are  actually  maintained  at  nearly  1400-1500°  C.  (as  measured  in 
the  fines  that  connect  the  coal-fired  combustion  chambers  with  the 
roaster).  Less  than  5  per  cent,  of  the  oxygen  required  for  the  combus- 
tion of  the  sulfides  is  consumed  on  the  lowest  three  hearths,  and  evidently 
only  a  very  few  hundred  cubic  feet  of  air  per  minute  would  be  sufficient 
for  this  purpose.  The  excessive  amount  of  air  introduced  into  the  fifth 
hearth  chamber,  however,  makes  it  necessary  either  to  add  very  much 
larger  quantities  of  hot  combustion  gases  in  order  to  )ieat  this  air,  or  else 
to  add  smaller  quantities  of  combustion  gas  heated  to  excessive  tem- 
peratures. Under  the  conditions  maintained  while  the  experiments  were 
in  progress,  the  temperatures  in  the  combustion  gas  flues  were  such  that 
only  silica  brick  would  stand  up,  and  it  is  evident  that  one  cannot  get 
much  further  on  by  heating  still  smaller  combustion  gas  quantities  to 
still  higher  temperatures.  It  would  seem  that  better  results  could 
possibly  be  obtained  by  either  discharging  a  fair  part  of  the  air  used 
for  cooling  the  rabble  arms  outside  the  furnace  or,  at  least,  higher  up 
in  the  furnace. 
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Again,  the  major  item  of  upkeep  expense  of  the  roaster  has  certainly 
been  occasioned  by  the  extremely  hot  gases  entering  the  roaster  from  the 
firebox  flues.  It  would  not  appear  at  all  impossible  that  much  of  this 
trouble  could  be  done  away  with,  and  that  the  roaster  could  be  made 
virtually  independent  of  outside  fuel,  by  downdrafting  all  the  furnace,  or 
at  least  the  lower  five  hearths.  To  do  this  would  probably  require  ex- 
haust fans,  since  otherwise  noxious  gases  would  probably  fill  the  roaster 
building  whenever  a  roaster  door  was  opened;  but  this  does  not  seem  to 
be  a  very  decided  disadvantage.  Neither  does  it  appear  impossible  to' 
substitute  electrical  energy  for  fuel  firing,  with  the  furnace  otherwise 
unaltered  as  regards  the  draft  arrangement.  At  most,  it  would  require 
the  supply  of  some  3,000,000  kg.-cal.  to  the  roaster  per  day  at  a  tempera- 
ture potential  well  within  the  reach  of  metal  heaters.  This  amounts  to  a  * 
continuous  load  of  some  145  kw.  per  furnace,  and  this  could  certainly  be 
reduced  if  a  little  attention  were  paid  to  the  rabble  arms  and  furnace 
walls  of  the  lowest  hearth  chamber.  An  electrolytic-zinc  plant  must  in 
any  case  have  cheap  power,  say  0.4  to  0.5  c.  per  kw.-hr.  Good  coal 
scarcely  exists  in  the  districts  where  electrolytic-zinc  plants  appear  to 
have  their  most  promising  future,  and  even  poor  coal  in  some  of  these 
districts  is  very  expensive.  The  writer  has  in  mind  one  prospective 
plant  for  making  150  tons  of  spelter  per  day  where  coal  yielding  8000 
B.t.u.  per  lb.  will  cost  $12  to  $15  per  ton,  and  where  power  will  not  exceed 
$15  per  hp.-3rr.  The  use  of  power,  say  at  the  rate  of  100  to  200  kw. 
per  furnace,  with  a  furnace  capacity  of  30  to  40  tons  per  day  is  by  no 
means  out  of  question  as  regards  the  relative  costs  of  power  and  coal, 
and  it  would  appear  possible  that  the  use  of  power  would  lead  to  a  more 
uniform  roaster  practice. 

Again,  the  writer  has  in  mind  several  interruptions  of  service  at  the 
Judge  plant  during  recent  winters  through  failure  of  the  coal  supply  and 
through  failure  of  the  transport  service  between  the  coal  mine  and  the 
zinc  plant  coal  bunkers.  The  question  of  fuel  economy  and  of  the  possi- 
ble substitution  of  power  for  fuel  is  not,  then,  so  far  fetched  as  it  might 
appear,  and  it  has  led  to  the  building  of  a  small  electrically  heated  roaster 
with  which  it  is  hoped  that  some  of  these  possibilities  may  be  explored. 

DISCUSSION 

G.  D.  ScHOLL,  Keokuk,  Iowa. — I  want  to  emphasize  the  point  brought 
out:  if  solutions  are  absolutely  pure,  the  tank-house  troubles  are  very 
few.  If  you  have  one  part  in  two  million  of  antimony,  you  ^dll  have 
trouble,  and  lots  of  it,  in  the  cell  room;  that  is  about  the  gage  you  might 
take  of  the  degree  of  purity  to  which  the  electrolyte  must  be  brought. 
Our  investigations  have  not  been  exhaustive,  as  the  plant  with  which 
I  am  connected  is  being  dismantled.     When  we  knew  we  were  going 
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to  dismantle,  we  ran  a  good  many  tests,  doping  the  commercial  cells 
with  impurities,  such  as  arsenic,  cobalt,  and  nickel.  Cobalt  is  very 
injurious  and  must  be  kept  very  low. 

C.  A.  Hansen. — I  should  like  to  call  attention  to  one  more  matter, 
Leaching  processes  generally  are  assuming  an  increased  importance,  and 
they  are  sure  to  become  much  more  important  than  they  have  been  in 
the  past.  We  have  in  this  country  large  deposits  of  low-grade  copper 
ores,  such  as  that  at  Ajo.  In  general  the  surface  portions  of  the  ore- 
body  are  oxidized,  the  imderlying  ores  are  the  original  sulfides,  and  the 
intermediate  ores  contain  both  sulfide  and  oxidized  copper  minerals. 
So  far  leaching  has  been  confined  to  the  treatment  of  the  oxidized  surface 
ores  with  sulfuric  acid.  This  treatment  recovers  little  or  none  of  the 
sulfide  copper.  On  the  other  hand,  present  concentration  methods 
applied  to  the  mixed  ores  recover  but  little  of  the  oxidized  copper.  It 
is  therefore  proposed  to  crush  the  mixed  ore,  leach  out  the  oxidized 
copper,  grind  the  leached  tailings,  and  recover  the  sulfides  by  flotation. 
I  believe  that  there  is  an  excellent  chance  that  we  can  make  an  85  per 
cent,  extraction  of  all  of  the  copper  in  mixed  ores  of  this  coaracter  by 
roasting  and  leaching  them,  and  that  the  operating  costs  for  such  a  proc- 
ess will  not  be  as  great  as  the  costs  of  leaching  followed  by  flotation. 
The  development  of  such  a  process  depends  very  largely  upon  working 
out  proper  roasting  methods.  It  seems  to  me  that  the  small  electrically 
heated  roaster  which  was  used  for  the  zinc-roasting  experiments  points 
to  a  readily  available  tool  for  exploring  the  copper-roasting  problem. 

E.  H.  Hamilton,*  Salt  Lake  City,  Utah  (written  discussion). — 
There  is  a  difference  in  the  results  obtained  in  roasting  in  a  muffle,  or 
single-hearth  furnace,  compared  with  results  obtained  when  the  hot  ore 
drops  from  one  hearth  to  another  through  a  current  of  hot  gas,  as  in  the 
case  of  McDougall,  Herreshoff,  and  Wedge  furnaces.  When  dropping 
through  the  hot  gases,  there  is  an  intensified  action  on  the  small  particles, 
which  flash  up  at  an  intense  heat  while  the  mass  and  relatively  smaller 
surface  exposure  holds  down  the  heat  in  the  larger  particle.  Where 
iron  is  in  close  contact  with  the  zinc,  the  tendency  to  form  ferrite  is 
greater  in  the  very  fine  material,  while  the  tendency  to  have  unroasted 
zinc  increases  with  the  size  of  the  particle. 

In  the  grinding  of  ore  in  a  dry  tube  mill  without  air  separation,  there 
is  a  marked  difference  in  the  proportions  of  the  various  sizes  from  the 
product  obtained  by  wet  grinding  in  closed  circuit  with  a  Dorr  classifier. 
It  is  necessary  to  exercise  good  judgment  in  deciding  the  best  procedure 
for  grinding.  It  is  not  correct  to  screen  out  the  various  sizes  of  the  leached 
product  and  have  these  analyzed  and  then  assume  that  the  size  which 
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contains  the  higher  per  cent,  of  zinc  is  yielding  less  zinc.  In  some  cases 
I  found  that  the  finest  particles  from  the  leached  product  ran  high  in 
zinc;  but  this  was  partly  due  to  the  fact  that  the  finest  material  in  the 
roasted  product  ran  relatively  high  in  zinc. 

In  all  roasting  operationSi  sizing  of  the  particles  is  of  the  greatest  im- 
portance. This  is  especially  true  of  roasting  mixtures  of  iron  and  zinc 
sulfides  for  zinc  leaching,  because  the  unroasted  sulfide  of  zinc  is  not 
dissolved;  and  if  ferrate  of  zinc  is  formed,  each  unit  of  iron  renders  0.58 
unit  of  zinc  insoluble. 

C.  A.  Hansen. — ^As  with  many  other  new  processes,  certain  advan- 
tages have  erroneously  been  claimed  for  the  electrolytic  zinc  process, 
erroneous  at  least  in  degree.  In  particular,  it  has  been  claimed  that  low 
zinc  content  ores  can  be  advantageously  treated  directly  by  roasting  and 
leaching.  Many  of  the  ores  in  this  class  are  ferruginous;  the  majority 
of  them  can  be  concentrated  by  old  and  well  established  methods; 
and,  in  my  opinion,  concentration  ahead  of  roasting  and  leaching  will 
generally  make  for  a  better  economic  return  than  the  direct  roasting 
and  leaching  of  the  original  total  ore  bulk.  In  either  case,  the  ore  must 
be  crushed  and  ground;  the  concentrator  expense,  aside  from  the  grinding 
costs,  will  generally  be  less  than  the  roasting  cost,  per  ton  of  material 
handled;  the  cost  of  roasters  alone,  when  treating  the  entire  ore  bulk,  will 
generally  be  greater  than  the  combined  cost  of  concentrator  and  roasters 
if  the  ratio  of  concentration  materially  exceeds  3:1.  The  extraction  of 
zinc  will  ordinarily  be  as  great  for  the  combination  of  concentrator 
and  zinc  plant  as  it  will  be  for  the  zinc  plant  alone,  while  the  zinc  plant 
costs  will  be  diminished  in  many  respects  in  proportion  as  the  tonnage 
requiring  treatment  is  diminished.  In  the  west,  practically  all  of  the 
zinc  ores  carry  valuable  byproducts — gold,  silver,  lead,  copper.  These 
byproducts  become  available  only  through  smelting  processes.  Their 
concentration  in  the  original  ore  is  seldom  such  as  will  permit  sending 
the  leach-plant  residues  to  the  smelter,  while  their  concentration  in  the 
leach-plant  residues  resulting  from  the  milled  product  will  generally 
make  it  profitable  to  smelt  those  residues. 

O.  C.  Ralston  (Niagara  Falls,  N.  Y.). — I  have  noticed  that,  where 
ferrites  are  troublesome  in  the  roasting  of  zinc  ores,  the  extraction  is 
usually  very  much  lower  than  where  they  are  not  supposed  to  be  present. 
I  think  that  ferrites  sometimes  are  blamed  for  some  unroasted  zinc  for 
the  reason  that  when  ferrites  do  form,  the  temperature  of  roasting  is 
usually  maintained  somewhat  lower  than  is  allowed  where  iron  is  not 
present  in  a  form  that  produces  ferrites.  Grading  the  ore  will,  therefore, 
allow  us  to  get  the  highest  temperature  conducive  to  good  roasting 
without  the  formation  of  ferrites. 
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Mr.  Haneen  says  that  when  roasting  a  ferruginous  blend,  it  is  much 
easier  to  form  sulfate  of  zinc.  It  seems  to  me  that  this  is  fairly  easily 
explained  from  the  fact  that  iron  oxide  is  the  contact  material  very  often 
used  for  making  sulfuric  acid,  and  from  that  angle,  it  seems  very  reasonable 
that  marmatite  ores  should  allow  us  to  form  a  greater  proportion  of  the 
zinc  sulfate  during  roasting.  I  feel  that  marmatites  are  perhaps  blamed 
for  more  than  they  might  be.  In  my  experience,  the  most  extreme  case  of 
iron  sulfide  in  solid  solution  with  zinc  sulfide — ^wMch  constitutes  marmatite 
— contained  about  14  per  cent  of  iron  in  the  purest  piece  of  the  mineral 
that  could  be  picked  from  the  ore  and  was  almost  coal  black.  The  same 
piece  of  mineral  ore  would  contain,  say,  54  per  cent,  of  zinc. 

The  formula  for  ferrite  of  zinc  would  only  call  for  about  the  equivalent 
weight  of  zinc  on  iron  which,  in  this  case,  would  be,  say,  15  per  cent,  of 
zinc.  In  other  words,  if  ferrite  were  the  explanation  of  low  extraction 
of  zinc  during  leaching j  the  iron  in  that  ore  should  have  held  back  ^Ha 
of  the  total  zinc.  Actually,  it  was  impossible  to  roast  the  ore  to  leave 
only  that  amount  of  zinc  behind,  and  you  could  always  find  some  un- 
roasted  blende  on  grinding  and  mechanical  separation  in  the  laboratory, 
which  seems  to  say  that  the  formation  of  ferrites  makes  it  impossible  for 
us  to  roast  it  at  a  temperature  which  will  allow  complete  desulfurization. 

The  Chaibman  (E.  P.  Mathewbon,  New  York,  N.  Y.). — ^The  Ana- 
conda Mining  Co.  has  a  plant  that  produces  daily  150  tons  of  electrolytic 
zinc.  The  Consolidated  Mining  and  Smelting  Co.  of  Canada  has  a 
plant  at  Trail,  B.  C,  that  was  producing  regularly  30  tons  of  electrolytic 
zinc  per  day,  but  during  the  war  the  capacity  was  increased  to  double 
that.  In  Australia,  they  built  one  plant  to  produce  10  tons  a  day;  that 
plant  is  so  successful  that  they  are  going  to  increase  it  immediately  to  a 
capacity  of  100  tons  a  day.  There  were  several  small  plants  in  the  United 
States.  One  was  producing  7  to  8  tons  of  zinc  per  day.  The  war  prices 
for  high-grade  zinc,  of  course,  assisted  a  good  deal  in  the  development  of 
the  process.  Now  that  the  war  prices  are  being  modified  and  the  demand 
for  zinc  temporarily  lessened,  the  work  is  greatly  curtailed. 

Dorset  A.  Lyon,  Washington,  D.  C. — ^As  Mr.  Hansen  has  brought 
out,  we  must  look  to  hydrometallurgical  processes  to  treat  our  ores.  I 
believe  that  the  day  of  the  old-line  treatment  of  those  western  ores  is 
past.  We  will  have  to  find  a  treatment  for  ore  where  we  are  far  away 
from  railroads,  and  under  desert  conditions,  where  we  have  no  water,  or 
have  to  contend  with  one  kind  of  fuel;  the  electrolytic  zinc  is  just  one 
phase.  Notwithstanding  the  great  progress  of  the  last  few  years,  there 
will  be  greater  progress  in  the  treatment  of  these  ores  in  the  next  decade. 

C.  A.  Hansen. — It  has  been  said  that  the  electrolytic  zinc  process  is 
not  a  poor  man's  process.    The  criticism  is  a  valid  one.     Aside  from 
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the  cost  of  the  primary  power  station,  the  cost  of  a  completely  equipped 
electrolytic  zinc  plant  may  betaken  at  from  SSO^OOOto  $20,000  per  ton  per 
day  of  zinc  capacity,  as  compared,  for  example,  with  something  Uke 
$35,000  or  $40,000  per  ton  of  copper  per  day  capacity  for  a  large  smelter 
and  refinery  treating  fairly  rich  copper  concentrates.  I  believe  that,  in 
respect  to  plant  cost,  the  electrol3rtic  zinc  plant  compares  favorably  with 
that  of  the  alternative  retort  plant,  whatever  the  scale  of  operations. 

G.  D.  ScHOLL. — The  plant  at  Keokuk  was  small,  about  10  tons  a 
day,  but  it  was  very  successful.  It  is  not  being  dismantled  on  account  of 
failure  but  because  it  was  decided  not  to  build  a  commercial  plant  at  this 
time.  We  had  a  peculiar  plant;  we  treated  fume  entirely.  A  combina- 
tion of  fume  and  concentrates  would  be  very  good.  We  did  not  have 
time  enough  to  develop  as  much  of  that  work  as  we  wished,  but  we  did 
do  a  Uttle  with  a  combination  of  roasted  Joplin  ore  and  fume.  The 
great  difficulty  in  electrolytic  zinc  is  the  impurities.  It  is  necessary  to 
work  to  a  very  close  Umit  and  if  roasted  ore  is  combined  with  the  fume, 
it  is  possible  to  dilute  the  impurities  that  come  from  the  fume,  and  then 
by  liberating  certain  portions  of  the  solution  every  day,  a  happy  medium 
may  be  obtained.    There  is  much  work  to  be  done  along  these  Unes; 

J.  W.  Richards,*  South  Bethlehem,  Pa. — I  do  not  know  exactly 
why  the  metallurgy  of  zinc  in  America  has  run  toward  the  electrolytic 
method  and  in  Europe  toward  the  electrothermal.  At  present  four 
plants  in  Norway,  Sweden,  and  Finland  are  working  on  zinc  ore  by  the 
electrothermal  process  and  they  are  apparently  prosperous.  They  have 
not  taken  up  electrolytic  methods  at  all.  The  reason  may  be  their  very 
cheap  power.  A  furnace  in  southern  Norway  of  1000  kw.  capacity  is 
working  on  distilling  zinc  from  zinc  dross,  possibly  dross  brought  over 
from  Germany.  That  furnace  is  operating  with  about  2000  kw.-hr.  per 
ton,  distilling  the  zinc  at  a  cost  of  about  $12  a  ton.  A  very  interesting 
side  business  was  the  distilUng  of  an  alloy  containing  9  per  cent,  zinc  and 
4  per  cent,  copper,  which  was  used  for  some  purpose  in  Germany  dur- 
ing the  war.  The  zinc  distilled  over,  leaving  the  aluminium- copper 
alloy,  with  lead  and  iron,  for  which  they  had  found  no  use.  Electric 
furnaces  for  working  ore  and  distilUng  zinc  have  found  a  permanent 
place  in  the  Scandinavian  countries. 

C.  H.  Fulton. — Are  any  details  as  to  the  type  of  furnace  used  in 
Norway,  Sweden  and  Finland  available? 

J.  W.  Richards. — ^At  the  present  time,  the  companies  are  extremely 
secretive.  They  say  they  are  working  under  the  De  Laval  patents  or 
some  modification  of  them  but  will  give  no  information  as  to  the  form  of 
the  furnace. 
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O.  C.  Ralston. — It  seems  to  me  that  the  electrothermic  extraction 
of  zinc,  when  we  know  better  how  to  operate  it,  will  probably  be  better 
adapted  to  the  small  pocketbook.  Mr.  Allmand^  describes  a  zinc  dis- 
tilling plant  built  during  the  war,  or  just  before,  in  the  Cologne  area, 
which  he  investigated  for  the  British  Government.  He  describes  a 
large,  cylindrical  furnace,  15  ft.  in  diameter  by  15  ft.  long  with  four 
electrodes  at  each  end,  and  a  smaller  condenser  with  its  end  abutting  on 
to  the  furnace  proper.  It  was  stated  that  a. 77  per  cent,  recovery  of  zinc 
was  made  in  this  furnace  during  the  war,  with  a  zinc  fume  and  zinc  oxide 
charge,  containing  over  70  per  cent.  zinc.  Until  this  recovery  is  im- 
proved, I  do  not  think  this  furnace  will  compete  with  ordinary  thermic 
zinc,  but  it  seems  to  be  a  very  promising  kind  of  furnace  and  does  not 
involve  briqueting,  with  its  endless  troubles.  Incidentally,  the  expense 
would  be  lower,  as  no  particular  preparation  of  the  charge  is  necessary, 
whereas  one  of  the  papers  read  today  describes  an  electrothermic  zinc 
extraction  process  in  which  a  highly  involved  briqueting,  calcining,  and 
handling  treatment  is  used.  These  recent  developments  in  electric 
zinc  distilUng  lead  me  to  feel  that  economic  units  of  small  capacity, 
united  to  the  size  of  small  pocketbooks,  will  soon  be  possible. 

Chairbcan  Mathbwson. — I  would  like  to  modify  the  last  speaker's 
statements  to  some  extent.  In  the  first  place,  the  power  required  in  the 
electrothermic  treatment  is  about  two  and  a  half  to  three  times  as  much 
as  that  for  the  electrolytic,  so  that  power  must  be  extremely  cheap  for 
that  process  to  compete  with  the  electrol3rtic  method.  Further,  it  has 
been  foimd  that  for  successful  electrothermic  treatment,  a  preliminary 
treatment  must  be  given  to  the  ore. 

C.  H.  Fulton. — What  power  is  required  for  electrolytic  zinc? 

Chairman  Mathewson. — ^The  power  is  calculated  on  the  zinc  pro- 
duced from  the  solution;  you  can  easily  average  10  lb.  per  kilowatt-day 
by  the  electrolytic  method,  but  only  4  lb.  with  the  best  electrothermic 
treatment.  For  days  at  a  time,  considerably  over  12  lb.  per  kilowatt-day 
has  been  produced  in  some  of  the  electrolytic  plants. 

C.  A.  Hansen. — ^We  have  consistently  made  zinc  imder  commercial 
operating  conditions,  but  at  current  densities  approximating  10  amp. 
per  sq.  ft.,  with  as  little  as  2500  kw.-hr.  direct  current  per  ton  of  zinc 
cathodes.  This,  however,  is  not  good  economy  by  reason  of  the  excessive 
cost  of  the  low-current  density  electrolytic  plant;  3000  kw.-hr.  direct 
current  per  ton  of  cathodes  is  a  perfectly  practicable  figure.  The  total 
power  consumption  for  a  reasonably  large  plant  should  not  exceed  4000 
kw.-hr.   high-tension  alternating  current  per  ton  of  spelter  actually 

*  A.  J.  Allmand  and  E.  R.  Williams:  Some  Chemical  Plants  in  the  Cologne  Area. 
Jnl  8oc.  Cbem.  Ind.  (Aug.  16,  1919)  38,  285. 
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shipped,  this  figure  covering  all  power  consumed  in  the  zinc  plant  but 
not  including  power  required  for  concentration. 

Professor  Pulton  asked  for  power  consumption  reduced  to  the  ton  of 
60-per  cent,  concentrates.  It  is  right  here  that  the  basic  difference 
between  the  retort  process,  or  electrothermic  process,  and  the  electrolytic 
process  comes  in.  The  power  consumption  for  the  latter  plant  is  prac- 
tically independent  of  the  grade  of  ore  treated,  and  it  is  virtually  4000 
kw.-hr.  per  ton  of  zinc  output  regardless  as  to  whether  that  zinc  is  made 
from  60-per  cent,  zinc  concentrates  or  from  25-per  cent,  zinc  ores.  On 
the  other  hand,  with  the  thermic  processes,  the  power  consumption,  the 
coal  consumption,  and  in  fact  the  costs  as  a  whole,  are  practically  the 
same  for  a  ton  of  material  treated,  without  regard  to  the  zinc  available 
from  that  ton  of  material. 

Georqb  a.  Guess,*  Toronto,  Can.  (written  discussion). — On  study- 
ing Mr.  Hansen's  figures  I  noticed  the  very  high  percentage  of  heat  in  his 
roaster  gas,  so  having  made  balance  sheets  on  roasters  in  which  the  figures 
were  considerably  less,  I  recalculated  Mr.  Hansen's  problem.  It  is  my 
opinion  that  the  safest  way  to  make  a  balance  sheet  is  to  actually  calculate 
the  heat  in  the  gases  and  then  leave  the  heat  unaccounted  for  to  heat  lost 
by  conduction,  as  figures  for  conduction  and  radiation  are  not  very 
reliable. 

Nearly  every  man  has  his  own  way  of  stating  a  heat  balance.  On 
smelter  work  I  have  always  used  the  ton  calorie,  when  weights  were  in 
tons  of  2000  lb.  The  relation  between  cubic  feet  and  oimces  beiqg  the 
same  as  between  cubic  meters  and  kilograms  simplifies  calculations 
in  English  units. 

My  finding  is  that  only  61.5  per  cent,  of  the  heat  generated  in  the 
roaster  is  carried  away  in  the  furnace  gases;  this  figure  also  compares 
with  my  previous  experience. 

Hbat  Suppubd  pm  Ton  of  Congbntratbb  ToH-oALoatBi 

ZnS  to  oxide,  39.0  @  89  @  1700 004.0 

ZnS  to  BuKate,  39.9  ©1.78  ©2860 20.8 

PbS  to  sulfate,  3  per  cent.  ©  946 28.8 

FeSt  to  oxide,  8.63  ©  3800 328.0 

Arsenic  sulfide  to  oxide,  0.3  per  cent.  ©  2230 6.7 

Antimony  sulfide  to  oxide,  0.3  per  cent.  @  1420 4.3 

CuS  to  CuO,  1  per  cent.  @  1666 16.6 

Total  from  concentrates 1007. 1 

Calories  in  coal 1360.0 

Total  per  ton 2367. 1 

26.7  tons  of  concentrates,  total  per  day,  63,000  ton-calories. 


•  Professor  of  Metallurgy,  Umversity  of  Toronto. 
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Gab  pu  Day  Tons  S0«         Tons  OOs         Tohs  HsO 

Oxidation  of  zinc  sulfide 0.32 

Oxidation  of  iron  sulfide 5.27 

Oxidation  of  arsenic  sulfide 0. 10 

Oxidation  of  antimony  sulfide 0.06 

Oxidation  of  copper  sulfide 0.27 

Oxidation  of  carbon 13.35 

Oxidation  of  hydrogen ! 2.66 

Moisture  in  coal ....        ^    0.3 

Moisture  in  concentrates ....  0.8 


Totals 16.02  13.36  3.76 

At  normal  temperature  and  pressure  the  above  weights  would  correspond  to  the 
following  volumes  in  cubic  feet. 

Cubic  Fbbt 

SOt 168,200 

CX)t 217,900 

H<0 149,800 

635,900 

The  only  determined  SOt  in  his  furnace  gaa  was  2  per  cent,  in  test  No.  3. 
Taking  this  figure,  the  total  volume  of  gas  will  be  8,410,000  cu.  ft.  per  day,  and  deduct- 
ing the  above  total  gives  7,874,100  cu.  ft.  per  day  of  oxygen  and  nitrogen. 

HVAT  IN  FiTBNAON  QaBBS  PBB  DaT  TON-CALORIBS 

168,200  cu.  ft.  SOi  @  0.031  and  455°  C 1,186 

217,900  cu.  ft.  COt  ®  0.0293 1,460 

149,800  cu.  ft.  HtO  ®  0.0251 856 

7,874,100  cu.  ft.  O  and  N  @  0.01967 35,200 

Total  heat  m  gases 38,690 

Total  generated 63,000 

Percentage  in  gases 61.6 

For  conduction  losses,  I  have  taken  a  difference  in  temperature  of  660°  C,  18  in. 
of  firebrick,  K  value  0.0042,  which  gives  a  heat  loss  for  the  furnace  per  minute  of 
22,000  pound-calories  or  per  day  15,840  ton-calories.  My  heat  balance  then  would 
be  as  follows- 

TON-CALOBIBfl  pBB  OBNT. 

PBB  Day  Total 

In  calcines 3,220  5.1 

Cooling  water 4,360  6.9 

Moisture  evaporated 690  0.9 

Conduction  and  radiation 15,840  25. 1 

Furnace  gases 38,690  61.6 

Unaccounted  for 310  0.6 

Total 63,000  100 . 0 
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C.  A.  Hansen  (author's  reply  to  discussion). — I  separated  various 
screen  portions  and  leached  these  separately.  Each  portion  was  analyzed 
both  before  and  after  leaching  and  I  believe  the  conclusions  reached 
regarding  the  relations  between  screen  size,  extraction,  etc.,  are  correctly 
reported.  I  feel,  then,  that  I  should  escape  Mr.  Hamilton's  criticism 
in  this  respect. 

I  agree  with  Mr.  Ralston  that  the  presence  of  iron  in  zinc  concentrates 
probably  has  much  to  do  with  the  formation  of  sulfate  zinc.  I  tried  to 
develop  some  definite  relation  between  iron  content  and  sulfate  forma- 
tion, but  I  did  not  succeed  in  finding  a  relationship  that  would  stand  my 
analysis. 

There  are  several  reasons  for  not  accepting  so  simple  a  relationship 
as  that  which  Mr  Ralston  proposes.  Perhaps  the  most  obvious  is 
suggested  by  the  behavior  of  two  such  dissimilar  materials  as  the  Bully 
Hill  ore  and  the  Butte  Superior  flotation  concentrate  during  the  latter 
stages  of  the  roasting  period.  It  is  not  impossible  to  roast  a  high  iron- 
zinc  concentrate,  whether  marmatite  or  otherwise,  so  as  to  eliminate 
practically  all  sulfide  sulfur.  The  average  sulfide-sulf ur  content  of 
the  calcines  obtained  at  Bully  Hill  was  not  higher  than  0.1  per  cent, 
and  it  was  often  lower.  Mr.  Ralston  may  have  tried  to  roast  a  coarse 
concentrate  or  to  roast  too  quickly.  I  do  not  in  the  least  doubt  that 
zinc  concentrates  are  often  incompletely  roasted  in  commercial 
practice,  and  that  insoluble  sulfide  zinc  is  frequently  charged  im- 
properly as  ferrate  zinc,  but  I  do  not  agree  that  the  presence  of  con- 
siderable iron  will  cause  one  to  choose  between  ferrate  formation  and 
incomplete  desulfurization. 

I  thoroughly  agree  with  Mr.  Guess  that  it  would  have  been  preferable 
to  determine  the  volume  of  the  roaster  gases,  and  their  heat  content,  in 
making  up  a  roaster  heat  balance.  Both  my  own  heat  balance,  and  that 
of  Mr.  Guess  were,  unfortunately  ex  post  facto  balances.  Either  could 
undoubtedly  be  much  improved  were  the  data  collected  with  definite 
regard  to  composing  a  proper  balance. 

At  the  time  my  data  were  collected,  we  were  trying  to  get  a  new  plant 
into  production  and  we  naturally  compromised  considerably  between 
expediency  and  thoroughness.  We  had  no  proper  facilities  for  measuring 
gas  volumes  nor  for  accurately  sampling  the  roaster  gas.  In  fact,  the 
reported  sulfur-dioxide  content  meant  little  more  to  us  than  that  it 
showed  an  ample  supply  of  oxygen.  On  the  other  hand,  I  have  con- 
siderable data  covering  the  rate  of  heat  dissipation  of  various  surfaces 
maintained  at  various  temperatures — data  collected  in  connection  with 
the  design  of  electrically  heated  apparatus. 

It  was  comparatively  easy  to  measure  the  surface  temperatures 
at  various  points  on  the  roaster  shell.    Whatever  inaccuracies  may  be 
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found  in  the  reported  balance  sheet  I  doubt  if  the  surface  heat  losses 
will  be  found  very  much  in  error.  I  am  sorry  that  my  files  are  not  avail- 
able since  it  might  have  been  of  interest  to  tabulate  some  of  the  data 
relative  to  surface  temperatures  versus  surface  heat  losses.  However, 
I  think  that  some  of  these  data  have  been  published  by  Doctor  Langmuir 
and  by  C.  P.  Randolph  in  the  Transactions  of  the  American  Electro- 
chemical Society. 
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Deterioration  of  Nickel  Spark-plug  Terminals  in  Service 

BT  HSNBT  S.  RAWDON'^  AND  A.  X.  KBTNITZKT,t  WASHINGTON,  D.  C. 

(Philadelphia  Meeting,  September.  1919) 

The  most  commonly  used  material  for  terminals  in  spark  plugs  is 
commercial  nickel  wire,  because  of  its  relatively  high  temperature  of 
melting,  excellent  heat  conductivity,  and  slow  rate  at  which  the  metal 
is  oxidized^  even  upon  continued  heating  at  high  temperatures.  The 
grade  commonly  used  for  this  purpose  averages  97  per  cent,  nickel,  the 
remainder  being  manganese,  cobalt,  iron,  copper,  with  traces  of  other 
impurities  always  found  in  commercial  nickel. 

A  peculiar  and  interesting  type  of  deterioration  that  occurs  in  these 
nickel  terminals  during  the  service  life  of  the  spark  plug  was  recently 
brought  to  the  attention  of  the  Bureau  of  Standards.  Commercial 
spark  plugs  vary  greatly  in  their  size  and  shape  and  the  terminals  differ 
considerably  as  to  their  relative  size,  shape,  number,  and  arrangement 
with  respect  to  one  another.  Although  this  defect  was  studied  in  detail 
in  only  one  form  of  spark  plug,  the  deterioration  is  a  characteristic  of 
the  material,  i.e.,  of  nickel  wire,  rather  than  of  the  particular  type  of 
spark  plug  in  which  it  was  noted  and  studied.  The  mechanical  features 
of  the  plugs,  however,  have  a  considerable  bearing  on  the.  time  required 
for  the  deterioration  to  become  serious.  The  results  of  this  study  of  the 
deterioration  of  nickel  terminals  in  service  should  be  of  value  to  the 
makers  of  all  types  of  spark  plugs  in  which  the  terminals  are  made  of 
this  metal. 

Character  op  Deterioration  of  Wires  During  Service 

Macroscopic  Appearance  and  Properties  of  Changed  Wire. — ^The  nickel 
terminals  in  which  the  deterioration  was  studied  were  taken  from  spark 
plugs  having  a  central  terminal  with  the  ground  or  side  terminals 
attached  firmly  at  both  ends  to  the  shell  of  the  plug.  In  some  of  the 
plugs,  two  side  terminals  were  used,  one  on  each  side  of  the  central  one. 
Although  both  terminals  were  found  to  have  deteriorated  to  some  extent, 
the  attack  of  the  central  one  was  quite  negligible  compared  to  that  of  the 
side  ones.  These  latter  wires  had  developed,  in  service,  transverse  cracks 
that,  in  many  cases,  were  as  sharp  and  definite  as  a  knife-cut.  After  a 
separation  occurred,  the  breach  widened  by  loss  of  material  from  the 

*  Associate  Physicist,  U.  S.  Bureau  of  Standards, 
t  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 

VOL.  LXIV. — 9. 
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ends  of  the  fractured  wires  until  a  gap  of  as  much  as  I  cm.  often  resulted. 
Fig.  1  shows  the  appearance  of  some  of  the  side  terminals  in  different 
stages  of  deterioration.     In  Fig.  2  is  shown  the  appearance  of  the  sur- 


face of  the  side  terminals  after  the  removal  of  the  carbonaceous  deposit 
that  usually  covers  them.     The  surface  is  roughened  by  a  series  of  parallel 


Fia.  2. — Surface  or  side  terminal  after  coksiderable  service, 

VERSE   TRACKB   THAT  DEVELOP.        X  3. 

transverse  cracks;  none  of  these,  however,  have  penetrated  deeply  enough 
to  cause  a  break  of  the  wire.  In  general,  these  transverse  cracks  occur 
more  frequently  on  the  side  of  the  terminal  on  which  most  of  the  sparking 
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occurs,  that  is,  the  one  facing  the  central  terminal;  than  on  the  farther 
side.  The  central  terminal  shows  no  appreciable  change  other  than  a 
slight  roughening  of  the  tip. 

The  appearance  of  the  fracture  of  the  side  terminal  is  that  of  very 
brittle  material,  there  being  no  elongation  and  no  reduction  of  cross- 
sectional  area.  The  face  of  the  fracture  itself  is  rough  and  crystalUne. 
The  mechanical  properties  of  three  samples  of  new  wire,  said  by  the  manu- 
facturers to  be  of  the  same  stock  as  the  terminals  that  failed,  were 
determined  with  the  results  given  in  Table  1. 


Table  1. — Mechanical  Properties  of  Nickel  Wire 


Number  of  Specimen 


1 
2 
3 
4 


Character  of  Wire  ^flrplrlq'lf '' 


Hard  drawn 
Annealed 
Annealed 
Annealed 


110,000 
73,000 
78,500 
66,200 


ElonntioD, 
Per  Cent. 


In  8  in. 


In  2  in. 


not  determined,  very  small 


26 
29 


30 
31 
28 


Specimen  1  was  said  to  be  the  material  from  which  the  used  terminals 
shown  at  a  Fig.  1  were  made  and  resembles  it  quite  closely,  see  Table  2. 
The  terminals  shown  at  6,  which  were  said  to  have  been  made  from 
wire  similar  to  specimens  2  and  3,  evidently  were  made  from  wire  quite 
similar  in  composition  to  specimen  4,  see  Table  2,  though  not  necessarily 
of  the  same  mechanical  properties.  Specimen  4  is  a  sample  of  annealed 
nickel  wire  from  the  Bureau  of  Standards  stock;  this  material  was  used 
in  all  the  experimental  work  described  later. 

The  fragments  of  the  deteriorated  wire  terminals  removed  from  the 
spark  plugs  were  found  on  the  whole  to  be  rather  ductile  and  to  stand 
several  sharp  right-angle  bends  before  breaking.  The  extreme  end  por- 
tion immediately  adjacent  to  the  break,  however,  was  brittle  and  broke 
readily  when  an  attempt  was  made  to  bend  it.  An  explanation  of  the 
embrittlement  of  nickel  wires  used  for  the  winding  of  an  electric  furnace, 
offered  by  Carpenter,^  assumes  the  presence  of  occluded  gas  within 
the  metal,  which  is  Uberated  under  the  combined  action  of  electricity 
and  heat.  The  wires  described  by  Carpenter  separated  into  a  bundle  of 
long  thin  threads  after  considerable  use  of  the  furnace.  The.  explana- 
tion does  not  answer  in  the  present  case,  in  which  the  wires  are  always 
fractured  by  a  series  of  transverse  cracks. 

Both  the  deteriorated  terminals  and  samples  of  unused  wires  were 
analyzed  chemically;  the  results  are  summarized  in  Table  2. 


^H.C.  H.  Carpenter:  National  Physical  Lab.,  Collected  Researches  (1908)  3,  97. 
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Table  2. — Chemical  Composition  of  Commercial  Nickel  Wire 


Specimen 


Nickel, 
Percent. 


Cobalt,     Coppert 
Per  Cent.  Per  Cent. 


Silicon, 

Per 

Cent. 


Ma'nganeee, 
Per  Cent. 


Iron, 
Per  Cent. 


aUsedwiroB f97.3« 

a  Kg.  2 197. 2» 

h  Used  wires 1 99.0- 

6  Fig.  2 199. !• 

cNo.  1,  Table  1 97.1 

d  No.  2,  Table  1 '   96.9 


e  No.  3,  Table  1 
f  No.  4,  Table  1 


97.1 
98.1 


0.7 
0.3 
0.3 
1.1 


0.10 
0.10 
0.10 
0.10 
0.14 
0.09 
0.09 
0.18 


0.40 
0.40 
0.40 
0.40 
0.12 
0.25 
0.18 
0.07 


1.60 
1.50 
0.05 
0.05 
1.30 
1.60 
1.50 
0.20 


0.5 
0.5 
0.4 
0.4 
0.6 
0.8 
0.8 
0.3 


«  Cobalt  was  not  detennined,  it  is  included  with  nickel. 

It  will  be  noted  that  deterioration  occurs  in  both  the  usual  ''97  per 
cent,  grade"  of  nickel  wire  with  relatively  high  manganese  content  and 
in  the  wire  of  higher  nickel  content. 

Microstrudural  Features. — In  Fig.  3  is  shown  the  microstructure  of 
commercial  nickel  wire  in  the  hard-drawn  and  in  the  annealed  states 
(specimens  1  and  4,  Table  1,  respectively).  The  metal  consists  of  but 
one  type  of  crystals,  as  is  true  with  pure  metals  and  solid  solutions  in 
general.  In  the  hard  cold-drawn  wire,  the  crystals  show  the  results  of 
the  severe  distortion  due  to  the  drawing,  by  their  elongated  form;  upon 
annealing  sufficiently,  a  recrystallization  takes  place  and  the  character- 
istic appearance  shown  in  h  results.  The  minute  inclusions  of  oxide 
and  other  impurities,  which  have  been  arranged  in  lines  parallel  to  the 
direction  of  working  during  the  drawing  operation,  have  been  dissolved 
by  the  strong  etching  solution  (concentrated  nitric  acid),  which  is  neces- 
sary to  develop  satisfactorily  the  crystalline  structure  of  nickel;  a  definite 
etching  pit  marking  the  location  of  each  inclusion  results.  At  c  is 
shown  the  outer  surface  of  the  annealed  nickel  wire  of  h.  This  wire 
has  received  no  treatment  after  the  final  annealing  by  the  manufacturers. 
In  an  extremely  thin  outer  layer,  a  structural  change  very  similar  to  that 
which  occurb  in  the  nickel  terminals  during  service  has  taken  place.  This 
undoubtedly  occurred  during  the  final  annealing,  the  hard-drawn  wires 
showed  no  trace  of  such  a  change  in  the  surface  metal.  In  the  following 
discussion  of  structural  changes  produced  experimentally  in  the  nickel 
wire,  it  should  be  borne  in  mind  that  the  extreme  surface  layer  has  been 
changed  already  to  the  extent  shown  in  c. 

Longitudinal  sections  of  the  deteriorated  side  terminals  were  prepared 
for  microscopic  examination.  The  small  fragments  of  the  wire  were 
plated  with  a  heavy  deposit  of  electrolytic  copper  to  preserve  the  edges 
of  the  section  during  the  process  of  polishing;  the  coated  piece  was  then 
mounted  in  a  suitable  matrix  and  the  resulting  composite  specimen  sec- 
tioned and  polished.     In  most  of  the  photomicrographs  a  part  of  the 
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u  Longitudinal  section  of  hard-dra 


b.  Longitudinal  section  oF  annealed  ti 
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protective  layer  of  copper  appears  immediately  adjacent  to  the  edge  of 
ttie  section  of  the  wire. . 


ill 

|?S 
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a  f  B 
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I  ^  a 
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In  Fig.  4  is  shown  the  appearance  of  longitudinal  sections  of  the  side 
terminal.  A  series  of  parallel  transverse  cracks,  some  of  which  extend 
very  deeply  into  the  otherwise  sound  metal,  is  apparent  in  the  unetched 
specimen.     By  etching  with  concentrated  nitric  acid  for  several  seconds. 
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the  ciyetal  boundaries  of  the  metal  are  revealed  and  the  intercrystalline 
nature  of  the  transverse  cracks  is  made  evident.     Fig.  5,  a  and  6, 


(I.  Network  in  outer  lone  of  wire  and  also  intercrystalline  fracture.      X  150. 


b  and  c  show'  lower  left-hand  comer  before  and  after  etching,  tjomc  intercrystal- 
line fiesurea  show  a  gray  non-metallic  substance,  evidently  oxide.  Etching,  con- 
centrated nitric  acid,  1  to  2  sec.     X  375. 

Fia,    7. LoNQITtTDINAL   SECTION    THRODOH   FRACTUBED   END   OP   WIRE. 

shows     the     course     of     one    of    these    cracks    at    a    relatively    high 
magnification. 
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Id  addition  to  the  intercrystalliDe  transverse  cracks  that  i>enetrate 
deeply  iDto  the  metal,  the  microscopic  examinatioD  revealed  a  zoDe  od 
the  outside  of  the  wire  in  which  the  crystal  boundaries  etch  very  readily, 
(ormiug  a  complete  network  of  intercrystalline  fissures;  in  some  cases 
entire  crystals  become  detached  in  this  zone  and  fall  bodily  out  of  place. 
These  features  are  shown  in  Fig.  6,  which  gives  a  narrow  traiwverse  sec- 
tion entirely  across  one  of  the  side  (erminals. 

In  Fig.  7  is  shown  a  part  of  one  of  the  side  terminals  adjacent  to  the 
fracture  that  occurred  in  this  wire.  The  break  was  distinctly  intercrys- 
talline, as  is  to  be  expected  from  the  nature  of  the  transverse  cracks. 
Before  etching,  many  of  the  intercrystalline  fissures  are  seen  to  contain  a 


FlO.    8. LOKOITCDINAL  SI 

ITNETCHBD.       EuTECTIC-UKE  NETWORK   FORMS  BETWEEN  CRYSTALS  IN  OUTER  ZONE  OF 

WIRE.     Abrowb  indicate  edge  of  sbctiom  or  wire.     X  600. 

film  of  gray  non-metallic  substance.  This  is  shown  in  b  and  c.  In 
Fig.  8,  the  intercrystalline  eutectic-like  network,  in  the  outer  parts 
of  the  deteriorated  wires,  is  shown;  this  appears  in  the  unetchcd  speci- 
men. Fig.  9  shows  a  section  through  the  fracture  of  one  of  the  broken 
side  terminals  and  clearly  shows  the  intercrystalline  path  of  the  fracture 
together  with  some  of  the  sound  unchanged  metal  just  back  of  the  face 
of  the  break. 

The  examination  of  the  central  terminal  showed  that  a  change  of  the 
same  general  character  as  occurred  in  side  terminals  had  taken  place  in 
this  one  also,  but  to  a  very  much  less  extent.  In  a  zone  of  metal  that 
covers  the  upper  end  of  the  terminal  like  a  cap,  the  intercrystalline  net- 
work is  well  developed.     This  cap  was  found  in  some  terminals  to  be 
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approximately  0.3  mm.  (0.012  in.)  thick  at  the  tip  and  to  extend  as  a 
layer  of  constantly  decreasing  thickness  for  approximately  15  mm. 
(^^  in.)  along  the  length  of  the  terminal.  In  the  same  specimen  the  side 
terminal  had  fractured  and  a  gap  of  over  7  mm.  width  had  formed. 
In  Fig.  10,  the  general  extent  of  the  deterioration  of  the  central  terminal 
is  shown;  in  no  case  were  there  found  any  of  the  definite  transverse 


FlO.    9. LONGITUDI    .._ 

Path  or  fbactcre  is  TBti,y  intbbcrtstalune;  unchanged  sound  uetal  apfeabs 

JUBT  BACK    OF  BREAK.       ETCHING,    CONCENTRATED    NITRIC    ACID    FOR   5   SEC.        X    500. 

cracks  noted  in  the  side  terminal.  Tiny  fissures  gradually  form  in  the 
attacked  metal  that  caps  the  end  of  the  terminal,  and  small  fragments 
become  detached,  thus  gradually  shortening  the  terminal.  The  relative 
intensity  of  the  attack  in  the  central  and  in  the  side  terminals  is  shown 
in  Fig.  11.  A  section  of  a  cross-section  of  the  top  of  the  central  terminal, 
the  fractured  end  of  a  side  terminal  and  the  cool  end  of  the  same  fragment. 
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that  is,  the  end  attached  to  the  shell  of  the  plug,  shows  the  depth  of  the 
zone  of  deterioration  in  each  case. 

To  illustrate  the  service  behavior  of  side  terminals  anchored  at  only 
one  end,  a  number  of  spark  plugs  of  a  different  tyj>e  used  for  various 
periods  in  a  Liberty  engine  were  examined.     The  side  tenuitiaJs   in  this 


Fia.  10. — Longitudinal  skct 

KXTENT  OF  DBTBBIOKATIOK,       THU 

plug  are  bent  at  a  right  angle,  fastened  to  the  shell  at  one  end,  and  ter- 
minate near  the  tip  of  the  central  terminal,  which  is  of  nickel  wire  of  the 
same  size  as  the  side  terminals.  Both  terminals  show  the  same  type  of 
deterioration  as  was  found  in  the  central  terminals  of  the  plugs  previously 
examined,  that  is,  a  cap  of  metal  in  which  the  intercrystaUine  fissures  are 


,    I.    KBrMTZSr 


well  developed  covers  the  free  end  of  each.  Fig.  12,  a  and  b,  shows 
the  appearance  of  the  two.  In  none  of  the  terminals,  side  or  central,  were 
any  of  the  deep  transverse  cracks  found.     The  plugs  had  been  subjected 


a.  Portion  of  cros»-aection  of  upper  tip  of  central  t«riniiial. 


e.   Portion  of  crosa-3cotion  of  oppo- 
site end  of  6,  i.e.,  where  terminal  is 
attached  to  plug  casing  (cool  end). 
Fio.  11.~-Rbi-*tii-b  deterioration  of  central  and  side  electrode,     Cbntde 

or  WIRE  CORRBaPONDH  QUITE  CLOSELY  IN  EACH  CASE  WITH  LOWER  CORNER  OF  PHOTO- 
MCROGRAPHB.       X    75. 

to  a  continuous  service,  which  varied  in  the  different  plugs  from  9?^  to 
28  hr.  The  thickness  of  the  zone  of  deteriorated  metal  in  the  terminals 
that  had  the  longest  service  does  not  differ  markedly  from  that  of  the 
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.  Longitudinal  sectioa  of  free  (hot)  end  of  side  tormina!. 


b.  Longitudinal  section  oF  tip  of  central  terminal. 
.  12. — Teruinalb  froh  spark  flitgs  in  vhich  side  tbruinal  is  anchored 

i    END   OKLY,   REMOVED    AFTER  9    HR,  SERVICE  I.V  LiBERTV   MOTOR.      EtCHINO,  2 

>    NITRIC    ACID.       X    55. 
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terminals  of  the  shorter  service.  The  loss  of  surface  metal  from  the  tip  of 
the  wires  during  service  in  part  explains  the  rather  striking  uniformity  in 
thickness  of  the  cap  of  deteriorated  metal. 


Possible  Factors  Contributing  to  the  Deterioration 

Chemical  Composition, — From  the  results  of  Table  2,  it  is  evident 
that  variations  in  chemical  composition,  such  as  occur  in  commercial 
nickel  wire,  are  not  a  determining  factor  in  the  deterioration  of  the  wire 
in  service.  Terminals  of  nickel  of  relatively  high  purity  (for  commercial 
wire)  were  found  to  be  attacked  in  the  same  manner  as  those  of  lower 
nickel  content.  Wires  in  which  the  manganese  content  was  purposely 
left  rather  high  appear  to  behave  the  same  in  service  as  those  in  which 
the  minimum  amount  of  manganese  for  controlling  the  sulfur  content  has 
been  used  in  the  metallurgical  operations  previous  to  casting.  It  was 
found  possible,  as  described  later,  to  experimentally  reproduce  the  same 
type  of  deterioration  in  nickel  wire  (specimen  /,  Table  2)  in  which  the 
impurities  were,  in  general,  less  than  those  of  any  of  the  wires  that 
deteriorated  in  service. 

Oxidation. — In  order  to  determine  the  part  played  by  oxidation  in  the 
development  of  the  intercrystalline  network  of  fissures  by  which  the  ma- 
terial is  embrittled,  specimen  4,  Table  1,  several  wires  were  heated  at  a 
high  temperature  for  periods  of  several  days  by  being  suspended  in  a 
small  tube  furnace  of  the  resistance  type.  The  ends  of  the  tube  were 
loosely  plugged  with  asbestos  to  prevent  convection  air-currents,  which 
interfere  in  maintaining  the  temperature  desired,  but  no  other  precau- 
tions were  taken  to  exclude  the  air,  see  specimens  3a,  4o,  and  12a,  Table  3. 
In  Fig.  13  are  shown  the  structural  changes  produced  by  heating  for  120 
hr.,  48  hr.  at  approximately  750°  C.  (740°-768°),  and  72  hr.  at  approxi- 
mately 870°  C.  (862°-882°).  A  very  slight  etching,  1  sec.  in  concen- 
trated nitric  acid,  is  necessary  to  show  properly  the  changes  that  have 
occurred.  The  thick  oxide  coating  that  forms  has  a  very  smooth  shining 
surface  resembling  varnish;  it  is  very  adherent  to  the  metal  beneath. 
On  the  inner  side  of  this  black  oxide  layer  there  is  a  thin  film  of  green 
material.  This  layer,  according  to  Burgess  and  Foote,  *  is  probably  nickel- 
ous  oxide,  Ni20,  the  thick  outer  layer  being  nickel  oxide,  NiO.  In 
the  outermost  portion  of  the  metal,  immediately  adjacent  to  the  oxide 
layer,  an  intercrystalline  eutectic-like  network  has  formed.  Microscopic 
examination  at  high  magnification  shows  that  this  network  on  the  inner 
side,  that  is,  toward  the  center  of  the  wire,  of  the  zone  in  which  it  has 
formed,  consists  of  discrete  particles,  probably  of  the  nickelous  oxide,  which 

*  G.  K.  Burgess  and  P.  D.  Foote :  U.  S.  Bureau  of  Standards,  Sci,  Paper  224,  53. 
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dissolve  very  readily  in  the  etching  fluid,  leaving definiteetching  pita.     The 
appearance  of  the  granular  network  is  that  of  a  eutcctic.     Without  doubt 


c.    X  750. 
s  12a,  Table  3.  heated  120  hr.  ; 

.    AT    APPBOKIMATELT   870°    C.       DEFINITE 

THE  HEAVY  OXIDE  LAYER.      NeTWOBK  A8  IT  FIRST  FORMS  IS  GRANULAR  IH  APPEAHANCE, 
LATER  COMPLETE  FILM  IS  FORUBD.       EtCHINO,   1  SEC.  IN  CONCENTRATED  NITRIC  ACID. 


this  netnork  indicates  the  manner  in  which  the  oxidation  progresses  into 
the  solid  metal.     A  similar  tendency  of  steels  of  a  rather   high  nickel 
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content  to  oxidize  selectively  along  the  boundaries  of  the  crystals  hajs  been 
pointed  out  by  Stead.* 

A  series  of  heating  and  cooling  curves  were  taken  to  illustrate  the 
behavior  at  high  temperatures  of  nickel  that  had  been  oxidized  by  heating 


c.    X  750, 
i  Fig.  13,  etched  deeplt.     Gbanulab  eutbctio- 

ARIES.     Etching,  concentrated  nitric  acid  fob  8  sec. 

for  120  hr.  as  given  above.     No  evidence  was  obtained  in  the  behavior  of 

the  metal  as  recorded  in  the  heating  and  cooling  curves  that  the  eutectic- 

>  J.  E.  Stead:  JtU.  Iron  and  Steel  Inat.  (1016)  U,  243. 
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like  network  fuses  within  the  temperature  range  500"  to  900°  C;  although 
it  is  formed  at  a  temperature  considerably  below  the  upper  limit  given. 
The  heating  and  cooling  curves  obtained  were  identical  with  those  of  the 
same  material  before  oxidizing. 

Ae  the  oxidation  progresses,  the  isolated  particles  of  the  eutectic  coa- 
lesce and  a  continuous  film  is  formed,  as  is  to  be  seen  in  the  outer  portion 


I.  CrosB-fiection  (unetched)  of  the  heated  portion. 


b.  Similar  cross-section,  etched  5  aec.  in  concentrated  nitric  acid. 

WIRE    HEATED   FOR   5   HR.   IN   CARBON   MONOXIDE   AT  720°  C.       X  500. 

of  the  zone  of  the  intercrystalhne  network,  b,  Fig.  13.  In  Fig.  14,  the  same 
material  is  shown  after  deeper  etching,  the  appearance  of  the  structure 
is  identical  with  that  of  the  terminals  that  have  deteriorated  in  service. 
Upon  long  continued  heating,  the  width  of  this  zone  of  intercrystaUine 
network  widens  and  a  considerable  embrittleraent  of  the  wire  results. 
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Long  continued  heating  also  increases  the  crystal  size  of  the  metal  very 
materially  and  thus  adds  to  the  weakness  of  the  overheated  metal.  In 
none  of  the  wires  that  were  heated  was  it  possible  to  produce  the  definite 
transverse  intercrystalline  cracks,  such  as  were  found  in  the  deteriorated 
terminals  and  by  which  the  fractures  are  caused.     It  would  appear  that 


b.   Similar  crosa-sectian,  etched  5  sec.  in  concentrated  nitric  acid. 
Fio.  16. — Effect  of  rbdecinq  atmosphere  (acetylene)  on  nickGl  wire  seated 
FOR  ABOUT  3  HR.  at  980°  C.     Gas  was  passed  over  the  hot  wire  intermittently 

AND  HEAVY  DBPOsrT  OP  CARBON  FORMED.   X  100. 

continued  heating  in  the  presence  of  air  at  a  high  temperature  contrib- 
utes to  the  embritthng  of  the  material.  The  effect  of  oxidation  is  very 
slight,  however,  compared  with  that  of  some  of  the  other  possible  contrib- 
uting causes  and  may  probably  be  disregarded  as  one  of  the  causes  of  the 
embrittling  of  the  wire  when  used  in  a  spark  plug. 
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Reducing  Atmosphere. —The  effect  of  a  strongly  reducing  atmoaphere 
upon  hot  nickel  wires  was  determined  by  heating  wires,  in  carbon  monox- 
ide and  in  acetylene;  specimen  4,  Table  1.  The  carbon  monoxide  was  pre- 
pared by  the  action  of  concentrated  sulfuric  acid  upon  sodium  formate 
and  passed  through  soda  lime  to  remove  any  carbon  dioxide  that  might 
be  present.  Carpenter  and  Smith  have  shown  that  carbon  dioxide  in  any 
appreciable  amount  will  inhibit  the  carburization  of  iron  by  means  of 
carbon  monoxide.* 

The  effect  of  carbon  monoxide  was  determined  at  two  temperatures. 
In  the  first  case,  710",  the  gas  was  passed  at  a  very  slow  rate  continuously- 
over  the  wire,  which  was  contained  in  a  long  silica  tube  electrically  heated 
at  the  center  for  5  hr.  In  the  second  case,  the  furnace  was  maintained 
at  980°  C  and  the  gaa  was  passed  intermittently,  the  furnace  being  tightly 


Fia.  17.— LoNOITUDINAL  SECTION  THROUGH  BPOT  PRODUCED  DPON  SURFACE  OF 
NICKEL  WTRB  BY  ELECTSIC  SPARK.  1n  £0NE  1,  METAL  HAS  BEEN  EIQHLT  HBATKD; 
INTERCBYSTALLINE  NETWORK  PRODUCED  EKTENDH  INTO  ZONE  2,  THE  SOUNDBBT 
METAL  WHICH  HAS  REMAINED  RELATIVELY  COOL.  ETCHING,  CONCENTRATED  NITRIC 
ACID  FOR  3  KEC.        X  500. 

closed  at  both  ends  when  the  gas  was  not  passing;  the  specimen  was 
exposed  to  the  hot  gas  for  4  hr.  In  both  ca^es  carbon  dioxide  was 
produced,  as  was  shown  by  the  escaping  gas  as  it  bubbled  through  barium 
hydroxide  but  no  pronounced  deposit  of  carbon  on  ohe  wire  was  formed. 
The  effect  of  the  gas  on  the  nickel  is  essentially  the  same  in  the  two 
cases.  Fig.  15  shows  the  appearance  after  the  treatment.  No  change 
was  apparent  in  the  unetchcd  state,  slight  etching  reveals  a  thin  surface 
layer  in  which  the  intercrystalline  fissures  are  well  developed. 

The  specimen  that  was  exposed  to  acetylene  was  heated  at  980°  C. 
for  approximately  3  hr.     A  very  heavy  deposit  of  carbon  was  produced 

*  H.  C.  H.  Carpeater  and  C.  C.  Smith:  Reaction  Between  Carbon  Monoxide  and 
Electrolytic  Iron.     Jnt.  Iron  and  Steel  Inat.  (1918)  98,  139. 
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in  this  case  and  it  was  not  possible  to  pass  the  gas  through  continuously. 
The  surface  of  the  wire  became  coated  with  a  thin  black  brittle  coating, 
which  flaked  oflF  on  slight  bending,  leaving  the  surface  roughened.  Un- 
doubtedly this  layer  is  a  carbide.  Fig.  16  shows  the  change  produced  in 
the  wire  by  the  hot  acetylene.  The  wires  were  still  ductile  after  heating, 
in  both  cases,  and  gave  no  evidence  of  pronounced  brittleness  upon 
bending. 

The  effect  of  the  hot  reducing  gases  appears  to  be  somewhat  greater 
than  that  of  an  oxidizing  atmosphere,  although  the  method  of  attack  is 
the  same  in  each  case,  that  is,  intercrystalUne.  No  indications  of  local- 
ized action,  which  might  result  in  deep  transverse  cracks  in  the  wire, 
were  observed  in  any  of  the  wires  exposed  to  the  reducing  gases;  the 
metal  is  uniformly  affected  at  the  exposed  surface. 

Intense  Local  Heating, — In  general,  the  effect  of  the  electric  spark  on 
the  terminal  must  be  regarded  a^  an  intense  local  overheating.  Two 
nickel  wires,  specimen  4,  Table  1,  were  used  as  electrodes  and  sparks  passed 
between  them.  The  sparks  were  produced  by  breaking  the  secondary 
circuit  of  a  transformer  (an  *' electric-stylograph''  used  for  writing  on 
metals,  was  used).  The  current  in  the  secondary  winding  could  be 
varied  from  approximately  100  to  over  300  amp.  These  conditions, 
of  course,  are  not  comparable  with  the  ignition  system  of  the  engine.  It 
was  not  attempted  to  duplicate  service  conditions,  but  rather  to  accelerate 
the  action.  The  aim,  however,  was  to  strongly  heat  the  metal  in  a  very 
small  area  while  the  remainder  remained  relatively  cool.  Specimens  were 
prepared  by  sparking  in  air  and  also  in  an  atmosphere  of  carbon  dioxide, 
in  order  that  oxidation  might  be  reduced  to  a  minimum.  The  results 
obtained  in  both  cases  were  bf  the  same  general  character. 

In  Fig.  17  is  shown  the  appearance  of  a  spot  produced  by  a  relatively 
weak  spark.  The  part  that  has  been  heated  strongly  is  sharply  differen- 
tiated from  the  metal  that  remained  rather  cool.  A  network  of  inter- 
crystalUne cracks  has  broken  up  the  continuity  of  the  overheated  metal; 
these  extend  for  some  distance  into  the  surrounding  sound  metal  as 
intercrystalUne  fissures. 

A  much  larger  overheated  area  is  shown  in  Fig.  18.  This  specimen 
was  sparked  in  an  atmosphere  of  carbon  dioxide,  a  much  heavier  current 
being  used.  Three  zones  are  to  be  noted ;  an  outer  one  in  which  the  metal 
was  fused,  an  intermediate  one  that  was  strongly  overheated  and  devel- 
oped the  network  of  intercrystaUine  fissures,  and  the  inner  or  relatively 
cool, metal,  which  is  unchanged  for  the  most  part  except  for  the  inter- 
crystalUne cracks  of  the  overheated  zone  that  extend  inio  it.  The  dis- 
tinct dentritic  pattern  of  the  metal  in  the  outer  zone  is  proof  that  the 
metal  here  has  solidified  from  the  molten  state  with  the  production  of 
this  characteristic  structural  pattern.  The  Une  of  demarcation  between 
the  overheated  (but  not  melted)  metal  and  the  relatively  cool  portion  is 
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very  definite.  The  intercrystalline  cracks  have,  however,  extended  into  the 
sound  metal  of  the  interior;  they  are  truly  intercrystalline  in  their  course. 
In  none  of  the  wires  heated  by  the  electric  spark  could  any  of  the  defi- 
nite transverse  cracks  be  found,  although  in  some  cases  the  effect  of  as 
many  an  25  to  30  sparks  was  concentrated  in  a  narrow  ring  around  the 
wire.     The  intercrystalUne  network  produced  by  the  local  heating  by 


X  100.     Three  distinct  z 


b.  X  375.     Zonelofa.    Metal  haabeea  c.   X  375.     Zone2ofa.     Metalhaabeeu 

meltedtindpOnsolidificatioD,  produced  the      highly   heated   but  not   melted.     latei- 
choracteristic  dendritic  Htructure.  crystalline  network  produced  extends  into 

Zone  3  of  a,  the  sound  metal  which  re- 
mained relatively  cooL 
Fig.    18. — Lonoitpdinal  section  t 


the  electric  spark  is  properly  to  be  regarded  as  a  heat  effect  only  and  is 
not  accompanied  by  oxidation,  except  in  the  outermost  surface  of  those 
produced  in  air. 

Injliience  of  Combined  Action  of  Tensional  Stress  and  Heal. — In  order 


HENRY  S.    RAWDON   AND   A.    I.    KRYNITZKY 


151 


to  explain  the  formation  of  the  definite  transverse  cracks  that  form  in  the 
side  terminals,  a  series  of  wires  were  stressed  in  tension  while  heated 
at  a  high  temperature;  specimen  4,  Table  1.  No  attempt  was  made  to 
reproduce  the  temperature  of  the  terminals  in  service,  since  no  accurate 
measurement  can  be  made  of  the  temperature  of  the  small  spot  at  which 
the  spark  occurs;  the  measured  temperature  of  the  terminal  would  be  con- 
siderably below  the  actual  temperature  at  this  spot.  The  temperatures 
used  below  and  elsewhere  are  considerably  above  the  average  service 
temperature  of  the  terminal.  The  work  of  Rosenhain  and  Ewen*  has 
shown  that  the  fracture  produced  in  metals  broken  in  tension  while  hot 
is  always  intercrystalline  in  its  course.  The  samples  of  wire  tested 
were  about  2  ft.  in  length;  the  specimen  was  inserted  through  a  small  ver- 
tical tube  furnace  of  the  resistance  type,  firmly  attached  to  a  support 
above  and  loaded  with  a  weight  below.  Only  the  central  part  of  the  wire 
was  heated;  in  all  cases  the  break  took  place  within  this  heated  portion. 
The  results  are  summarized  in  Table  3. 

Table  3. — Combined  Effect  of  Heat  and  Stress  on  Nickel  Wires 


Specimen    1  «,  -^Y^?®       '     Load.  Lb. 
^ber        ^5^£SS^*      Per  si.  In. 


Results  and  Remarks 


3 

3« 

4 

4« 

5 

6 

7 

8 

9 

10 

11 
12 

12- 


942 

970 

940 
940 
940 
940 
988 
993 
993 
1004 
1020 

1100 

740 
[740 

\880 
/740 
\880 


3300 

3800 

3300 
no  load 
3800* 
no  load 
3800 
3300 
3500 
3300 
3300 

1180 

1180 
1180 

no  load 


Wire  put  in  cold  furnace,  gradually  heated, 

broke  in  3  hr. 
Put  in  cold  furnace,  gradually  heated,  broke  in 

3  hr.,  50  min. 
Put  into  hot  furnace,  broke  in  20  min. 
Heated  continuously  for  72  hr.« 
Put  into  hot  furnace,  broke  in  20  min. 
Heated  continuously  for  72  hr." 
Put  into  hot  furnace,  broke  in  10  min. 
Put  into  hot  furnace,  broke  in  13  min. 
Put  into  hot  furnace,  broke  in  12  min. 
Put  into  hot  furnace,  broke  in  13  min. 
Put  into  warm   furnace,   heated   rapidly  to 

temperature,  wire  broke  in  30  min. 
Wire  broke,  time  not  determined  as  wire  broke 

during  night. 
Heated  72  hr. ,  wire  did  not  break.  •     ^ 
48  hr.  at  lower  temperature,  72  hr.  at  higher, 

wire  did  not  break." 

48  hr.  at  lower  temperature,  72  hr.  at  higher." 


"  Microexamination  showed  the  beginning  of  an  intercrystalline  network. 


*  W.  Rosenhain  and  D.  Ewen :  Intercrystalline  Cohesion  in  Metals.     Nsitional 
Physical  Lab.,  CoUeded  Researches  (1913)  10  and  11. 
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The  ultimate  strength  of  the  wire  tested  at  ordinary  temperature 
65,0001b.  per  sq.  in.  (4569  kg.  per  sq.  cm.);  elongation  in  2  in.  (5  cm.), 
28  per  cent.;  diameter  of  wire,  0.073  in.  (1.9  mm.). 

The  stress  necessary  to  produce  fracture  in  the  hot  wire  is  very  small 
compared  with  the  ultimate  strength  of  the  material  at  ordinary  tem- 
peratures (approximately  5  per  cent.).  The  appearance  of  the  fracture 
is  very  characteristic,  a  sharp  crystalline  break  with  no  appreciable 
elongation  or  reduction  of  cross-sectional  area.  A  series  of  small  trans- 
verse cracks,  parallel  and  close  to  the  face  of  the  break,  is  usually  to  be 
found.  Fig.  19  shows  the  appearance  of  two  of  the  wires  broken  in  this 
manner  and  shows  the  characteristic  features  of  the  fracture. 

The  changes  in  the  microstructure  produced  by  the  combined  action  of 
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I. 

e 
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Fig.  19. — Fractured  ends  of  two  nickel  wires  broken  in  tension  while  hot. 

X  6. 

tensional  stress  and  heat  are  shown  in  Fig.  20.  A  network  of  fine  inter- 
crystalline  fissures  with  numerous  transverse  cracks  extending  into  the 
body  of  the  wire  is  produced.  In  Fig.  21  there  is  shown  a  section  through 
the  end  of  one  of  the  fractured  wires.  The  fracture  is  distinctly  inter- 
crystalline  and  has  resulted  from  the  formation  of  transverse  intercrys- 
talline  cracks,  which  are  identical  in  appearance  with  those  found  in  the 
terminals  that  deteriorated  in  service. 

The  brittleness  of  metals  at  high  temperatures  has  been  explained  by 
Rosenhain  and  Ewen^  as  due  to  the  weakening  of  the  intercrystalline 
"amorphous  cement"  upon  heating.  The  behavior  of  nickel  is  very 
similar  to  that  of  lead,  tin,  and  the  other  metals  of  relatively  low  melting 
point,  which  were  used  in  the  work  of  Rosenhain  referred  to.  Nickel 
differs,  however,  in  one  important  respect,  in  that  the  intercrys- 
talline weakness  becomes  manifest  at  temperatures  far  below  the  melting 
point.     Metals,  such  as  tin,  lead,  and  aluminum,  must  be  heated  to 

•  hoc,  cii. 
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,  with  concentrated  n 
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within  a  few  degrees  of  the  melting  [>oint  in  order  to  demonstrate  this 
intercrystaUine  weakness.  Nickel  also  differs  markedly  from  iron  in  its 
behavior  at  high  temperatures.  Rosenhain  and  Humfrey^  demonstrated 
that  iron  and  mild  steel  will  break  under  a  relatively  very  low  stress  at 
high  temperatures  with  an  intercrystaUine  break  but  with  a  very  pro- 


FlO.    21. — LONOITUDINAL    SECTION    THROUGH    PRACTUBE    PRODUCED   IN   HOT   WIU 
UNDER  CONSTANT  LOAD)  FRACTURE  18  DISTINCTLY 
IN  APPEARANCE  TO  THOSE  PKODUCED  IN  BBBVICE, 

TUBB,     Photomicroorafh  shows  entire  BECni 

TRATED  NITRIC   ACID    FOR  3   BBC.       X  65. 

nounced  elongation,  often  over  100  per  cent.     Nickel  breaks  with  no 
elongation. 

Explanation  of  Service  Deterioration  or  Terminals 
The  types  of  deterioration  of  the  nickel  wires  in  service  as  spark- 
plug terminals  are  to  be  attributed  to  the  'combined  effect  of  several 
causes.     The  surface  layer  of  wires  heated  continuously  in  a  reducing 
atmosphere   shows   evidence   of   intercrystaUine   brittleness.     This   be- 
'  W,  Rosenhain  and  J.  C.  W,  Humfrey:  National  Physical  Lab.,  ColUcUd  Re- 
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havior  of  nickel  is  in  agreement  with  the  fact  that  deterioration  in  service 
begins  at  the  isurface  and  progresses  inward.  Prolonged  heating  in  the 
air  will  likewise  develop  brittleness  in  the  outer  layer  by  the  formation 
of  an  intercrystalline  eutectic-like  network.  This  effect  is  very  slight, 
however,  in  comparison  with  other  causes  and  probably  does  not  mate- 
rially affect  the  rate  of  deterioration  of  the  terminals.  The  increased  crys- 
tal size  due  to  prolonged  heating  will  contribute  somewhat  to  the  failure 
of  the  wires  by  facilitating  the  formation  of  the  transverse  intercrystal- 
line fissures. 

Local  overheating  by  the  electric  spark,  with  the  subsequent  cooling, 
gives  rise  to  the  definite  intercrystalline  fissures  in  such  overheated 
areas  that  contribute  to  the  local  brittleness  of  the  wire.  The  more  rapid 
wearing  away  of  the  metal  on  the  side  exposed  to  the  spark  is  probably 
due  to  this.  The  weakening  of  the  "intercrystalline  cement"  upon 
heating  and  the  pronounced  intergranular  separation  that  occurs  upoh 
application  of  a  very  low  stress  is  probably,  however,  responsible  for 
the  definite  "knife-cut"  fractures  that  occur  in  some  terminals.  Such 
stresses  may  be  due  to  the  effect  of  unequal  heating  and  cooling  of  the 
wire,  to  the  vibratory  and  explosive  action  of  the  spark,  and  to  the  con- 
stant jarring  and  vibration  of  the  engine  as  a  whole  in  service;  this  is 
particularly  pronounced  in  the  case  of  airplane  motors.  The  stressing 
of  the  side  terminals  firmly  anchored  at  both  ends  by  the  differential 
expansion  of  the  shell  of  the  plug  is  probably,  however,  the  most  potent 
source  of  danger  to  which  such  terminals  are  exposed.  The  other  pos- 
sible stresses  cited  affect  all  terminals  and  probably  aid  materially  in  the 
formation  of  the  intercrystalUne  network  that  is  always  formed  and  by 
which  the  wire  is  embrittled. 

Summary 

1.  The  service  deterioration  of  nickel  spark-plug  terminals  is  shown 
to  be  due  to  the  embrittlement  of  the  wire  by  the  formation  of  a  system 
of  intercrystalline  network  and  definite  transverse  cracks. 

2.  Variations  in  chemical  composition  of  the  nickel  wires  do  not 
appear  to  have  much  bearing  on  the  deterioration;  it  occurs  in  wire  of 
relatively  high  purity  as  well  as  in  the  "97-per  cent,  grade"  usually 
specified.  * 

3.  Continued  heating  of  nickel  wire  in  the  air  at  a  high  temperature 
contributes  sUghtly  to  the  embrittlement  of  the  wire  by  the  formation 
of  an  intercrystalline  eutectic-like  oxide  network. 

4.  Nickel  wires  heated  in  a  strongly  reducing  atmosphere  show  evi- 
dence of  an  intercrystalline  embrittlement  of  the  surface  metal.  A  thin 
brittle  surface  skin,  apparently  carbide,  forms  in  case  considerable  car- 
bon is  deposited  on  the  wire. 

5.  Intense  local  heating  by  means  of  the  electric  spark  together  with 


156       DETERIORATION  OF  NICKEL  SPARK-PLUG  TERMINALS  IN  SERVICE 

the  sudden  cooling  contributes  to  the  embrittling  of  the  wire  by  the  forma- 
tion of  fine  intercrystalline  fissures  in  the  heated  zone. 

6.  The  application  of  a  relatively  low  stress  to  the  hot  wire  is  sufiicient 
to  fracture  the  wire  by  the  formation  of  transverse  intercrystalline  cracks. 
The  tensional  stress  due  to  the  differential  expansion  of  the  shell  and  the 
terminals  is  probably  sufficient  to  cause  the  formation  of  the  transverse 
breaks  in  those  electrodes  that  are  firmly  anchored  at  both  ends.  Such 
cracks  were  not  found  in  other  forms  of  nickel  terminals. 

DISCUSSION 

Francis  B.  SilsbeE;*  Washington,  D.  C.  (written  discussion). — This 
paper  is  an  interesting  example  of  the  solution  by  the  methods 
of  metallography  of  what  seemed  at  first  a  purely  chemical  problem. 
The  authors  have  shown,  in  detail,  how  the  well-known  corrosion  of  spark- 
plug terminals  is  due  to  the  dropping  out  of  the  individual  crystals  of  the 
metal  as  it  becomes  surrounded  by  an  oxide  film.  This  corrosion  is 
usually  quite  slow  but  in  special  cases  may  become  a  serious  factor  in 
limiting  the  life  of  spark  plugs.  There  still  remains  the  problem  for  the 
metallurgist  to  produce  a  material  that  will  be  entirely  free  from  this 
trouble. 

One  of  the  most  startling  results  of  the  work  is  the  demonstration  that 
it  affords  of  the  deleterious  effect  of  a  mechanical  stress  continuously 
applied  to  material  that  is.  at  the  same  time  subject  to  adverse  chemical 
or  thermal  conditions.  The  particular  style  of  spark  plug  shown  in  the 
illustration,  and  in  which  serious  trouble  was  caused  by  this  corrosion, 
has  the  side  terminals  fastened  at  both  ends  and  the  method  of  assem- 
bling is  such  that  a  considerable  initial  tension  is  applied  to  the  wire.  It 
is  without  doubt  this  superimposed  tension  that  causes  the  intercrystal- 
line network  to  line  up,  as  it  were,  into  a  few  continuous  and  deeply 
penetrating  transverse  fissures  instead  of  forming  a  great  number  of 
shallow  surface  cracks.  This  result  is  clearly  shown  both  in  the  case  of 
wires  suspended  in  the  electric  furnace  and  in  the  spark-plug  terminals 
themselves. 

This  phenomenon  is  closely  analogous  in  some  respect  to  another  case 
of  deterioration,  which,  oddly  enough,  also  arose  in  connection  with  the 
work  that  the  Bureau  of  Standards  has  been  carrying  on  during  the  past 
two  years  on  spark  plugs  and  ignition  apparatus.  The  second  instance 
is  the  cracking  of  the  rubber  insulation  on  the  high-tension  cables  con- 
necting the  spark  plugs  to  the  distributor.  The  ozone  produced  by  elec- 
trical discharges  in  the  neighborhood  of  such  cables  attacks  unstressed 
rubber  uniformly  and  very  slowly.  The  presence  of  a  very  little  mechan- 
ical tension  in  the  insulation,  however,  is  sufficient  to  localize  the  corrosion 

*  Associate  Physicist,  U.  S.  Bureau  of  Standards. 
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into  a  few  deep  cracks,  which  rapidly  extend  to  the  core  of  the  cable  and 
render  it  useless.  This  failure  of  the  cable  and  the  breaking  of  the  nickel 
wire  described  in  this  paper  are  doubtless  only  two  of  the  many  similar 
cases  where  a  material  fails  under  a  combination  of  adverse  conditions, 
no  one  of  which  is  alone  sufficient  to  cause  any  serious  damage. 

Paul  D.  Mekica,  Bayonne,  N,  J.  (written  discussion).— The  mode 
of  intercrystalline  oxidation  which  the  authors  have  so  well  observed  and 
described  is  characteristic  of  nickel  that  has  been  exposed  to  the  action 
of  an  oxidizing  atmosphere  at  higher  temperatures,  such  as  those  at 


Fio.  22. — Unbtched 


which  it  is  annealed  or  heated  for  rolling  or  forging.  Oxidation  under 
such  conditions  proceeds  inward  from  the  surface  along  the  crystal 
boundaries  producing  a  network,  probably  of  oxide,  which  causes  a 
very  brittle  condition  of  this  surface  material.  This,  in  turn,  generally 
results  in  surface  cracking  and  checking  during  further  rolhng  and  a 
defective  sheet  or  other  product  is  produced. 

An  example  of  this  is  shown  in  Fig.  22,  which  shows  the  surface  of  a 
badly  surface-cracked  sheet  of  nickel  produced  by  incorrect  heating  con- 
ditions. A  cross-section  of  this  sheet  etched  with  nitric  acid  is  shown  in 
Fig.  23,  which  reveals  the  intercrj'stalline  oxidation  network  adjacent  to 
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both  surfaces.  These  layers  are  so  brittle  that  it  is  not  possible  to  deform 
them  by  rolling  without  severe  cracking  along  these  lines  or  planes  of 
weakness.  The  best,  and  possibly  only,  remedy  for  this  condition  lies 
in  its  prevention  by  the  maintenance  of  a  neutral  soft  flame  for  heating 
and  annealing  nickel  during  the  entire  course  of  its  manufacture. 

I  should  like  to  suggest  that  those  making  microscopic  investigations 
of  nickel  and  nickel-rich  alloys  try  the  use  of  acetic-acid  Bolutions  of 
nitric  acid  for  etching  these  metals  rather  than  aqueous  solutions  of  nitric 
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Fig.  23. — Cboss-sbction  of  nickel  sheet  etched  wite  Nrrnic  acid  (50  per  cent. 

IN  SO  FEB  CENT.  ACETIC  ACID)  SBOWINO  INTEBCRTSTALLINE  OXIDATION  OP  SUSrACK 
LAYERS.       X   100. 


acid.  I  have  found  that  a  solution  containing  50  per  cent,  nitric  acid,  from 
25-45  per  cent,  acetic  acid,  and  from  25-5  per  cent,  water  gives  excellent 
results  with  wrought  and  cast  nickel  and  Monel  metal  and  superior 
results  to  those  obtained  with  nitric  acid  alone.  The  acetic  acid  seems 
to  inhibit  the  passivity  that  nickel  often  assumes  toward  nitric  acid  and 
much  more  uniform  etching  may  be  obtained.  The  proportions  of  nitric 
and  acetic  acid  may  be  varied  somewhat  from  those  given  without  mate- 
rially altering  the  quality  of  the  etching,  although  without  any  distinct 
improvement  in  it. 
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Grain  Growth  in  Alpha  Brass 

BY   P.    G.    SMITH,*  S.   B.,   WATERBURY,    CONN. 
(Philadelphia  Meeting,  September,  1919) 

A  FEW  years  ago,  the  writer  encountered  a  problem  that,  at  first, 
seemed  to  be  due  to  peculiar  conditions  affecting  grain  growth.  Large 
cups  made  from  heavy  metal  failed  in  the  first  drawing  operation  in  the 
process  of  making  seamless  tubes.  The  metal,  as  cast,  appeared  to  be 
sound  and  strong;  it  rolled  successfully  and  withstood  the  first  cupping 
operation,  but  on  the  first  draw  it  failed,  with  a  crystalline  fracture.  The 
failure  appeared  in  the  slightly  worked  part  of  the  bottom  of  the  cup, 
and  microscopic  examination  revealed  exceptionally  large  grains. 

Knowing  the  general  conditions  governing  recrystalUzation  of  brass, 
which  were  later  published  by  Mathewson  and  Phillips,^  an  investiga- 
tion was  outlined  with  the  idea  of  including  various  conditions  under 
which  new  grains  might  form,  and  which  would  include  the  effect  that 
a  previous  anneal  might  have  upon  the  anneal  following.  These  con- 
ditions were  produced  by  annealing  specimens  of  brass  at  five  different 
temperatures,  indenting  them  with  a  10-mm.  ball  under  four  different 
pressures,  and  then  reannealing  at  each  of  the  five  temperatiu'es  five 
specimens  each  of  which  had  been  annealed  at  one  of  the  five 
temperatures. 

Preparation  of  Specimens 

The  material  used  was  cartridge  brass  0.400  in.  thick,  having  the 
following  composition:  Copper  66.60  per  cent.,  zinc  33.35  per  cent., 
lead  0.02  per  cent.,  iron  0.03  per  cent.  This  was  rolled  with  35  per  cent, 
reduction  after  a  700®  C.  anneal.  Fig.  1  shows  the  structure  of  this  ori- 
ginal bar  on  which  all  subsequent  anneals  were  made.  Pieces  1  in. 
(2.5  cm.)  wide  and  3  in.  long  were  prepared  and  annealed  for  ^  hr.  at 
450°,  550'',  650®,  750®,  and  850®  C.  Each  of  these  pieces  are  indented 
under  the  Brinell  test  with  a  10-mm.  ball  at  500, 1000,  2000,  and  3000  kg. 
pressure.  Then,  sets  of  five  pieces  from  each  of  the  original  anneals 
were  reannealed  at  450®,  550®,  650°,  750®,  and  850®  C. 


*  Metallurgist,  American  Brass  Co. 
^  Trana.  (1916)  64,  608. 
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Description  op  Structure  as  Shown  bt  Macrographs 

Fig.  2  shows  the  progressive  grain  size  due  to  the  anneals  and,  to 
some  extent,  the  deformation  under  the  ball  impressions.  Fig.  9  shows 
the  structure  of  these  anneals  at  75  diameters- 
Fig.  3  shows  the  five  anneals  after  reannealing  J-^  hr.  at  450°  C. 
This  series,  when  compared  with  Fig.  2,  shows  recrystallization  unda 
the  ball  impressions.  Examination  under  the  microscope  shows  a  de- 
crease in  the  amount  of  i^crystallization  with  decrease  in  deformation 
on  each  specimen.  A  decrease  in  the  amount  of  recrystalhzatioD  with 
increase  of  previous  anneal  under  a  ball  deformation  made  by  a  constant 
load  does  not  take  place.     The  explanation  is  that  the  same  load  does 
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not  produce  the  same  deformation  after  a  light  anneal  that  it  does  after 
a  heavy  anneal.  Also,  a  certain  load  may  produce  local  severe  defor- 
mation on  the  light  annealed  metal  and  a  general  and  slight  deformation 
on  the  heavily  annealed  metal.  The  crystalline  equilibrium  overbal- 
ances the  effects  in  the  higher  anneals.  It  will  be  observed  that  under 
the  deepest  impression  (3000  kg.)  the  amount  of  recrystallization  in- 
creases with  the  amount  of  deformation  up  to  650°  original  anneal,  but 
decreases  to  almost  nothing  beyond,  due  to  the  more  stable  equilibrium. 
The  unworked  portions  of  all  pieces  originally  annealed  above  450°  C. 
were  not  recrystallized.  There  are  no  apparent  zones  of  abnormal 
grains.  Figs.  10,  11,  and  12  show,  at  75  diam.,  changes  in  structure 
under  above  conditions. 

.  Fig.  4  shows  the  five  anneals  after  reannealing  J-^  hr.  at  550°  C. 
This  series,  compared  with  Fig.  2,  shows  an  increase  in  the  amount  td 
recrystallization  under  the  ball  impression,  complete  recrystallization  in 
the  specimen  originally  annealed  at  4.'>0°  C,  but  no  recrystallization  in 
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the  unworked  portions  of  specimens  originally  annealed  above  ,550°  C. 
There  are  zones  of  abnormal  grains  in  the  specimens  originally  annealed 
at  450°  and  550°  C,  but  none  in  specimens  originally  annealed  above 
550°  C. 


-Five 


r.  d.  y,  hr. 

!,  750*  C. 

ANNEALS,       X   1?^. 


.  Hllf- 


It  will  be  shown  in  the  accompanying  plates  that  the  ideal  condition  for 
the  growth  of  abnormal  grains  in  this  series  is  attained  in  the  specimen 
reannealed  at  550°  C.  The  abnormal  grains  in  the  specimen  reannealed 
at  450°  C.  are  the  result  of  its  being  heated  slowly  through  its  germina- 
tive  temperature  {450°  C).  Figs.  13,  14,  15  show,  at  75  diam.,  the 
Btructure  under  these  conditions. 
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Pig.  5  shows  the  five  anneals  after  reannealing  J^  hr.  at  650°  C. 
This  series,  compared  with  Fig.  2,  shows  a  slight  increase  in  the  amount 
of  recrystallization  under  the  ball  impressions  in  the  softer  specimens, 
complete  recrystallization  in  the  unworked  portions  of  specimens  origi- 
nally annealed  at  450"  and  550°  for  ^^  hr.,  but  no  recrystallization  in 
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the  unworked  portions  of  specimens  originally  annealed  above  650°  C. 
There  are  distinct  zones  of  abnormal  grains  in  specimens  originally  an- 


nealed at  650°  C,  none  in  speci 
and  only  a  few  in  specimens  ori 
normal  grains  are  found  in  Bpeci 


s  originally  annealed  above  650°  C, 
riginally  annealed  below  650°  C.  No  ab- 
cimens  originally  annealed  above  650°  C 
because  the  germinative  temperature  of  the  whole  specimen  has  not  been 
reached,  and  normal  recrystallization  only  has  taken  place.     The  few 
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abDormal  grains  in  the  specimen  originally  annealed  below  650°  C  are 
the  remains  of  those  formed  while  the  specimens  were  being  heated 
through  their  germinative  temperatures,  450°  and  550°  C.  The  distinct 
zones  of  abnormal  grains  in  the  specimen  originally  annealed  at  650°  C. 
are  due  to  the  fact  that  the  germinative  temperature  of  the  unworked 


Fio.  4  — FrvB  ORIGINAL  anneals  after  rbannbalino  Jj  hr.  at  550*  C.     X  1?S- 

portions  was  identical  with  the  temperature  of  the  final  annea]  which 
caused  recrystallization  under  the  ball  impressions.  Figs.  16,  17,  18 
show,  at  75  diam.,  the  structure  under  these  conditions. 

Fig.  6  shows  the  five  anneals  after  reannealing  }^  hr.  at  750°  C. 
This  series,  compared  with  Fig.  2,  shows  a  further  increase  in  the 
amount  of  recryBtalliKation  under  the   ball   impressions,   complete  re- 


164  GRAIN    GROWTH    IN   ALPHA   BRASS 

crystallization  in  the  unworked  portions  of  specimens  originally  annealed 
below  750°  C,  but  no  recrystallization  in  the  unworked  portions  of  speci- 
men annealed  above  750°  C.  There  are  distinct  zones  of  abnormal 
grains  in  the  specimen  originally  annealed  at  750°  C,  but  none  in  other 
specimens.     The  germinative  temperature  of  the  specimens  originally 
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annealed  below  750°  C  were  so  much  exceeded,  or  specimens  were  heated 
so  quickly  through  this  range  that  only  a  few  grains  were  formed. 
Figs.  19,  20,  21  show,  at  75  diam.,  the  structure  under  these  conditions. 
Fig.  7  shows  the  five  anneals  after  reannealing  H  hr.  at  850°  C. 
This  series  shows  complete  recrystallization  of  all  specimens  originally 
annealed  below  850°  C,  and  a  few  large  grains  in  specimen  annealed  at 
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850"  C,  There  are  no  well-defined  zones,  however,  because  the  ball 
impressions  were  too  near  together  and  the  specimen  was  not  thick 
enough  to  allow  the  zones  to  form.  F^s.  22,  23  show,  at  75  diam.,  the 
structure  under  these  conditions. 

F^.  8  illustrates  the  effect  of  prolonging  the  time  of  anneal  on  re- 
crystallization  and  growth  of  abnormal  grains,    a  and  b  were  originally 


Fia.  %.—Fir^  oriqinu.  anneals  after  reanheaukq  H  br.  at  750°  C.     X  IH- 

annealed  H  ^-  ^^  550°  C.  a  was  reanneaied  for  }4  hr.  at  550°  G.  and 
6  reanneaied  for  5  hr,  at  550°  C.  c  and  d  were  originally  annealed 
}4  hr.  at  650°  C,  c  was  reanneaied  for  H  •"■■  at  650°  C,  and  d  reanneaied 
for  6  hr.  at  650°  C. 

It  was  shown,  in  the  previous  figures,  that  reannealing  at  the  original 
temperature  and  time  did  not  affect  the  unworked  portions.     In  the 


166  OBAIN    QROWTH   IN  A^^HA  BRASS 

case  of  the  5-hr.  reanneals  at  the  original  temperature  the  unworked 
portions  have  recrystallized,  The  zones  of  abnormal  grains  cover  a 
larger  area,  and  the  abnormal  grains  have  increased  in  size.  The  struc- 
ture at  75  diameters  under  these  conditions  is  shown  at  b  and  c,  Figs.  13, 
14,  and  15,  and  at  c  and  d,  Figs.  16,  17,  18. 


J^  HH.  AT  850°  C.      X  Ifi 

Description  op  Structuhb  as  Shown  by  Micrographs 

Original  Anneal.—Fig.  9  shows  the  structure  of  the  onginat  anneals 
at  75  diameters.  At  e  is  shown  a  part  of  a  very  large  grain,  which  will 
be  referred  to  later. 
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After  Reanneaiing  at  450"  C. — Fig.  10  shows  the  structure  under  3000 
kg.  impression  after  reanneaiing  the  live  original  pieces  at  450°  C.  for 
H  hr.  It  illustrates  how  the  previous  anneal  affects  the  grain  size  on 
recrystalUzation  after  deformation.  The  grain  is  refined  in  every  case, 
but  germinant  grains  are  larger  with  increase  of  original  anneal  until,  at  e, 


550"  C.  550=  C.  650°  C.  650°  C. 

FiQ.  8. — ErPECT   oy  prolonoino  time   op   rbannbal   at   550°  C.   and  650°  C 

X  m. 

the  point  is  reached  where  only  parts  of  the  original  grains  are  recrystal- 
lized.  Particular  attention  is  called  to  the  location  of  these  new  grains, 
which  have  begun  to  form  either  at  the  grain  boundaries  or  along  the 
boundaries  of  twin  bands.  A  careful  examination  did  not  reveal  any 
new   grains  forming  along  slip  bands  within  the  crystal  boundaries 
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Mathewson  and  Phillips  have  suggested  that  deformation  in  metals  is 
a  process  of  grain  fragmentation  and  recrystallization  a  coalescence  of 
these  grain  fragments.  I  should  prefer  to  explain  these  phenomena  by 
Beilby's  amorphous  theory,  which  postulates  that  there  is  always  amor- 
phous material  at  grain  boundaries  and  that  amorphous  material  is 
formed  within  the  grains  by  deformation.  It  follows  that  there  should 
alwaj^  be  more  amorphous  material  at  grain  boundaries  after  any  defor- 
mation and  that  with  subsequent  annealing  new  grains  should  always 
form  first  at  the  grain  boundaries. 

Fig.  11  shows  the  structure  in  specimens  reannealed  at  4'50°  C.  in  areas 
not  aflfected  by  deformation.  A  comparison  with  Fig.  9  shows  that  the 
grains  have  not  grown.  At  e  is  the  identical  crystal  shown  in  Fig.  9; 
there  has  been  no  recrystalhzation. 

Fig.  12  shows  the  structure  at  75  diameters  in  the  germinative  areas 
of  three  specimens  reannealed  at  450°  C.  At  a  is  shown  the  abnormal 
grains  produced  under  these  conditions,  which  should  be  cpmpared  with 
a,  Fig.  10.  At  b  is  shown  a  few  slightly  enlarged  grains,  which  should  be 
compared  with  6,  Figs.  9  and  10.  At  c  is  shown  normal  recrystallization 
under  these  conditions.  The  larger  grains  are  parts  of  crystals  remaining 
from  the  old  crystallization.     It  should  be  compared  with  d,  Fig.  10. 

Structure  After  Reannealing  at  550°  C. — Fig.  13  shows  the  structure 
under  3000  kg.  impression  after  reannealing  the  five  original  specimens  at 
550°  C.  There  is  complete  recrystallization  in  each  case  and  only  a  slight 
change  in  grain  size  due  to  previous  anneal  in  those  specimens  reannealed 
for  }4  hr-  This  figure  should  be  compared  with  Fig.  10.  At  c  is  shown 
the  structure  after  annealing  for  5  hr.  at  550°  C. ;  at  this  annealing  tem- 
perature, time  has  considerable  influence  on  grain  size. 

Fig.  14  shows  the  structure  of  specimens  reannealed  at  550°  C.  in 
areas  not  affected  by  deformation.  A  comparison  with  Fig.  9  shows 
that  the  reanneal  for  J^  hr.  has  no  effect  on  crystal  growth  when  the 
final  anneal  was  below  or  at  the  temperature  of  the  original  anneal.  The 
specimen  a,  originally  annealed  at  450°  C.  for  }4  hr.  and  again  at  550° 
for  }4  ^-f  h^s  a  grain  size  normal  for  the  final  anneal.  It  should  be 
compared  with  6,  Fig.  9.  At  c  is  shown  the  structure  after  reannealing 
for  5  hr.  at  550°  C. 

Fig.  15  shows  the  structure  in  the  germinative  zones  after  reannealing 
specimens  at  550°  C.  At  a  and  6  are  shown  slightly  enlarged  grains  in 
the  germinative  zones;  see  6,  Fig.  9,  and  a,  Fig.  14,  for  a  comparison 
of  grain  sizes.  At  c  is  shown  the  structure  in  the  germinative  zone  after 
reannealing  for  5  hr.  at  550°  C,  See  also  6,  Fig.  9.  The  photograph 
plainly  shows  the  characteristics  of  abnormal  grains;  they  are  always 
banded  with  twin  crystals  in  a  regular  manner.  In  these  specimens  the 
bands  were  always  either  at  90°  or  60°  angles.  At  d  is  shown  only  a 
slight  trace  of  abnormal  grains,  and  e  and  /  have  nearly  a  normal 
structure. 
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Structure  After  Reannealing  at  650**  C. — Fig.  16  shows  the  structure 
under  3000  kg.  impression  after  reannealing  the  five  original  pieces  at 
650°  G.  f^ch  specimen  is  completely  recrystallized  and  there  is  the 
uniform  grain  size  characteristic  of  the  650°  C.  anneal,  regardless  of  the 
previous  annealing  temperature.  Compare  a,  6,  c,  e,  and/  with  c,  Pig.  9. 
At  d  is  shown  the  structure  after  reannealing  for  5  hr.  at  650°  C;  at  this 
annealing  temperature  time  has  very  little  influence  on  grain  size. 

Fig.  17  shows  the  structure  pf  specimens  reannealed  at  650°  C.  in  areas 
not  affected  by  deformation,  a  and  h  show  that  the  grains  of  the  origi- 
nal anneal  have  been  replaced  by  new  grains,  which  are  normal  for  the 
final  anneal  at  650°  C.  Compare  with  c,  Fig.  9.  d  shows  no  change  in 
grain  size  after  reannealing  for  5  hr.  at  650°  C.  e  and  /  show  that  speci- 
mens originally  annealed  at  750°  and  850°  C.  were  not  affected  by  the 
reanneal  at  650°  for  3^  hr. 

Fig.  18  shows  the  structure  in  the  germinative  zones  after  reannealing 
specimens  at  650°  C.  a  and  h  show  a  few  remnants  of  abnormal  grains 
in  the  specimens  origLDally  annealed  at  450°  and  550°  C.  which  were 
formed  while  these  specimens  were  being  heated  through  their  respec- 
tive germinative  temperatures,  c  and  d  show  the  characteristic  ab- 
normal grains,  d  after  reannealing  for  5  hr.  at  650°  C.  shows  portions 
of  very  large  grains,  e  and  /  show  a  structure  more  nearly  normal, 
although  they  have  some  characteristics  of  abnormal  grains.  These 
grains  were  at  the  border  of  the  recrystallized  zones  shown  at  d,  Fig. 
5,  and  are  no  doubt  a  mixture  of  the  old  and  new  crystallization  rather 
than  new  abnormal  grains. 

After  Reannealing  at  750°  C, — Fig.  19  shows  the  structure  under  3000 
kg.  impression  after  annealing  the  five  specimens  at  750°  C;  each  speci- 
men was  completely  reannealed  and  has  a  uniform  grain  size.  However, 
the  grains  were  larger  than  in  the  specimen  originally  annealed  at  750°. 
This  figure  should  be  compared  with  d,  Fig.  9,  and  a,  6,  and  c,  Fig.  6. 

Fig.  20  shows  the  structure  of  specimens  reannealed  at  750°  C.  in 
areas  not  affected  by  deformation,  a,  6,  and  c  show  that  grains  of  the 
original  anneals  below  750°  C.  have  been  replaced  by  new  grains,  which 
are  normal  for  the  final  anneal  at  750°  C.  Compare  with  d,  Fig.  9; 
d  and  e,  Fig.  20,  show  no  change  in  grain  size. 

Fig.  21  shows  the  structure  in  the  germinative  zones  after  rean- 
nealing specimens  at  750°  C.  a  shows  no  abnormal  grains;  compare 
with  d,  Fig.  9,  and  a,  Fig.  17.  This  specimen  was  probably  heated 
through  its  germinative  temperature  (450°  C.)  so  rapidly  that  no  grains 
were  formed  which  were  larger  than  those  formed  at  the  maximum  tem- 
perature, b  and  c  show  few  abnormal  grains;  there  are  more  in  c  than 
in  6;  see  6  and  c,  Fig.  7.  d  shows  about  one-fifth  of  a  large  abnormal 
grain  and  e  shows  a  few  grains  in  the  area  of  recrystallization  that  have 
some  characteristics  of  abnormal  grains. 
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After  Reannealing  at  SSO"*  C. — Mg.  22  shows  the  structure  under  3000 
kg.  impression  after  annealing  the  five  specimens  at  850^  C.  The  grains 
are  somewhat  larger  than  the  normal  grains  after  an  anneal  at  850^  C. 
Compare  Kg.  8  with  e,  Kg.  2. 

Kg.  23  shows  the  structure  in  germinative  areas  after  annealing  at 
850^  C.  a,  b,  and  c  show  a  grain  size  about  normal  for  the  temperature 
of  anneal;  d  and  e  show  small  parts  of  abnormal  grains.  The  general 
size  of  these  grains  can  be  better  appreciated  by  referring  to  e,  Kg.  7. 
The  largest  grain  found  was  about  6  mm.  in  its  greatest  diameter.  No 
mention  has  been  made  of  cr3rstalline  growth  under  the  500-,  1000-, 
2000-kg.  impressions  for  all  the  conditions  and  results  were  similar  and 
differed  only  in  degree. 

Conclusions 

There  are  four  conclusions  to  be  drawn  from  the  foregoing  study  of 
crystalline  growth  after  annealing,  which  supplement  or  confirm*  work 
that  has  been  done  by  Mathewson  and  PhiUips,  Jeffries,  and  others  on 
this  subject.    They  are: 

1.  That  brass  which  has  received  an  anneal  at  a  low  temperature 
previous  to  a  given  deformation  will  recrystallize  at  a  lower  temperature 
and  develop  a  finer  grain  than  that  which  was  originally  annealed  at  a 
higher  temperature;  in  other  words,  with  a  given  deformation,  the 
recr3n3talli2ation  temperature  and  resultant  grain  size  vary  directly  with 
the  temperature  of  anneal  before  deformation,  Kg.  10. 

2.  That  upon  reannealing  brass  without  intermediate  deformation, 
there  is  no  grain  growth  unless  the  time  and  temperature  of  the  first 
anneal  are  exceeded  in  the  second  anneal.  Figs,  3, 4,  5,  6,  14,  17  and  20. 

3.  That  the  length  of  time  of  anneal  has  a  greater  effect  on  resultant 
grain-size  at  low  temperature  than  it  has  at  high  temperatures,  Kgs. 
13  and  16. 

4.  That  the  ideal  conditions  under  which  typical  abnormal  grains 
are  formed  are  that  there  shall  be  a  deformation  gradient,  which  ranges 
from  a  maximum  to  zero  within  the  specimen,  and  the  temperature  of 
anneal  before  such  deformation  shall  be  identical  with  the  final  tempera- 
ture of  anneal.  The  size  of  the  abnormal  grains  varies  with  the  length 
of  time  of  the  last  anneal.  Results  indicate  that  the  time  of  the  previous 
anneal  may  also  affect  the  size  of  abnormal  grains  in  that  it  establishes 
a  more  stable  equilibrium  which  has  to  be  overcome  before  the  abnormal 
grains  can  develop. 

This  investigation  was  carried  out  before  the  papers  by  Mathewson 
and  Phillips  and  by  Zay  Jeffries  on  recrystallization  were  published,  and 
those  papers  have  been  extremely  interesting  in  that  they  have  served  to 
explain  the  causes  of  the  results  here  found.  It  is  realized  that  the  third 
conclusion  arrived  at  is  already  well  recognized  and  has  been  the  subject 
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of  discussion  in  many  papers.  At  least  one  conclusion  relative  to  for- 
mation of  abnormal  grains  supplements  the  very  extensive  work  done  by 
Doctor  Jeffries  on  this  subject. 

In  his  paper,  "Grain  Growth  Phenomena  in  Metals,"*  Zay  Jeffries 
states  that  the  "formation  of  large  grains  at  the  germinative  temperature 
is  dependent  on  a  rather  even  grain  size  with  temperature  gradient,  or 
even  temperature  with  deformation  gradient,  or  any  combination  of  the 
two.''  The  latter  condition  will  not  always  produce  abnormal  grains. 
The  specimen  shown  at  c,  Fig.  3,  was  annealed  under  such  conditions  but 
no  large  grains  have  formed  because  the  final  temperature,  450^  C,  was 
not  high  enough  to  recrystallize  any  but  the  hardest  portions  within  the 
deformed  area.  The  specimen  shown  at  c,  Fig.  5,  which  was  annealed 
under  the  same  conditions  as  the  above,  except  that  the  final  temperature 
was  high  enough  to  disturb  the  equilibrium  of  the  unworked  portions, 
shows  distinct  zones  of  abnormal  grains.  If  it  were  possible,  and  it 
appears  probable,  that  specimen  c.  Fig.  3,  could  have  been  annealed  for 
sufficient  time  at  450^  C.  to  cause  a  recrystallization  in  the  unworked 
portions  previously  annealed  at  650®  C,  abnormal  grains  would  have 
formed  but  not  under  the  most  favorable  circumstances. 

The  formation  of  these  large  grains  is  analogous  to  the  formation  of 
large  crystals  from  a  saturated  salt  solution.  The  unworked  portions  of 
metal  represent  the  solution  that  is  in  equilibrium,  and  the  local  deforma- 
tion represents  the  nucleus  of  crystal  growth.  Upon  heating,  crystalliza- 
tion soon  begins  at  the  nucleus  and  proceeds  with  the  formation  of  a  few 
fine  grains  until  the  recrystallization  temperature  of  the  unworked  por- 
tions is  reached.  This  unworked  portion  corresponds  to  saturation  in  a 
salt  solution.  At  this  point  large  crystals  will  form  and  the  longer  the 
temperature  is  held  at  the  recrystallization  point  the  larger  will  be  the 
grains,  just  as  crystals  will  continue  to  grow  larger  from  a  salt  solution 
kept  near  its  saturation  point. 

The  adjective  "abnormal"  has  been  used  to  describe  the  large  grains 
formed  under  certain  conditions  because  they  are  abnormal  when  com- 
pared with  those  obtained  from  ordinary  practice,  but  in  reality  the  large 
grains  are,  from  the  standpoint  of  crystals  in  metals,  more  nearly  normal 
than  any  others.  They  possess  all  the  normal  characteristics  of  well- 
formed  cr3n3tals,  just  as  crystals  in  properly  concentrated  salt  solutions 
develop  in  easily  recognized  forms.  Crystallization  produced  in  metals 
in  ordinary  practice  is  more  "abnormal"  in  that  the  grains  are  usually 
formed  from  what  might  be  compared  with  supersaturated  or  under- 
cooled  solutions  of  salts. 


«  Trans,  (1916)  66,  671. 
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DISCUSSION 

F.  G.  Smith. — Probably  someone  will  ask  whether  I  discovered  why 
the  bottoms  of  the  large  shells  broke  out.  I  did  not,  as  a  result  of  this 
investigation. 

An  experiment  was  made  along  the  lines  indicated  in  this  paper,  to 
determine  whether  abnormal  grains  greatly  affected  the  physical  properties 
of  brass.  Two  ordinary  test  bars  were  annealed  for  )^  hr.  at  750®  C. 
and  physical  properties  determined  on  one.  The  other  was  covered  with 
indentations  made  with  a  peen  hammer  and  then  reannealed  for  5  hr. 
at  750®  C.  It  was  found  in  the  tensile  test  to  be  made  up  of 
large  grains  K  to  J^  in.  in  diameter.  The  physical  properties,  however, 
differed  from  those  of  the  first  bar  only  as  much  as  might  be  expected 
after  a  5  hr.  anneal  under  normal  conditions.  It  appears  then  that  the 
larg€  grains  produced  in  this  manner  do  not  ruin  the  physical  qualities 
of  the  brass. 
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Electric-resistance  Furnace  of  Large  Capacity  for  Zinc  Ores 

BY   CHARLES   H.   FUI/TON,*  CLEVELAND,    OHIO 
(Chicago  Meeting,  September,  1919) 

Description  of  Furnace  and  Process 

Experimental  work  on  the  process  was  begun  on  a  laboratory  scale 
at  Cleveland,  Ohio,  in  1914,  and  transferred  to  East  St.  Louis,  HI.  in 
1916,  where  a  commercial  sized  furnace  was  in  technical  operation  until 
January,  1918.    The  essential  steps  of  the  process  are  as  follows: 

Oxidized  zinc  ore  or  roasted  zinc  concentrate  is  mixed  with  crushed 
coke  and  coal-tar  pitch  and  formed  into  briquets  9.25  in.  (23.5  cm.) 
in  diameter  and  21  in.  (53  cm.)  long  in  a  manner  similar  to  that  used  in 
the  manufacture  of  graphite  or  carbon  electrodes,  except  that  much  less 
care  and  time  are  required.  The  composition  varies  with  the  nature  of 
the  ore;  in  one  case,  the  composition  was  100  parts  ore,  70  parts  coke, 
and  18  to  20  parts  pitch.  These  briquets  maintain  their  form  and 
voliune  during  and  after  the  distillation  of  the  zinc.  This  object  is 
gained  by  using  coke  as  the  matrix  and  coal-tar  pitch  as  the  binder;  this 
pitch  becomes  coke  on  heating  and  unites  the  ore  particle  and  the 
original  coke  particle  into  a  continuous  mass.  The  briquet  is  an 
electrical  conductor  but  only  to  such  a  degree  that  it  can  be  used  as 
a  resistor. 

The  size  of  the  ore,  as  in  the  present  practice  of  zinc  metallurgy, 
ranges  from  fine  material,  such  as  flotation  concentrate,  to  coarse  table 
and  fine  jig  concentrate.  The  process  is  not  restricted  to  any  particular 
kind  of  ore,  but  is  applicable  to  pure  high-grade  ores,  ores  high  in  iron, 
and  complex  zinc-lead  ores,  since  the  residue  from  the  distillation  is 
held  immovably  in  place  within  the  briquet.  In  the  case  of  complex 
zinc-lead  ores,  the  distillation  is  conducted  with  a  carefully  regulated 
temperature  so  that  a  high  percentage  of  lead  is  retained  in  the  distilled 
briquet,  which  may  then  be  smelted  for  its  lead  content.  In  present  zinc 
smelting  practice,  the  reduction  fuel  is  from  40  to  50  per  cent,  of  the 
weight  of  the  ore.  In  the  briquet,  it  is  from  60  to  85  per  cent,  of  the  ore; 
but  unless  the  ore  is  exceptionally  high  in  residue,  the  distilled  briquet 
may  be  used  over  again  as  coke,  or  as  a  high  ash  coke  for  fuel  purposes  ' 
in  power  production. 

Baked  briquets  are  hard  and  tough  and  may  be  handled  roughly 


*  Professor  of  Metallurgy,  Case  School  of  Applied  Science. 
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without  dat^^  of  breakage.  Id  regular  commercial  work,  they  may  be 
manufactured  by  meana  of  extrusioa  or  other  suitable  presses,  after  the 
manner  in  which  electrodes  are  made,  and  the  process  be  carried  out  con- 
tinuously from  the  mixing  to  the  finished  briquet.  The  briquets  weighed 
about  90  lb.  (40  kg.)  and  contained  approximately  50  lb.  of  ore,  which 


Fio.  1. — 0,  b,  RBTORTt  ELECTRIC  ZINC  ftbkace;  f.  Method  of  bgitino  op  briqvbts. 

is  about  the  amount  in  a  retort  charge  in  present  zinc-amelting  practice. 
It  IB  proposed  to  make  briquets  12  in.  (30.5  cm.)  in  diameter  and  72  in. 
(183  cm.)  long,  which  will  weigh  about  600  lb.  (272  kg.).  On  distillation, 
the  briquets  lose  from  30  to  60  per  cent,  of  their  weight,  but  maintain 
their  form  and  volume.  The  zinc  may  be  completely  distilled  from  the 
briquet,  traces  only  remaining,  no  matter  what  type  of  ore  is  used.    The 
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oompletenesB  of  distillation  is  due  to  the  intimate  mixture  of  ore  and  re- 
ducing agent  maintained  throughout  the  operation. 

The  second  step  of  the  process  consists  in  making  the  briquet  a  part 
of  an  electric  circuit  and  heating  the  same  by  an  electric  current  to  such 
a  degree  that  the  zinc  is  distilled.  During  this  operation,  the  briquet  is 
coveredby  a  movable  retort  and  the  zinc  vapor  and  carbon  monoxide 
are  conducted  to  a  condenser  in  which  the  zinc  is  condensed.  During 
the  distillation,  the  briquet  acts  as  a  coDtinuous  resistor  and  maintains 
itself  unaltered  between  the  terminal  electrodes.     As  the  furnace  is  not 


Fig.  2. — Electric 

limited  to  the  interposition  of  one  briquet  between  the  terminal  electrodes 
a  large  number  may  be  interposed,  thus  giving  a  large  unit  furnace. 
While  direct  current  may  be  used,  alternating  current  is  preferable  on 
account  of  the  ease  of  voltage  control  by  means  of  transformers.  The 
furnace  at  East  St.  Louis  held  a  charge  of  36  briquets,  arranged  in  twelve 
columns  of  three  each,  set  within  a  circle  and  operated  on  a  three-phase 
circuit,  four  columns  in  each  phase,  connected  in  the  customary  Y  con- 
nection. The  amount  of  charge  in  this  furnace  varied  between  3100 
and  3200  lb.  (1406  and  1451  leg.),  the  amount  of  ore  being  approximately 
1700  lb.  (771  kg.).  The  time  of  distillation  was  about  6  hr.;  the  total 
time,  including  the  placing  and  discharging,  was  8  hr.,  or  three  charges 
worked  off  in  24  hr:  The  capacity  of  the  furnace  was  5100  lb.  (2268kg.) 
of  zinc  concentrate  per  24  hr.  A  proposed  larger  furnace,  taking  nine- 
teen briquets  weighing  600  lb.  (272  kg.)  each  will  have  a  capacity  of 
about  8.50  tons  of  zinc  concentrate  per  retort  per  24  hr.  Figs.  1  to  3 
illustrate  the  principle  of  the  furnace. 

EIarlt  Experimental  Work 

Experimental  work  was  begun  at  the  Case  School  of  AppUed  Science, 
in  Cleveland,  in  May,  1914,  for  the  production  of  a  zinc-ore  briquet  from 
which  the  einc  could  be  practically  completely  distilled,  and  leave  the 
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briquet  of  the  same  volume  and  shape  as  before  diBtillation.  The  ex- 
periments were  carried  on  with  all  sizes  of  briquets  ranging  from  1  in. 
(2.5  cm.)  in  diameter  and  1  in.  long  up  to  9  in.  in  diameter  and  20  in. 
long,  and  with  spherical  briquets  up  to  8.5  in.  in  diameter.  Satidactorjr 
briquets  were  made  from  practically  every  type  of  zinc-bearing  material. 
The  "indestructible  briquet"  was  intended  for  an  automatic  exter- 
nally fired  furnace,'  but  in  1915  experiments  were  begun  using  the 


Fio.  3.— Set  vp  briqcet  charge.    Golomn  9.25  in.  diau.,  66  in.  aioH,   12 
coLtniNS.    A,  BOTTou  oRAPHrrE  coKNBCTOB  blocks;  C,  special  fiheclat  base; 

D,   TOP   aRAPBITB   CONNECTOR  BLOCKS)    B,    GRAPHITE    DI8KB. 

briquet  as  the  resistor.  The  first  briquets  were  1  in.  (2.5  cm.)  in  dia- 
meter and  1  in.  long,  but  later  the  briquets  were  3  in.  in  diameter  and 
4  in.  long;  the  furnace  held  from  4S  to  56  arranged  in  eight  columns  6 
or  7  briquets  high,  set  up  very  much  in  the  manner  shown  in  Fig.  3  and 
operated  in  one  continuous  circuit.  At  first,  direct  current  was  used  but 
later,  alternating  current.  The  distillation,  in  almost  every  instance, 
could  be  carried  to  completion,  even  with  the  many  electrical  contacts 
in  the  furnace,  demonstrating  that  the  indestructible  briquet  made  a 

1  D.  B.  Jones:  U.  S.  Patent  No.  1292330. 
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perfect  resistor  if  properly  made.  On  the  basis  of  this  work  the  East 
St.  Louis  plant  was  planned,  not  as  a  commercial  plant,  but  as  an  experi- 
mental plant  for  the  purpose  of  working  out  the  technical  details  of  a 
commercial  size  furnace. 


The  Briquet 

The  briquet  must  form  an  intimate  mixture  of  the  roasted  ore,  re- 
ducing agent,  and  binder.  A  particle  of  ore  should  be  in  contact  with  a 
particle  of  reducing  agent  and  both  should  be  surrounded  with  a  film  of 
binder  to  unite  all  the  particles  into  a  coherent  mass.  In  known  applica- 
tions of  briqueting  to  ores,  the  briquet  is  destroyed  during  the  operation 
that  extracts  the  metal.  In  this  particular  case,  the  briquet  must  pre- 
serve its  form  and  be  practically  of  the  same  volume  after  the  extraction 
of  the  metal  as  it  was  before  in  order  to  maintain  passage  of  the  electrical 
current.  If  the  briquet  should  collapse  during  the  distillation  process, 
the  furnace  would  become  inoperative.  Another  advantage  of  the  inde- 
structible nature  of  the  briquet,  in  the  case  of  such  ores  as  lead-zinc, 
zinc-copper,  or  Franklinite,  is  that  the  residue  is  in  the  form  best  suited 
for  further  metallurgical  treatment. 

The  briquets  are  made  with  an  excess  of  the  reducing  agent,  coke, 
so  that  after  distillation  there  will  remain  sufficient  matter  to  maintain 
the  original  volume  of  the  briquet.  In  general  this  condition  is  obtained 
if  the  weight  of  the  distilled  briquet  is  not  less  than  40  to  50  per  cent,  of 
the  original  briquet. 

Zinc  ores  and  zinc-bearing  materials  differ  widely  in  the  nature  and 
amount  of  mineral  residue  left  after  the  distillation  of  the  zinc,  as  shown 
in  Table  1.  The  nature  and  amount  of  the  residue  left  by  the  ore  has 
great  influence  on  the  stability  of  the  briquet  during  and  after  distQlation. 

Table  I. — Amount  of  Mineral  Residue  in  Zinc  Ore 


Name  of  Ore 


Per  cent. 
'     of  Residue, 
j     by  Weight 


Charaoter  of  Residue 


Mascot,  Tennessee 12.6 

Wisconsin  ore,  No.  1 '  15.8 

Wisconsin  ore,  No.  2 18. 3 

Missouri  ore '  20 . 9 

Canyon  City,  concentrate 27 . 9 

Willemite  zinc  ore,  from  Franklin  Fur- 
nace, N.  J 36.7 

Franklinite  zinc  ore,  Franklin  Furnace, 

N.J 66.68 

Zinc  dust,  zinc  oxide I  None 


Largely  silica  with  a  little  iron 
oxide. 

Largely  iron  oxide,  some  silica. 

Same  as  above. 

I  Largely  iron  oxide,  some  silica. 
,  Mostly  iron  oxide  and  silica. 

I 

'  Mostly  silica. 
Chiefly   iron   and   manganese 
oxide. 
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Coke  Contents  of  Briqtiet. — Enough  coke  must  be  added  to  the  ore  to 
furnish  the  necessary  carbon  for  the  reduction  of  all  the  reducible  oxides 
in  the  ore,  plus  such  an  amount  that  the  weight  of  the  briquet,  after  dis- 
tillation,  will  be  not  less  than  40  to  50  per  cent,  of  the  original  briquet. 
Ores  that  leave  a  small  amount  of  residue  require  more  coke  than  ores 
that  leave  much  residue.  As  the  briquet  must  at  all  times  be  an  electric 
conductor,  there  must  always  be  present  sufficient  carbon  in  the  coke, 
by  which  the  ciurent  is  chiefly  carried. 

The  nature  of  the  residue  also  is  of  great  importance.  If  the  residue 
is  silicious  in  character,  like  that  of  the  Willemite,  which  after  distilla- 
tion is  in  the  form  of  comparatively  sharp  angular  grains  fused  only  on  the 
edges,  less  coke  is  needed  for  a  strong  briquet  than  if  the  residue  is  of, 
the  nature  left  by  Franklinite,  which  is  in  the  form  of  round  fused  globules. 
The  sharp  angular  grains  are  bound  into  a  suitable  network,  with  the  coke 
grains,  while  the  round  fused  globules  must  be  held  by  the  coke  skele- 
ton and  in  them^lves  give  no  strength  to  the  structure  they  are  part  of. 
In  the  case  of  Franklinite,  the  residue  consists  largely  of  small 
globules  of  an  iron  manganese  alloy,  which  aids  in  the  conductivity  of 
the  mass;  in  the  case  of  Willemite,  the  silicious  residue  is  a  non-conductor. 

From  the  standpoint  of  non-conductivity,  a  lime  residue  is  most  ob- 
jectionable as,  imder  certain  circumstances,  this  lime  will  form  calcium 
carbide  with  the  briquet  giving  rise  to  high  resistance.  An  ore  contain- 
ing a  high  lime  residue  will  make  an  excellent  briquet  that  will  act  nor- 
mally in  the  furnace  until  a  certain  temperature  is  reached,  after  which, 
due  to  the  combination  of  lime  and  carbon,  the  resistance  will  increase 
and  the  briquet  become  locally  overheated  and  break  down.  This  diffi- 
culty can  be  overcome  by  an  extra  amount  of  coke.  The  proper  amount 
of  coke  for  different  types  of  ores  is,  approximately,  as  follows: 

Per  Csnt.  or 
WxioHT  or  Ors 

Willemite^ 30  to  40 

Franklinite 70  to  80 

Pure  Mascot  ore 70  to  75 

Canyon  City  ore 60  to  70 

Missouri  silicate  ore 85 

Zinc  dust 70 

Pitch  Content  of  Briquet. — The  grains  of  ore  and  coke  must  be  sur- 
rounded by  a  film  of  binder,  which  should  have  an  appreciable  thickness. 
As  the  binder  must  cover  a  certain  amount  of  surface,  the  smaller  the  ore 
and  coke  particles  the  greater  is  the  surface  to  be  covered;  therefore, 
the  amount  of  binder  varies  directly  with  the  fineness  of  the  ore  and  coke. 

'  This  proportion  makes  a  strong  briquet  that  will  withstand  distillation  in  an  ex- 
ternally fired  retort,  but  for  electrical  distillation  the  coke  must  be  increased. 

VOlfc  JJiTV, — 18. 
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By  experiment  it  was  found  that  a  satisfactory  briquet  can  be  made  if 
«the  amount  of  binder  is  between  10  and  15  per  cent,  of  the  weight  of  the 
ore  plus  coke.  More  binder  than  this  is  detrimental,  as  the  excess  will 
be  squeezed  from  the  briquet  during  pressing;  less,  in  most  cases,  will 
not  give  a  satisfactory  briquet.  The  percentages  given  apply  to  moder- 
/  ately  fine  ore,  such  as  will  pass  through  a  65-mesh  screen,  and  to  mod- 
erately fine  coke,  such  as  will  pass  through  a  10-mesh  screen.  If  the 
zinc-bearing  material  is  excessively  fine,  as  for  instance  zinc  oxide  or 
leaded  zinc  oxide,  more  binder  must  be  used* 

Size  of  Ore  Particles. — Within  certain  limits,  the  size  of  the  ore  has 
relatively  little  influence  on  the  final  strength  of  the  briquet;  neither  has 
it  much  influence  on  the  rate  of  distillation  of  zinc  from  the  briquet  or  the 
completeness  with  which  the  zinc  is  extracted.  Ore  that  passes  through 
a  10-mesh  screen  and  86  per  cent,  of  which  is  coarser  than  a.  35  screen, 
gives  practically  no  different  result  from  ore  all  of  which  passes  through  a 
200-mesh  screen.  Usually  the  material  furnished  the  zinc  smelter  is 
comparatively  fine  and  sometimes  very  fine.  Experiments  with  mate- 
rial coarser  than  8-mesh  have  not  been  made.  The  ore  or  concentrate, 
usually,  is  made  up  of  particles  ranging  from  approximately  Ko  ^^  down 
to  an  extremely  small  size.  This  mixture  is  an  advantage,  although  good 
briquets  can  be  made  from  very  fine  ore.  In  the  case  of  ores  that  give 
&  fused  residue  in  the  form  of  little  pellets  or  globules,  as  for  instance, 
Franklinite,  the  coarser  ore  does  not  give  as  good  results  as  the  fine  ore, 
as  the  first  gives  opportunity  for  these  fused  globules  to  segregate  and 
coalesce  within  the  briquet.  Small  globules  are  more  permanently  held 
in  place  by  the  coke  skeleton.  The  size  of  ore  particles  has  little  in- 
fluence on  the  ultimate  stability  of  the  briquets  because  the  particle  is 
practically  destroyed  during  distillation,  since  it  loses  in  the  case  of  most 
zinc  ores  by  far  the  greater  part  of  its  weight. 

Size  of  Coke  ParUdee. — The  size  of  the  coke  particle  has  a  very  decided 
influence  on  the  strength  of  the  briquet.  Very  fine  coke  gives  a  much 
stronger  briquet  than  moderately  fine  or  comparatively  coarse  coke. 
For  example,  a  cylindrical  Franklinite  briquet,  3  in.  (7.6  cm.)  in  diameter, 
4  in.  (10  cm.)  high,  made  with  100  parts  ore,  70  parts  coke,  and  20  parts 
pitch,  but  in  each  case  with  different  sizes  of  coke,  had  the  follo¥mig 
crushing  strengths:  20-mesh,  15  lb.  per  sq.  in.  (1.05  kg.  per  sq.  cm.) ; 48 
mesh,  200  lb.  per  sq.  in.  (14.06  kg.  per  sq.  cm.);  100-mesh,  610  lb.  per 
sq  in.  (42.88  kg.  per  sq.  cm.).  When  it  is  desired  to  obtain  an  especially 
strong  briquet  relatively  fine  coke  should  be  used.  However,  as  the  coke 
increases  in  fineness  and  fine  ore  is  used,  the  amount  of  binder  will  in- 
crease, which  is  undesirable  from  a  commercial  standpoint. 

Character  of  Coke  Used. — The  coke  used  must  be  firm  and  hard,  not 
soft  and  spongy.  It  should  have  a  relatively  low  ash  content,  particu- 
larly if  it  is  used  with  ore  containing  much  residue.    If  it  is  to  be  used 
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with  relatively  pure  ore,  or  with  blue  powder,  the  ash  content  may  be 
high.  Good,  screened  coke  breeze,  such  as  gashouse  breeze  or  byprod- 
uct-oven breeze,  is  suitable  if  the  ash  content  is  not  too  high.  Table  2 
gives  the  screen  size  and  ash  content  of  crushed  coke  that  has  been  suc- 
cessfully used  in  making  briquets. 

Table  2. — Coke  Data 


Screen  Through 

On  Meeh 

Peroentage 

Cumulative  Percentage 

Connellsville 

• 

•    • 

10               i              0.13 

0.13 

10 

20                           13.28 

13.41 

20 

40 

33.88 

1            47.29 

40 

60 

14.50 

:            61.79 

60 

80 

11.10 

!            72.98 

80 

100 

5.60 

78.68 

100 

120 

4.05 

82.63 

120 

150 

2.50 

85.13 

150 

200 

2.27 

87  J  40 

200 

•   •   • 

12.60 

100.00 

Sulfur. . 

«   •   • 
•   •   ■ 

0.35 
14.30 

Ash 

Coke  Used  at  I 

]ast  St.  Louis 

10 

20 

43.1 

43.1 

20 

40                            30.8 

73.9 

40 

60 

12.2 

86.1 

60 

80 

5.2 

91.3 

80 

100 

0.2 

91.5 

100 

150 

1.7 

93.2 

150 

200                              1.8 

95.0 

200 

1               5.1 

100.0 

Ash .... 

I 

12.2 

Gashouse-coke  Breeze 

10 

20 

40.8 

40.8 

20 

60 

33.4 

74.2 

60 

100 

7.5 

81.7 

100 

150 

5.0 

86.7 

150 

•   •   • 

13.3 

100.0 

Ash 

•  •   • 

11.1 

Byproduct-o 

ven  Breeze 

10 

20 

34.6 

34.6 

20 

60 

37.8 

72.4 

60 

100 

9.2 

81.6 

• 

100 

150 

5.1 

86.7 

150 

•   •   • 

13.3 

100.0 

Ash . . . r 

•   •   « 

12.13 
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Character  of  Pitch  Used. — ^The  character  of  the  coal-tar  pitch  used  is 
important.  The  chief  points  to  be  noted  are  the  character  of  the  coke 
left  after  the  distillation  of  the  volatile  matter,  the  percentage  of  coke 
remaining  after  distillation,  and  the  melting  point  of  the  pitch.  In 
general,  a  high  melting  point  pitch,  170^  to  200^  C,  leaving  a  high 
percentage,  55  to  60,  of  good  firm  coke  is  best.  Since  the  briquet  is 
molded  hot,  and  is  taken  from  the  mold  while  warm,  it  is  weak,  and  the 
lower  the  melting  point  of  the  pitch  the  weaker  is  the  briquet.  A  briquet 
made  with  a  high  melting  point  pitch  is  quite  strong  and  stands  handling 
when  taken  from  the  mold. 

High  melting  point  pitches  obtained  by  mixing  rather  low  melting 
point  pitch  with  fine  amorphous  carbon  will  yield  a  high  percentage  of 
coke  but  they  are  weak  and  do  not  give  good,  permanent  binding 
properties;  neither  have  they  good  initial  binding  properties. 

Table  3  gives  data  on  the  melting  point  and  percentage  of  coke  resi- 
due of  a  number  of  different  kinds  of  pitch.  The  choice  of  the  proper 
pitch  is  all  important.     High  melting  point  pitch  may  be  purchased  in 

Table  3. — Types  of  Pitch 

: \ ! 

Number 


1 
2 
3 
4 

6 
6 


Type 

Percentage  of  Coke 

Character  of  Coke 

Melting  point,  82°  C. 

48.5 

Good  firm  coke. 

High  melting  point. 

55.9 

Very  firm  coke. 

Melting  point,  78**  C. 

60.2 

Good  firm  coke. 

Target  pitch,  high  melt- 

59.7 

Ck>ke  not  firm. 

ing  point. 

Sti£f  flowing. 

36.5 

Good  fiim  coke. 

Melting  point,  179°  C. 

53.0 

Good  firm  coke. 

a  finely  ground  condition  but  frequently  it  does  not  possess  the  proper 
binding  qualities  and  its  use  leads  to  failure  in  briqueting.  It  is  desirable 
in  all  cases  to  test  pitch  experimentally  before  deciding  upon  its  use. 

Methods  of  Making  Briquets, — A  number  of  methods  may  be  used  for 
making  briquets.  The  first  method  used  in  the  experimental  work  was 
to  thoroughly  mix  the  coke,  ore,  and  pitch  (in  powdered  form)  and  heat 
this  mixture,  on  a  large  hot  plate,  to  between  175°  and  200°  C,  or  until 
yellow  fumes  appeared  from  the  pitch,  when  it  is  granular  and  somewhat 
plastic,  but  not  sticky.  It  was  then  molded  in  cylindrical  steel  molds, 
with  a  slight  taper,  the  material  being  compressed  by  means  of  a  steel 
plunger,  the  bottom  of  the  mold  being  closed  with  a  small  disk  to  hold 
the  material  in  place.  The  pressure  varied  between  500  and  1000  lb. 
per  sq.  in.  (35  and  70  kg.  per  sq.  cm.).  For  the  best  results  the  mold  should 
have  a  temperature  between  75°  and  90°  C.  when  a  high  melting  point 
pitch  is  used.  Under  these  conditions  the  briquet  will  come  from  the 
mold  with  a  smooth  exterior  and  sharp  edges.     The  briquet,  immediately 


CBARLES  H.   FULTON  197 

after  exputsioD  from  the  mold,  is  somewhat  weak  but  becomes  strong  and 
firm  on  cooling. 

The  second  method,  used  for  making  briquets  9.25  in.  (23.5  cm.) 
in  diameter  by  22  in.  (56  cm.)  long,  employed  at  the  East  St.  Louis  plant, 
is  as  follows:  The  ore  and  coke  in  proper  proportions  are  thoroughly 
mixed,  sUghtly  damp,  in  a  knife-blade  mixer  and  then  stored  in  bins  and 
fed  as  needed  to  a  Bartlett-Snow  kiln  dryer,  provided  with  plows.     Here 


FlO.  4. — BRI4UBT  PBBSS. 

it  was  heated  to  about  250°  C.  and  discharged  into  a  hopper  at  the  end  of 
the  dryer,  from  which  it  was  drawn  into  a  hopper  car  in  lots  of  approxi- 
mately 500  lb.  (226  kg.).  This  hopper  was  picked  up  by  the  crane  and 
dischai^ed  into  the  knife-blade  mixer,  where  the  proper  amount  of  molten 
pitch  was  immediately  added  and  the  contents  mixed  for  3  to  5  min., 
after  which  the  mixture  was  discharged  into  a  smBll,  flat,  brick-lined  car 
kept  at  a  temperature  of  about  250°  C.  This  car  was  transferred  to 
the  tamping  machine,  made  of  a  3.25-in.  (8.25  cm.)  Ingereoll  rock  drill. 

The  tamping  tool  was  a  three-arm  steel  casting  provided  with  cylin- 
drical steel  teeth  3  in.  (7.6  cm.)  long,  which  were  replaced  when  necessary. 
The  arms  of  the  tamping  tool  freely  cleared  the  sides  of  the  mold,  which  was 
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made  of  heavy  cast  steel,  in  three  parts  longitudinally,  the  parts  being  held 
together,  during  molding,  by  hinged  bolts  fitting  into  slots.  A  specially 
shaped  heavy  steel  base  plate  under  the  tamping  machine  insured  a 
constant  and  fixed  position  of  the  mold  during  tamping.  The  bottom  of 
the  mold  was  closed  by  a  steel  disk,  1.5  in.  (3.8  cm.)  thick,  which 
was  set  in  a  circular  depression  1  in.  deep  in  the  steel  base  plate,  causing 
the  disk  to  project  about  1  in.  below  the  bottom  of  the  mold  while  the 
walls  of  the  mold  rest  on  the  base  plate.  The  mold  was  then  tamped 
nearly  full  of  the  mixture,  which  at  the  molding  place  has  a  temperature 
of  160^  to  175^  C.  The  mixture  was  fed  into  the  mold  by  a  long  narrow 
scoop  shovel  and  tamped  in,  the  tamping  and  feeding  being  simultaneous. 
As  the  mold  filled,  the  tamping  tool  was  raised  by  the  feed  device  of  the 
rock  drill. 

The  mold  and  its  contents  were  then  transferred  to  the  adjacent  finish- 
ing press,  which  was  made  from  a  railroad  jack  and  used  in  the  inverted 
position,  see  Fig.  4.  A  special  plate  under  the  jack  permitted  the  mold  to 
be  placed  accurately  in  position.  The  remaining  space  in  tiie  mold  was 
filled  with  the  mixture,  a  top  steel  disk  put  into  place,  and  the  contents 
of  the  mold  compressed  until  the  pressure  reached  1000  lb.  per  sq.  in. 
(70  kg.  per  sq.  cm.),  the  pressure  being  determined  by  the  contraction 
of  the  springs  of  the  press.  The  weight  of  the  mold  and  its  contents,  as 
it  was  placed  under  the  press,  rested  on  the  bottom  disk,  which  projected 
about  1  in.  below  the  bottom  of  the  mold.  By  this  means  both  top  and 
bottom  pressure  were  obtained,  which  is  preferable  to  pressure  being 
applied  from  the  top  only.  After  the  pressing,  the  bolts  holding  the  mold 
together  were  slid  out  of  place  and  the  parts  of  the  mold  removed  from  the 
briquet,  which  was  then  placed  on  a  car,  where  it  was  allowed  to  cool  and 
become  firm. 

Small  briquets  have  also  been  made  on  a  laboratory  scale  by  the 
method  of  ''cold  mixing.''  The  ore  and  coke  are  mixed  with  powdered 
pitch  and  then  moistened  with  zinc-sulfate  solution  and  pressed  into 
briquets.  A  typical  mix  is  represented  by  100  parts  ore,  70  parts  coke, 
20  parts  powdered  pitch,  and  20  parts  of  5-per  cent,  zinc-sulfate  solution. 
These  briquets  are  fairly  strong  as  they  come  from  the  mold  and  on 
baking  become  very  firm.  It  is  questionable  whether  they  are  as  good 
as  the  hot  molded  briquets  and  the  method  has  not  been  tried  on  a 
large  scale. 

SvbsHiuting  Coal  for  Coke. — The  base  of  the  briquets  is  coke,  but 
briquets  have  been  made  by  replacing  coke  with  coking  coal,  the  idea 
being  that  the  coking  coal  will  furnish  the  carbon  necessary  for  reduction 
and  the  excess  required,  as  well  as  the  binding  effect  of  the  pitch.  Such 
briquets,  however,  require  some  binder  and,  after  baking,  are  shrunken 
and  warped;  for.  this  reason  they  cannot  successfully  be  used  in  the  eleo- 
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trie  furnace.  The  replacement  of  pitch  by  coking  coal,  if  it  were  possible, 
would  materially  cheapen  the  briqueting  process. 

Briquets  have  also  been  made  with  anthracite  coal,  which  were  ex- 
cellent from  the  standpoint  of  strength  and  non-warping  quality;  these 
briquets,  however,  do  not  become  conductors  of  the  electric  current 
until  a  high  temperature  is  reached,  about  1150°  C.  This  requires  too 
great  a  degree  of  preheating.  Ordinary  coke  briquets  are  conductors  at 
500°  C. 

Replacing  Pitch  with  Coal, — Pitch  in  the  briquet  may  be  partly  re- 
placed by  coking  coal  with  good  results.  For  instance,  a  mix  made  of 
100  parts  ore,  50  parts  of  10-mesh  coke,  40  parts  of  80-mesh  Pocahontas 
coking  coal,  and  10  parts  powdered  pitch,  and  one  made  of  100  parts  of 
ore,  25  parts  of  coke,  70  parts  of  Pocahontas  coking  coal,  and  10  parts  of 
powdered  pitch  made  good  briquets  after  baking  and  gave  good  results 
on  distillation.  These  briquets  are  made  on  the  theory  of  replacing 
part  of  the  coke  and  part  of  the  pitch  by  coking  coal,  the  coal  acting  as  a 
binder  and  furnishing  a  part  of  the  carbon;  by  this  means  the  quantity  of 
pitch  required  is  reduced  one-half.  The  proportions  of  coke  and  coal  are 
calculated  so  as  to  leave  the  proper  amount  of  excess  carbon,  taking  into 
consideration  the  volatile  matter  of  the  coal.  However,  one  serious 
objection  to  the  use  of  any  appreciable  amount  of  coking  coal  is  the  fact 
that  the  products  of  the  distillation  of  the  coal  are  objectionable  diuing 
the  distillation  of  the  zinc,  and  the  relatively  small  saving  of  cost  gained 
by  its  employment  may  be  more  than  counterbalanced  by  the  increased 
difficulties  of  condensation. 

Baking  the  Briquets. — The  purpose  of  baking  the  briquets  is  to  coke 
the  pitch;  the  temperature  required  to  do  this  varies  somewhat  with  the 
time  of  baking.  For  a  9.25  by  22  in.  (23.5  by  56  cm.)  briquet,  a  baking 
period  of  6  hr.,  and  500°  C.  for  2  hr.  near  the  finish,  is  about  equivalent 
to  a  baking  period  of  8  hr.  with  a  temperature  of  450°  C.  for  the  last  few 
hours  of  the  operation.  The  briquets  must  be  kept  from  oxidizing  during 
the  baking;  that  is,  they  must  be  under  neutral  or  reducing  conditions. 
Baked  briquets  have  a  density  of  98  to  115  lb.  per  cu.  ft.  (1570  to 
1842  kg.  per.  cu.  m.)  dependent  on  the  ore,  and  on  the  proportions  of 
the  mixture. 

At  the  East  St.  Louis  plant,  the  briquets  to  be  baked  were  stood  on  end 
on  platform  cars  holding  twenty  briquets.  Each  briquet  was  set  within 
a  light  sheet-iron  cylinder  12  in.  (30.5  cm.)  in  diameter  and  26  in.  (66 
cm.)  high,  and  the  space  between  the  briquets  and  the  cylinders  was  filled 
with  crushed  coke.  The  car  was  then  placed  in  one  of  the  ovens,  which 
formed  part  of  the  dryer.  The  two  ovens  were  near  the  head  of  the  dryer, 
which  was  the  firing  end.  The  products  of  combustion  passed  both  over 
and  below  the  baking  oven  by  specially  constructed  flues.  When  a  load 
of  briquets  had  been  baked,  the  car  was  withdrawn  and  replaced  by 
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another.  The  period  of  baking  was  about  7  hr.  and  the  maximiim  tem- 
perature, reached  at  the  end,  approximately  500^  C.  A  briquet  was 
baked  for  the  proper  length  of  time  at  from  450°  to  500°  C.  is  very  hard 
and  firm  and  may  be  thrown  violently  from  the  car  to  the  floor  while 
hot  without  injury.  This  was  the  practical  test  applied  to  one  briquet 
from  each  car  load. 

The  briquet  during  the  baking  passes  through  a  weak  stage,  which  is 
due  to  the  condition  of  the  pitch  and  continues  during  the  baking  until 
a  temperature  of  about  300°  is  reached.    From  this  temperature  up  to 
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FlO.   5. — RB8I8TIVITY  GUBVB  OF  DISTILLING  BRIQUETS. 


500^,  there  is  a  constant  increase  in  strength  as  the  pitch  becomes  coked. 
It  would  be  desirable  to  eliminate  the  baking  of  the  briquets  as  a  separate 
operation  and  conduct  the  process  by  placing  the  raw  briquets  on  the 
furnace  base  and  do  the  baking  as  part  of  the  furnace  operation.  In 
the  operation  of  the  furnace,  the  highly  heated  retort  from  a  finished 
charge  is  transferred  by  the  crane  to  the  new  charge  on  the  second  base. 
The  heat  stored  in  the  retort  is  sufficient  to  bake  a  charge  of  raw  briquets 
but  the  weight  of  a  column  of  briquets  is  such  that  the  bottom  briquet  t>f 
the  column  would  collapse  in  the  weak  stage.  When  the  rate  of  beating  is 
very  rapid,  a  hard  sh^  is  formed  on  the  briquets  in  the  exterior  columns 
of  the  furnace  charge,  immediately  adjacent  to  the  hot  retort  walls,  be- 
fore the  interior  becomes  sufficiently  heated  to  be  weak;  this  shell  will 
sustain  the  briquet  during  the  critical  stage.  The  interior  columns  of 
the  charge,  however,  are  heated  more  gradually  from  the  retort  walls  and 
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do  not  form  the  hard  shell,  therefore  they  will  collapse  at  the  critical  stage. 
It  may  be  possible,  under  certain  circumstances,  to  make  a  briquet  that 
will  not  have  to  be  baked  in  a  separate  operation. 

Resistivity  of  Briquets. — ^The  resistivity  of  hot  briquets  (600  to  1100^ 
C.)  depends  on  the  amount  of  coke  used  and  the  nature  of  the  residue 
of  the  ore;  it  will  range  from  0.015  to  0.04  ohms  per  cu.  in.  The  resis- 
tivity of  the  raw  briquet  is  very  high  (26  to.  30  ohms  per  cu.  in.).  This 
resistivity  drops  slowly  until  the  pitch  is  coked  at  about  450°  to  500°  C, 
when  there  is  a  sudden  sharp  drop  to  0.6  to  0.7  ohms  per  cu.  in.  Fig.  5 
shows  a  typical  resistivity  curve  of  distilling  briquets. 

Briquets  made  from  ore,  coke,  and  pitch  become  a  practical  conductor 
at  between  450°  and  500°  C.  Briquets  in  which  part  of  the  coke  is  re- 
placed by  bitmninous  coal  do  not  become  a  conductor  imtil  a  temperature 
of  620°  C.  to  750°  C.  is  reached,  depending  on  the  proportion  of  coal  used. 
Briquets  where  the  coke  is  replaced  by  anthracite,  do  not  become  a  con- 
ductor until  about  1150°  C.  is  reached.  This  is  too  high  for  the  proper 
working  of  the  process,  for  the  briquet  would  have  to  be  preheated, 
even  after  baking,  to  this  temperature  by  means  of  the  retort  before 
the  electric  current  would  pass,  and  1150°  C.  is  the  temperature  at 
which  distillation  is  very  active. 

The  East  St.  Louis  Plant 

The  large-scale  experimental  work  was  carried  out  in  specially  erected 
buildings  in  East  St.  Louis,  111.  The  main  building  and  annex  thereto 
were  constructed  of  steel  and  tile,  the  main  building  being  of  sufficient 
height  to  permit  the  operation  of  a  12-ton  electric  crane  for  the  lift- 
ing of  retorts  and  the  handling  of  materials.  The  annex  contained  a 
small,  complete  machine  shop,  and  part  of  the  electric  equipment.  A 
separate  small  wooden  building  was  provided  for  an  experimental  labora- 
tory, and  contained  the  small  testing  furnaces  and  the  chemical  labora- 
tory. There  were  also  bins  and  storage  sheds  for  ores,  coke,  pitch  and 
general  supplies. 

In  one  end  of  the  main  building  was  placed  the  coke  crushing  plant, 
consisting  of  a  7  by  10  in.  (17.8  by  25  cm.)  Blake  crusher,  a  20  by  12  in. 
(50.8  by  30.5  cm.)  set  of  rolls,  an  inclined  screen,  and  a  return  bucket 
elevator.  Adjoining  the  crushing  plant  was  a  Bartlett  &  Snow  kiln 
dryer,  which  dryed  ore  and  coke,  heated  the  ore-coke  mixture,  and  con- 
tained two  ovens  for  baking  briquets.  This  dryer  was  fired  at  one  end 
by  an  oil  burner.  The  dryer  was  especially  designed  as  regards  the  set- 
ting and  served  the  various  purposes  indicated.  In  a  commercially  oper- 
ated plant  the  drying,  heating,  and  baking  would  be  done  in  separate 
apparatus.  Adjoining  the  dryer  was  the  knife-blade  mixer  and  the  pitch 
melting  kettle.  Adjoining  these  was  the  tamping  machine,  briquet 
press,  and  tracks  for  the  various  transfer  and  platform  cars  for  baking 


202  LAHQB    ELBCTHIC-HB8I8TANCB   FURNACE   POK   ZINC    ORES 

briquets.    The  rest  of  the  space  in  tiie  building  contained  the  electric 
furnaces,  the  main  transformers,  and  other  electrical  equipment. 

furnace  C. — This  is  the  designation  appUed  to  the  first  furnace  built. 
It  consiatB  of  a  specially  constructed  three-part  firebrick  base,  the  center 
part  holding  the  condenser  structure,  and  the  end  parts  cont^ning  the 
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electrodes  and  serving  to  support  the  briquet  charge  and  the  covering 
retort.     Figs.  6  and  7  show  the  features  of  construction. 

The  briquet  charge  was  set  up  on  the  left-hand  base  6,  Fig.  6,  the  re- 
tort a  lowered  into  place  by  the  crane,  the  current  turned,  and  the  charge 
distilled.  In  the  meantime  another  chaise  was  set  up  on  the  right- 
hand  base  c;  when  the  left  charge  was  finished,  the  red-hot  retort  was 
immediately  transferred  to  the  right-hand  base  and  this  charge  distilled. 
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While  "the  aecond  charge  was  distilling  the  spent  briquets  oa  the  left-hand 
base  were  removed  and  a  new  charge  set  up,  and  the  operation  repeated. 
Oil  burners  were  provided  at  four  places  under  the  vapor  boxes  o,  the 
products  of  combustion  from  two  of  these  burners  passing  by  flues  under 
the  electrode  supports  in  the  retort  bases  thence  throi^  the  central  flue 
in  the  condenser  structure,  to  the  air.  The  products  of  combustion  from 
the  other  two  burners  passed  from  under  the  vapor  boxes  directly  to  the 
central  flue  of  the  condenser.     The  idea  was  to  preheat  the  retort  bases 


OoH-om  Connection 


"    Fig.  7. — Furnace  C. 

and  Uie  condenser  to  the  proper  temperatiure  for  the  distilling  operation 
and  prevent  the  formation  of  blue  powder  in  the  condenser  at  the  start. 
The  necessity  for  proper  temperature  conditions  for  successful  spelter 
condensation  in  the  condenser  were  fully  recognized.  In  case  radiation 
from  the  condenser  walls  should  be  insufficient  to  maintain  proper  tempera- 
ture conditions  within  the  condenser  during  the  continuous  operation 
of  the  furnace,  due  to  the  heat  evolved  by  the  condensation  of  the  large 
volumes  of  sine  vapor,  the  heating  flues  could  be  turned  into  cooling  flues 
by  the  shutting  off  of  the  oil  burners  and  closing  the  two  retort  base  flues. 
The  volume  and  surface  of  the  condenser  were  designed  on  the  basis  of  the 
relation  of  these  factors  to  the  amount  of  vapor,  as  found  in  the  present- 
day  retort,  and  condenser  of  the  standard  zinc-distilling  furnace.  The 
condenser  was  provided  with  three  pyrometers  (platinum-rhodium  thermo- 
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couples)  oae  at  the  top,  and  one  at  the  bottom  of  the  central  chamber  p  I 

and  one  at  the  bottom  of  the  outer  annular  chamber.    The  retort  was 
provided  with  two  pyrometers,  embedded  within  the  refractory;.lining         i 


Fia.  8. — Babe  or  Fornace  G. 


PlO.    9.— ELECTBODE   CONSTRDCnON,    FtFKNACB   C 


within  J^  in.  (12,7  mm.)  of  the  interior  surface,  one  at  the  top  and  one 
at  the  bottom.  The  readings  of  the  retort  pyrometers  were  about  250° 
to  300°  C,  below  the  actual  briquet  temperature  but,  with  this  correction 
known,  served  as  a  perfect  guide  in  the  operation  of  the  furnace. 
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Details  of  Construction, — ^The  retort  consisted  of  a  0.25-in.  (6.36  mm.) 
steel  shell  stiffened  at  the  top  by  a  12-in.  (30.5  cm.)  channel,  to  which  were 
bolted  heavy  cast-steel  hooks,  which  engaged  the  chains  of  the  bail  by 
means  of  which  the  retort  was  lifted  by  the  crane.  The  bottom  of 
the  shell  was  drawn  in  1  in.  and  then  flanged  outward  for  stiffening;  the 
contraction  was  for  the  purpose  of  holding  the  refractory  lining  firmly  in 
place.  The  bottom  of  the  lining  was  a  circle  of  firebrick  blocks  9  in.  (23  cm.) 
high  and  13.5  in.  (34  cm.)  wide,  the  full  thickness  of  the  lining.  On  these 
was  built  the  interior  limng  of  high-grade  firebrick,  4.5  in.  (11.4  cm.) 
thick,  the  space  between  these  and  the  steel  shell  being  filled  with  9-in. 
sil-o-cel  brick  and  loose  sil-o-cel.  The  roof  was  a  firebrick  dome,  covered 
with  loose  sil-o-cel.  The  interior  diameter  was  48  in.,  and  the  interior 
height  from  the  base  to  the  lowest,  point  of  the  dome  was  72  in.  The 
clearance  between  the  briquet  columns  and  the  lining  of  the  retort  was 
2.5  in.    The  clearance  between  the  columns  was  about  2  in. 

The  electrode  construction  is  shown  in  Figs.  8  and  9.  Four  graphite 
electrodes  F,  Fig.  9,  6  in.  square  and  finished  to  cylindrical  ends  for  the 
attachment  of  the  electrode  holders  6  passed  into  the  furnace  base  through 
the  opening  E.  On  these  electrodes  were  set  6-in.  graphite  risers,  which 
reach  the  level  of  the  furnace  base  through  the  openings  A,  Fig.  8.  These 
plugs  were  later  replaced  with  9-in.  plugs.  A  seal  was  made  by  filling 
in  the  space  between  the  plugs  and  the  walls  of  the  openings  with  finely 
crushed  carbon.  In  the  first  operation  of  the  furnace,  a  special  firebrick 
block  was  set  on  the  base  of  the  furnace,  as  shown  at  C,  Fig.  3,  through 
which  the  vertical  plugs  passed  to  make  contact  with  the  graphite  blocks 
Af  on  which  the  columns  of  briquets  were  set.  The  purpose  of  this 
firebrick  was  to  prevent  a  short  circuit  in  the  case  of  a  condensation 
of  zinc  on  a'  cool  base.  It  was  found  unnecessary  so  the  graphite 
blocks  A  were  set  directly  on  the  base  in  contact  with  the  vertical 
riser  plugs.    A  charge  as  set  up  is  shown  in  Fig.  3. 

The  top  connections  are  made  by  5-in.  graphite  blocks  D,  as 
shown  in  Fig.  3.  Fig.  7  shows  the  arrangement  of  the  bottom  blocks  and 
of  the  top  blocks  on  the  ''Y"  connection.  As  shown  in  Figs.  8  and  9, 
the  furnace  has  four  electrodes.  One  of  these  is  the  neutral,  which  is 
brought  to  the  exterior  of  the  furnace  to  provide  for  an  extra  connection  in 
case  of  a  breakdown. 

In  order  to  insure  perfect  contact  between  briquets,  a  paste  consisting 
of  50  parts  tar  oil  and  35  parts  of  finely  ground  graphite  was  rapidly 
appUedy  hot>  to  the  ends  of  the  briquets  by  a  stiff  broad  brush  or  a  trowel. 
It  had  excellent  adhesive  properties  and  when  baked  was  as  good  a  con- 
ductor as  the  briquet.  A  number  of  charges  built  up  of  whole  briquets 
and  briquets  broken  into  a  number  of  pieces,  making  numerous  contacts 
with  the  use  of  this  contact  material,  passed  through  the  distillation 
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perfectly.    This  is  a  very  severe  test  of  the  process  from  an  electrical 
standpoint. 

In  setting  up  a  charge,  a  0.75-in.  (19  mm.)  graphite  disk,  the  diameter 
of  the  briquet,  was  placed  on  the  graphite  blockil,Fig.3,and  thinly  coated 
with  contact  material,  then  the  first  briquet  placed  in  position,  its  top 
coated  with  contact  material,  then  the  next  briquet  was  placed  in  posi- 
tion and  its  top  coated,  then  the  third.  This  last  briquet  had  a  2-in. 
(5  cm.)  hole  at  the  center,  2.5  in.  deep,  which  was  formed  at  the  time  of 
pressing  the  briquet  by  the  top  pressure  plate,  which  was  fitted  with  a 
slightly  tapered  pin.  After  the  twelve  briquet  columns  were  placed  in 
position,  1.75-in.  (4.4.  cm.)  graphite  pins  were  dropped  in  place  in  the 
top  briquet,  contact  material  appUed,  and  1  in.  graphite  disks,  with  a  2- 
in.  hole  at  the  centers  sUpped  into  place,  and  the  top  connectors  placed 
into  position.  The  top  connectors,  5  in.  thick,  were  provided  with  tapered 
holes  somewhat  larger  than  the  pins,  into  which  the  projecting  pins  fitted. 
The  space  between  the  pins  and  the  walls  of  the  holes  in  the  connectors 
was  filled  with  finely  crushed  coke.  By  this  system  the  briquet  columns 
were  held  firmly  in  position  and  the  sUght  shrinkage  and  motion  in  the 
charge  provided  for. 

The  method  is  shown  in  detail  at  c,  Fig.  1.  A  charge  was  set  up  in 
from  2  to  3  hr.  by  two  men.  In  the  making  of  the  briquets  care  was 
taken  to  have  their  ends  parallel  and  perpendicular  to  the  axis,  and  aU 
approximately  of  the  same  length.  The  length  sometimes  varied  slightly, 
in  which  case  and  when  briquets  broken  in  the  handling  were  us^,  defi- 
cient height  of  column  was  made  up  by  the  use  of  extra  graphite  disks. 

After  the  charge  was  set  up,  a  fireclay  luting  was  spread,  ring  form, 
on  the  base  and  the  retort  was  lowered  into  position  by  the  crane.  The 
luting  made  a  tight  joint.  The  exit  hole  at  the  top  of  the  retort,  was 
left  open  for  a  short  time  after  power  was  applied  at  the  electrodes,  to 
permit  the  escape  of  pitch  fumes  and  the  first  gases,  after  which  it  was 
closed  and  the  valve  z  (Fig.  6),  leading  to  the  vapor  box  and  condenser 
opened.  In  Fig.  8,  the  passage  from  the  base  to  the  upper  chamber  of 
the  vapor  box  o,  Fig.  6,  is  shown  at  B.  From  the  vapor  box,  the  gases 
passed  to  the  central  condensing  chamber  p  of  the  condenser,  thence  by 
the  cross  passage  k  to  the  outer  annular  condensing  chamber,  which  was 
divided,  by  vertical  waUs,  into  four  compartments  in  series,  the  carbon 
monoxide  finally  burning  at  an  exit  at  the  top  of  the  last  one.  The  cen- 
tral condensing  chamber  drained  into  the  vapor  box,  and  spelter  in  fur- 
nace C  was  tapped  from  the  vapor  boxes.  In  the  operation  of  this 
furnace,  practically  nothing  was  found  in  the  annular  condensing  chamber 
except  a  very  small  quantity  of  blue  powder.  This  chamber  was  provided 
with  tap  holes  at  the  bottom.  The  retort  ends  of  this  furnace  were  satis- 
factory, but  the  condenser  was  too  complicated.  The  condensation  was 
excellent  as  regards  the  non-formation  of  blue  powder.    After  six  charges, 
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the  coodenserwaB  found  to  be  practically  free  from  blue  powder  and  droas. 
At  no  time  did  the  gas  flame  show  more  than  the  permissible  amoimt  of 
zinc.  Some  sine  was  lost  by  leakage  at  the  cross  passage  from  the  central 
to  the  annular  chamber,  which  could  not  be  kept  tight.  The  bottom  of 
the  vapor  boxes  also  could  not  be  kept  tight,  and  spelter  escaped  in 
considerable  quantity  into  the  base  and  ground  beneath  the  base.  It 
was  decided  that  the  condenser  would  have  to  be  a  simpler  structure  and 
that  the  passage  from  the  retort  to  the  condenser  must  be  simple,  short, 
and  easy  of  access  for  the  purposes  of  cleaning.  The  new  design  gave 
rise  to  furnace  D. 


Fio.  10. — Jackson  elbctbodb  cooler. 

The  electrical  equipment  for  furnaces  C,  D,  and  E  was  the  same  and 
consisted  of  a  General  Electric  150-kw.,  three-phase  transformer  and 
a  polyphase  induction  regulator.  Sixty-cycle  current  at  1300  volts  was 
stepped  down  to  220  volts  by  transformers  outside  of  the  building  and 
passed  to  the  regulator  placed  in  one  comer  of  the  main  structure.  From 
this,  cables  in  underground  conduits  led  to  the  transformer  pits  located 
at  the  end  of  each  retort  base.  The  transformer  was  placed  in  this  pit 
and  connected  to  the  primary  cables  from  the  regulator  and  the  second- 
ary leads  of  the  transformer  to  the  furnace  electrodes.  When  a  charge 
was  distilled,  the  connections  were  broken  and  the  transformer  lifted 
by  the  crane  and  transferred  to  the  pit  at  the  other  retort  base.  The 
secondary  terminals  of  the  transformer  were  brought  out  to  a  terminal 
board  attached  to  the  transformer  and  were  so  arranged  by  means  of 
heavy  copper  links,  which  could  be  rapidly  changed  in  position,  that  the 
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three  main  secondary  taps  leading  to  the  electrodes  of  the  furnace  by 
heavy  flexible  cables,  could  be  at  voltages  of  27.5,  55,  110,  and  220.  By 
means  of  the  regulator,  the  voltage  adjustment  between  these  ranges  was 
practically  continuous  and  a  maximum  voltage  of  262  and  a  minimum 
of  22.5  could  be  obtained  with  a  primary  line  voltage  of  220.  The  power 
company  employed  boosters  on  its  line  bo  that  a  line  voltage  of  300  volts 
was  sometimes  available.  The  voltage  at  the  electrodes  with  the  Y  set 
up  was,  when  beginning  operations  with  a  cold  charge,  sometimes  as 
high  as  300.  With  hot  retorts,  however,  the  voltage  would  be  about  150 
at  the  start,  with  an  energy  input  of  120  to  150  kw.,  lowered  to  from  75 
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to  90  during  distillation.  The  energy  input  used  was  from  122  to  184, 
the  latter  for  only  short  periods  of  time  as  this  intensity  overloaded  the 
transformer.  The  electrical  equipment  was  somewhat  under  capacity 
and  the  furnaces  could  easily  take  200  to  250  kw.,  as  was  demonstrated 
later  with  new  equipment  on  furnace  F.  The  low  kilowatt  input  for 
furnaces  C,  D,  and  E  accounts  for  the  somewhat  higher  distillation 
periods  (more  than  8  hr.)  and  also  the  larger  power  consumption,  due 
to  increased  radiation  losses  on  account  of  the  unnecessarily  long  time. 
All  electrical  instruments  and  switches  were  located  in  the  shop  annex, 
and  the  furnace  was  electrically  operated  from  this  place.  The  electrode 
holders  and  coolers  were  specially  designed'  for  the  purpose  and  are 
shown  in  Fig.  10. 

>R.  O.  Jackson:  Patent  No.  1242654. 
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Fvmace  D. — This  furnace  differs  from  furnace  C  in  the  design  of  the 
condenser.  The  eame  principle  was  used,  but  there  was  no  heating  of 
the  retort  base  or  the  condenser.  Fig.  11  illustrates  the  arrangement. 
Instead  of  a  bottom  connection  from  the  retort  base  to  the  condenser,  a 
top  comiectioQ,  shown  in  Fig.  12,  was  permanently  attached  to  the 
condenser. 

After  the  retort  was  placed  in  position,  the  condenser  was  lifted  by  the 
crane  and  swung  into  position  so  that  the  opening  of  the  connection  regis- 
tered with  the  opening  in  the  top  of  the  retort.    Luting  was  then  placed 


Fig.  12. — Top  connkction  for  elbctiiic  fdbnace. 

aroimd  the  retort  opening  and  the  condenser  genUy  lowered  to  its  base; 
this  made  a  tight  joint  between  the  condenser  and  retort.  When  the 
charge  was  distilled,  the  transformer  was  transferred  by  a  crane  to  the 
second  retort  base,  the  valve  of  the  condenser  connection  closed,  and 
the  condenser  lifted  by  the  crane,  swung  around  180°,  and  set  on  the  center 
of  its  base.  The  retort  was  then  lifted  about  3  in.  (7.6  cm.)  and  pulled 
toward  the  center  of  the  building;  this  swept  the  distilled  briquets  to 
the  floor  over  an  apron  plate,  as  shown  in  Fig.  13.  The  retort  was  then 
transferred  to  the  other  charge,  the  condenser  set  by  the  crane,  and  dis- 
tillation begun  on  the  second  charge.  A  new  chaise  was  set  up  on  the 
first  baae,  the  men  being  protected  from  the  hot  base  by  asbestos  mats  and 
shoes. 

The  connection  was  designed  ho  that  it  could  be  readily  cleaned  out 
by  ihe  removal  of  the  cover-plate  over  the  graphite  plug  valve.  The 
coniLector  is  by  no  means  a  perfect  device  and  had  to  be  cleaned  every 


210  LABGB   ELECTRIOBEBIBTANCE    FTKNACE   FOB   UNC   OBBB 

BeooDd  charge,  eqiedally  if  the  valve  was  not  carefully  closed  at  the  end 
of  the  ran.     The  passages  also  are  somewhat  small. 

The  condenser  was  made  of  the  same  shell  as  furnace  C,  except 
that  a  steel  bottom  was  hveted  in  place.  It  was  lined  first  with  O-in. 
(23  cm.)  sil-o-cel  brick  followed  by  4.5-iD.  of  high-grade  firebrick.  Ite 
interior  diameter  was  42  in.  and  its  interior  height  9  ft.  It  had  a  longi- 
tudin^  partition  of  firebrick  wall,  as  shown  in  F^.  11,  and  was  known  as 
a  two-pass  condenser.  For  the  initial  charge,  the  condenser  was  heated 
by  an  oil  burner  placed  into  an  opening  at  the  top,  the  products  of  com- 
bustion traveling  down  the  large  pass,  up  the  'small  pass,  and  out  of  the 
connection  as  a  flue.    Preliminary  tests  showed  that  if  the  condenser 
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was  heated  to  040°  C.  and  then  closed  and  allowed  to  stand  the  tempera- 
ture dropped  from  940"  to  630''  C.  in  16  hr.  It  was  later  found  that  this 
radiation  about  balanced  the  heat  input,  due  to  the,  condensation  of  sine 
vapor,  and  the  condenser  maintained  itself  at  a  temperature  of  about 
700°  C.  at  the  inlet  and  500°  C.  at  the  exit.  With  more  rapid  working,  it 
would  probably  have  been  necessary  to  spray  the  exterior  with  water. 
With  less  rapid  working  the  condenser  would  undercool,  as  was  the  case 
when  less  than  two  charges  were  flistilled  in  24  hr. 

Charges  7,  8,  9,  10,  and  11  were  distilled  with  this  condenser,  when 
the  bridge  wall  collapsed  at  the  top,  at  which  point  the  temperature  was 
about  500''  C.  This  collapse  was  due  to  carbon  deposition  within  the 
firebrick  localised  at  the  iron-oxide  spots  of  the  brick.  The  action  is  due 
to  the  decomposition  of  carbon  monoxide  at  the  temperature  existing 
and  is  elsewhere  described.*    The  condenser  was  then  repaired,  the  bridge 

*  C.   H.  Pulton:  Condenaation  of  Zino  from  ita  Vapor.     Trans.    (1919)    60, 
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wall  being  replaced  by  a  SO-in.  (76-cm.)  cylindrical  flue  tile,  for  a  second 
pass.  The  condenser  was  again  brought  to  the  desired  temperature  by 
the  oil  burner  and  charges  12, 13,  and  14  run,  when  part  of  the  condenser 
brickwork,  including  the  top  tile,  collapsed  for  the  same  reason  as  before. 
The  condenser,  when  opened  after  each  run,  showed  no  blue  powder, 
the  walls  were  covered  with  spelter  in  the  form  of  droplets,  and  this  in 
places  was  coated  with  a  thin  layer  of  dense  rock  oxide.  There  was  sonie 
zinc  dross  in  the  bottom.  The  complete  metal  balance  of  these  two  runs 
is  given  in  Tables  4  and  5.  In  the  first  run  42.7  per  cent,  of  the  zinc  con- 
tent of  the  charges  was  recovered  as  cast  spelter  bars;  and  in  the  second 
run  52.8  per  cent.  This  recovery  was  from  a  practically  new  furnace  in 
each  instance. 

Table  4. — Metal  Balance 

RiTNS  Nob.  7,  8,  d,  10,  and  11,  Mat,  1917 

Zinc  in  Bakbd  Briqxtktb  Pounds 

Each  charge 673.0 

Zinc  in  five  charges,  total  charged . .         2855. 0 

Zinc  RmuAurmQ  in  Dutillsd  Bbiquets 

Run  No.  1,  2.36  per  cent 

Run  No.  2,  0.67  per  cent 

Run  No.  3,  1.80  per  cent 

Run  No.  4,  0.93  per  cent 

Run  No.  5,  5.97  per  cent 


Total  zinc  in  distilled  briquets 


Zinc  cast  as  spelter 

Zinc  in  scrapings  from  bridge  wall,  rechargeable  @  41.75  per 

cent,  zinc 

Zinc  in  brick  from  condenser,  @  1.74  per  cent,  zinc 

Zinc  unaccounted  for 


52.4 
14.0 
39.0 
19.4 
151.0 

275.8 

1242 . 5 

899.0 
115.3 
322  4 


Summary 

Pbr  CaNT. 

Spelter  tapped 42. 7 

Scrapings,  rechargeable 30.8 

Zinc  in  brick  from  condenser 3.9 

Zinc  in  distilled  briquets 9.1" 

Unaccounted  for 13 .  5* 


100.0 


Founds 
1242.5 
899.0 
115.3 
275.8 
322.4 

2855.0 


'  The  amount  of  zinc  left  in  briquets  is  entirely  at  the  will  of  the  operator;  this 
is  shown  on  the  individual  runs.  The  runs  in  this  series  were,  in  part,  undertaken 
to  obtain  figures  on  power  consumption,  and  certain  runs  were  discontinued  at  given 
power  inputs  to  determine  proper  point  of  stopping. 

*  This  covers  zinc  absorption  in  retort  hood,  base,  and  pasBageways  and  includes 
zinc  escaping  uncondensed. 
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Table  5. — Metal  Balance 
Runs  Nos.  12,  13,  and  14.    Mat  9-11,  1917 

Zinc  in  Baxxd  Bkiquxts  Poundb 

Each  charge 673.0 

Total  sine  in  three  charges 1719. 0 

ZiNO  RlMAIKINO  IN   DiBTILLBD  BsXQinm 

Run  No.  12,  6.57  per  cent 169.0 

Run  No.  13  NU 

Run  No.  14,  0.131  per  cent 2.6 

Total  zinc  in  distilled  briquets 171 .6 

Zinc  in  scrapings  from  condenser,  rechargeable   @  60.85  per 

cent,  zinc 496. 0 

Zinc  cast  as  spelter 903.5 

Zinc  unaccounted  for 147.9 

Summary 

Pbb  Cbnt.  Pounds 

Spelter  tapped 52.60  903.6 

Scrapings,  rechargeable 28. 80  496. 0 

Zinc  left  in  distilled  briquets 9.83-  171.6 

Unaccounted  for 8.77*  147.6 


100.00 


1719.0 


•  The  amount  of  zinc  left  in  briquets  is  entirely  at  the  will  of  the  operator;  this  is 
shown  in  the  individual  runs.  The  runs  in  this  series  were  in  part  undertaken  to 
obtain  figures  on  power  consumption,  and  certain  runs  were  discontinued  at  given 
power  inputs  to  determine  proper  point  of  stopping. 

*  This  covers  zinc  absorption  in  retort  hood  base  and  passageway,  and  condenser 
brickwork,  and  includes  zinc  escaping  uncondensed. 

The  destruction  of  the  condenser  lining  also  took  place  with  furnace 
E.  It  became  evident,  therefore,  that  the  condenser  lining  Would  have 
to  be  made  of  refractory  material  free  from  iron.  The  only  real  difficulty 
in  the  condensation  was  the  destruction  of  this  Uning  at  a  temperature 
of  about  500*^  C.  At  higher  temperatures  the  destruction  is  not  notice- 
able, as  the  condenser  failed  only  in  the  parts  where  this  temperature 
existed.  In  the  retort,  lined  with  the  same  firebrick,  no  destructive 
action  was  noted;  in  fact  the  retort  Uning  was  not  repaired  at  any  time 
that  the  plant  was  in  operation.  It  is  probably  not  possible  to  operate 
any  large  zinx;  condenser  for  a  long  period,  even  though  every  precau- 
tion is  taken  in  construction  and  operation  to  keep  it  tight  against  air. 
One  of  the  underlying  ideas  in  a  condenser  of  this  movable  type  is  to 
operate  it  as  long  as  it  is  in  good  condition,  then  replace  it  with  another 
one  at  the  proper  temperature  and  clean  and  reheat  the  first  one. 
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In  Table  6  is  given  the  electrical  record  of  run  14,  which  is  typical. 
It  will  be  noted  that  the  balance  of  the  phases  is  good;  in  many  runs  it  was 
still  more  even.  The  power  factor  ranges  between  88  and  91.  The 
total  time  was  15.5  hr.  The  average  input  was  143  kw.,  which  is  too 
low,  but  all  that  was  available.  The  power  consumption  was  2109  kw.- 
hr.  for  the  charge,  whrch  is  equal  to  2576  kw.-hr.  per  ton  of  ore.  This 
is  higher  than  necessary  as  later  work  demonstrated. 

As  charge  14  was  the  last  of  a  run,  it  was  allowed  to  cool  with  the  retort 
in  place,  and  the  briquets  of  every  other  column  weighed,  sampled  and 
analyzed.    The  record  is  as  follows: 

Twelve  columns  of  briquets,  three  each.  Total  height  of  all  columns, 
763  in.  (1928  cm.).  Weight  of  undistiUed  charge  3161  lb.  (1433  kg.). 
Density  of  baked  briquets,  4.15  lb.  per  lin.  in.  Density  of  distilled 
briquets,  2.82  lb.  per  in.  Baked  briquets  contained,  18.2  per  cent.  zinc. 
Total  zinc  in  charge,  573  lb.  Total  zinc  in  distilled  charge,  0.131  per 
cent.,  or  2.6  lb.     Weight  of  ore  in  charge,  1630  lb. 


Sample 


Column  1,  top 

Ck>luxim  1,  bottom. 

Column  3,  top 

Column  3,  middle. . 
Column  3,  bottom. 

Column  5,  top 

Column  5,  middle. . 
Column  5,  bottom 

Column  7,  top 

Column  7,  middle. 
Column  7,  bottom. 

Column  9,  top 

Column  9,  bottom. 

Column  11,  top 

Column  11,  middle. 
Column  11,  bottom 


• 

Weight  Distilled 
Briquet,  Pounds 

Length, 
Incnes 

Per  Cent 
Zino 

59.0 
62.0 
61.0 
60.0 
62.5 
60.5 
62.0 
59.5 
61.5 
60.0 
58.5 
60.0 
58.5 

21.00 
21.60 
22.00 
21.50 
21.75 
21.50 
21.75 
21.25 
21.60 
21.60 
21.00 
21.50 
20.75 

20.75 
20.75 

Nil. 

0.05 

0.08 

0.54 

Nil. 



0.43 

• 

NU. 

0.19 

NU. 

Nil. 

Nil. 

1 

58.5 
57.0 

Nil. 

1 

0.28 

1 

The  density  of  the  briquet  is  a  measure  of  the  distillation.  The  above 
charge  lost  32  per  cent,  of  its  weight;  this  is  the  proper  loss  for  complete 
distillation  with  the  briquets  used,  which  were  made  of  100  parts  Missouri 
silicate  ore,  35.5  per  cent,  zinc,  85  parts  coke,  and  18.5  parts  pitch.  A 
loss  of  34  to  40  per  cent,  may  take  place  when  the  charge  is  overdistilled, 
in  which  cases  only  traces  of  zinc  can  be  detected  in  the  distilled  briquets. 
In  Fig.  6  are  shown  the  resistivity  curves  of  charges  8,  13,  and  14;  these 
are  typical  of  briquets  made  of  Missouri  silicate  ore.  Toward  the  end 
of  the  operation  the  resistivity  rises  somewhat;  and  this  rise  indicated 
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at  the  instrument  board  as  a  drop  in  amperage  with  no  voltage  change, 
indicates  the  end  of  the  distillation  period. 

The  distilled  charge  was  discharged  from  the  retort  base  by  slightly 
lifting  the  retort  and  then  pulling  it  sidewise  by  means  of  the  crane. 
The  bottom  graphite  electrode  blocks  stay  in  place,  but  the  top  Ones,  are 
of  course,  swept  off  with  the  charge.  They  are  at  once  drawn  from  the 
mass  of  briquets  and  covered  with  crushed  coke.  Graphite  does  not 
oxidize  readily  at  a  low  red  heat,  and  there  was  very  little  wear  on  the  con- 
nector blocks  during  the  operation  of  the  plant.  The  bottom  blocks  on 
the  base,  immediately  aftel*  the  discharge  of  the  briquets,  were  thinly 
covered  with  crushed  coke,  spread  by  a  big  shovel.  After  an  hour  the 
base  cooled  to  or  below  a  dull  red,  when  it  was  cleaned  off  by  a  stiff  broom 
and  a  new  charge  set  up.  The  discharged  briquets  on  the  floor  were 
quenched  with  water  and  then  removed.  With  furnace  F,  the  base  was 
higher  and  the  briquets  were  discharged  directly  into  a  steel  car,  quenched, 
and  removed  to  the  dump. 

Connectors  Made  of  Briquet  Mixtures, — Experiments  have  been  made 
with  a  small  scale  laboratory  distilling  furnace,  with  1^-in.  diameter 
briquets,  in  which  the  graphite  connectors  were  replaced  by  connectors 
molded  from  briquet  mixture,  modified  by  the  addition  of  somewhat  more 
pitch  and  the  use  of  finer  coke  to  give  additional  strength.  These  experi- 
ments were  successful  and  it  was  the  intention  to  make  full  size  con- 
nectors of  this  type,  when  the  work  had  to  be  discontinued.  Both  bottom 
and  top  connectors  of  this  kind  were  to  be  employed,  thus  increasing  the 
capacity  of  the  retort,  and  doing  away  with  the  use  of  all  graphite  except 
the  electrodes  proper,  which  are  not  subject  to  wear.  It  will  be  noted 
that  even  with  the  use  of  graphite  connector  blocks,  there  is  no  regular 
or  fixed  electrode  consumption  in  this  furnace. 

Use  of  Distilled  Briquets. — The  distilled  briquets  may  be  used  again 
as  coke.  In  the  briquet  charges  distilled  in  furnace  F,  some  of  the  briquets 
were  made  by  replacing  50  per  cent,  of  the  coke  by  70  per  cent,  of  dis- 
tilled briquet.  These  caused  no  difficulty  in  the  distillation,  although 
the  distilled  briquets  are  a  most  unfavorable  material  on  account  of  the 
very  high  percentage  of  residue  in  the  ore.  The  distilled  briquet  is 
practically  a  coke  containing  34.5  per  cent,  ash,  which  high  ash  content 
would  not  be  present  with  ordinary  zinc  ores  in  the  briquet. 

Heat  Capacity  of  RetorL — The  initial  heating  of  the  briquet  charge 
on  the  retort  base  is  done  by  the  heat  stored  in  the  retort  from  the  last 
charge.  Fig.  14  gives  the  curves  representing  the  heat  capacity  of  the 
retort  and  the  standard  charge  expressed  both  in  calories  and  kilowatt 
hours,  for  different  temperatures. 

Furnace  E. — ^Furnace  E  differs  from  furnace  D  in  having  a  bottom 
connection  between  the  retort  base  and  the  condenser,  this  connection 
being  part  of  the  condenser.    In  order  to  arrange  for  this  construction,  the 
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central  part  of  the  furnace  base,  which  had  served  as  a  condenser  support, 
was  removed  and  the  old  passageway  for  zinc  vapor  in  the  retort  base 
rebuilt.  Grooves  were  also  cut  in  the  retort  base  immediately  around  the 
graphite  base  blocks,  which  drained  into  the  vapor  passage.  It  was 
thought,  in  the  operation  of  furnace  D,  that  in  the  earlier  stages  of  the 
operation  metal  sometimes  condensed  on  the  walls  of  the  retort  and 
drained  to  the  base,  giving  rise  to  redistillation,  which  prolonged  the  time 
and  increased  power  consumption.  The  results  obtained  with  furnace  £ 
do  not  prove  this  to  be  true.  From  the  construction  standpoint,  however, 
there  are  certain  advantages  in  a  bottom  connection. 

In  the  operation  of  t^e  process,  the  retort  from  a  distilled  charge  is 
usually  between  1100°  and  1200®  C.  but  sometimes  cooler.  The  ideal 
condition  for  operation  is  one  in  which  the  retort  waU  tempierature  is 
always  higher  than  the  charge  temperature,  which  can  be  obtained  by 
working  with  good  hot  retorts  and  by  rapid  distillation. 

Furnace  E  is  shown  in  Fig.  15.  It  was  operated  in  the  same  manner  as 
furnace  D  and  the  results  with  it  were  about  the  same.'  The  condenser 
was  a  three-pass  one,  the  passes  being  made  of  flue  tile,  ^  shown.  After 
nine  charges,  the  condenser  broke  down  in  the  same  way  as  the  furnace 
D.  No  metal  balance  was  drawn  up  on  this  run.  About  60  per  cent, 
of  the  zinc  in  the  charges  was  recovered  as  cast  spelter,  over  1100  lb. 
(498  kg.)  being  drawn  from  the  condenser  at  one  tap.  When  the  con- 
denser  was  opened,  the  walls  were  heavily  coated  with  metal  drops,  dross, 
and  dense  rock  oxide,  and  there  was  considerable  dross  in  the  bottom, 
but  no  blue  powder.  Once  or  twice  during  the  campaign,  the  condenser 
valve  was  open  during  the  change  from  base  to  base  and  air  passed  through 
the  condenser,  a  highly  undesirable  condition. 

Furnace  F. — This  was  the  furnace  constructed  for  operation  in  con- 
nection with  the  new  electrical  equipment,  consisting  of  three  870-k.v.a., 
single-phase  transformers,  switch  connections  and  instrument  equipment. 
The  furnace  consisted  of  three  adjoining  retort  bases,  two  distilling 
retorts  (identical  with  those  used  for  the  former  furnaces),  a  mova- 
ble combination  condenser  for  spelter,  blue  powder,  and  oxide,  and  one  of 
the  old  retort  bases  reconstructed  to  preheat  retorts  by  means  of  oil 
burners.  The  electrical  equipment  was  designed  for  extra  capacity,*  so 
that  it  could  be  used  in  proposed  subsequent  work  on  larger  units  with 
12-in.  briquets.  The  foundation  of  the  bases  was  built  of  concrete  and 
contained  a  tunnel  for  the  bus-bars  from  the  transformers.  The  trans- 
formers were  set  as  close  as  possible  to  one  end  of  the  furnace,  in  a  shallow 
pit,  which  had  waste  connections  to  take  care  of  the  cooling  water.  The 
bases  proper  consisted  of  rectangular  steel  boxes  filled  with  a  firebrick 
arch,  containing  the  opening  for  the  electrodes  and,  on  one  side,  a  vapor 
passage  leading  to  the  condenser  connection. 

The  idea  was  to  have  extra  bases  to  form  the  top  of  the  cars  on  which 
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the  charge  of  raw  briquets  would  be  set  up,  with  the  consectora  in  place. 
The  cars  would  then  be  passed  into  the  ovens  and,  after  baking,  removed, 
and  the  base  with  its  charge  heated  to  a  temperature  of  500°  to  600°  C. 
picked  up  by  crane  and  set  on  the  furnace  and  at  once  distilled,  thus 
conserving  the  heat  energy  in  the  hot  baked  charge.  The  movable  base 
also  served  as  a  cover  for  a  flue  system  under  the  base  and  surroundii^ 
the  electrodes,  which  was  heated  by  an  oil  burner  located  on  the  oppodte. 
side  to  the  vapor  passage.  The  exit  flue  from  this  system  emei^ed  from 
each  base  below  the  vapor  passage  and  the  products  of  combustion  were 
passed  to  a  heating  chamber  in  the  spelter  condenser,  to  preheat  this 
for  the  start  of  operations.    This  base-heating  system  was,  in  effect,  the 
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same  as  was  used  in  furnace  C.  It  was  found  to  warp  the  bases  and  to  be 
unnecessary,  as  in  the  case  of  furnace  C,  and  was  not  used  in  subsequent 
operations.  The  electrodes  were  12  in.  (30.5  cm.)  in  diameter,  supported 
on  jacks  in  the  tunnel  underneath  the  bases,  and  passed  through  the 
openings  in  the  base,  the  seal  between  the  electrodes  and  the  openings 
being  made  by  crushed  carbon.  The  jacks  afforded  a  ready  means  for 
slightly  raising  or  lowering  the  electrode  to  keep  it  level  with  the  top  of 
the  base.    Fig.  16  shows  the  construction  of  furnace  F. 

The  condenser  proved  unsatisfactory  and  was  to  be  replaced  with  the 
style  used  on  furnaces  D  and  E.  Experiments  in  making  ainc  dust 
were  successful,  but  the  experiments  in  making  oxide  failed  in  the  col- 
lecting device  used.  Before  the  style  D  and  E  spelter  condenser  could 
be  again  used  the  war  conditions  stopped  experimental  work. 

.  The  electrical  system  was  such  that  the  primary  leads  to  the  trans- 
formers could  be  connected  either  in  delta  or  in  Y,  and  the  seconduy 
leads  could  be  brought  out  either  in  delta  or  in  Y  connection.    By  awaoB 
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of  switches  on  the  primary  8i(}e,  a  wide  range  of  voltage  by  small  steps 
could  be  obtained  at  the  electrodes.  The  current  used  was  40-cycle 
13,000  volts  primary,  from  Keokuk  dam  on  the  Mississippi  River.  Fig. 
17  shows  the  wiring  diagram  of  the  three  single-phase  870-k.v.a.  trans- 
formers, and  Fig.  18  the  various  connections  of  switches,  the  k.v.a.  capacity 
of  the  transformers  obtainable  with  the  different  connections,  and  the 
corresponding  voltage  at  the  electrodes  of  the  furnace.  The  power  was 
applied  at  the  electrodes  by  means  of  water-cooled  electrode  holders  of 
the  design  already  shown. 
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Fig.  17. — Wiring  diagram  870  k.v.a.  transformers. 

Operating  with  Preheated  Retorts. — In  the  furnace  as  at  first  operated, 
in  the  initial  charge  of  any  nm,  the  retort  was  heated  by  radiation  from 
the  briquet  charge,  and  when  transferred  after  the  distillation  to  the 
second  charge  was  at  a  temperature  of  from  1000°  to  1200®  C.  The 
initial  charge  therefore  always  showed  the  extra  power  consumption 
necessary  to  heat  the  retort  to  this  temperature.  The  ideal  condition 
is  to  have  the  heat  radiated  from  the  retort  walls  to  the  charge  rather 
than  from  the  charge  to  the  retort,  which  means  working  with  hot  re- 
torts. In  the  case  of  high  cost  of  electrical  energy,  the  process  lends 
itself  readily  to  a  method  of  working  in  which  the  retort  is  preheated 
to  a  temperature  of  1250**  to  1360®  C.  by  means  of  a  regenerative  system 
of  preheating  bases  fired  by  gas.  The  use  of  the  preheated  retort 
reduces  the  time  and  power  consumption.  To  the  electrical  power  con- 
sumption in  this  case  must,  of  course,  be  added  the  cost  of  preheating; 
but  the  electrical  power  consumption  will  be  reduced  by  virtue  of  the 
shortened  time,  as  this  cuts  down  the  radiation  losses.    In  the  operation 
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of  furnace  F,  preheated  retorts  were  used.  One  of  the  old  furnace  bases 
was  arranged  for  this  work,  the  retorts  being  preheated  by  oil.  In 
Table  7  are  given  the  results  obtained. 


HiGH-VOLTAGE  CoiLS,   DeLTA  CONNECTIONS 


K.V.A. 

Conneotions 

Voltage  of 
Secondary  Coila, 
Delta  Conneotion 

Voltace  of  Series- 
multiple  Coils. 
Y  Conneotion 

495 

2toA,3toA,ltoB&5toB 

99 

■ 

171 

530 

2toA,4toA,ltoB&5toB 

106 

184 

580 

2toA,3toA,  ltoB&4toB 

116 

200 

S40 

2  to  B,  3  to  B  &  1  to  B 

128 

222 

695 

2toA,4toA,  ltoB&3toB 

139 

240 

770 

2toA,5toA,  ltoB&4toB 

154 

266 

870 

2toA,5toA,ltoB&3toB 

174 

302 

HiGH-VOLTAGE   COILS,   Y   CONNECTIONS 

Conneotions 

Vdtageof 

Secondary  Coila. 

Delta  Conneotion 

Voltage  of  Series- 
multiple  Coils, 
Y  Conneotion 

286 

2toA,3toA,  ltoA&5toB 

57 

99 

306 

2toA,4toA,ltoA&5toB^ 

61 

106 

335 

2toA,3toA,ltoA&4toB 

67 

116 

370 

2toB,3toB,ltoA 

74 

128 

400 

2toA,4toA,ltoA&3toB 

80 

139 

445 

2toA,5toA,  ltoA&4toB 

89 

154 

500 

2to  A,  5to  A,  1  to  A  &3  to  B 

100 

174 

Fio.  18. 

The  method  adopted  was  as  follows:  A  retort  would  be  heated  and 
then  placed  on  the  cold  briquet  charge,  a  second  retort  meanwhile  being 
heated  on  the  heating  base;  when  this  second  retort  had  attained  a  tem- 
perature of  say  1200°  C,  the  first  retort  would  be  lifted  from  the  charge 
and  replaced  on  the  heating  base  after  the  second  retort  was  placed  on 
the  briquets;  this  operation  was  repeated  until  the  charge  was  at  a  dis- 
tilling temperature,  namely  950®  to  lOOO*'  C.  The  following  shows  the 
results  of  preheating  charge  28  in  Table  7 : 


Retort  No. 

On  or  Off 
Charge 

Date 

Time 

Temperature, 
DegreeaC. 

1 

On 

Nov.  6 

4        A.  If. 

520 

1 

Off 

Nov.  6 

3:30  P.M. 

450 

2 

On 

Nov.  6 

3:45  p.  If. 

730 

2 

Off 

Nov.  7 

7:45  A.  M. 

670 

1 

On 

Nov.  7 

8         A.  If . 

1035 
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These  data  do  not  indicate  what  can  be  done  in  preheating,  but  are 
given  as  examples  only.  The  temperatures  of  first  retorts  were  very 
much  too  low  to  be  of  much  service,  but  the  retorts  were  used  at  these 
temperatures  to  obtain  certain  data  and  because  the  furnace  was  not 
ready  to  begin  distillation  imtil  Nov.  7. 

By  comparing  the  temperature  figures,  it  will  be  noted  that  the  radia- 
tion from  the  retort  is  not  rapid.  The  normal  preheating  period  was  2 
to  3  hr.,  and  to  obtain  the  total  time  of  a  charge  on  the  base  this  must  be 
added  to  the  "Time  of  Distillation"  given  in  Table  7.  Under  normal 
rapid  and  continuous  working  from  base  to  base  on  the  furnace,  the  hot 
retort  from  a  finished  charge  would  be  set  on  a  new  charge,  allowed  to 
remain  about  1  hr.,  and  then  replaced  by  a  retort  at  1300^  to  1350^  C. 
from  the  heating  base,  and  the  retort  just  taken  from  the  charge  put  on 
the  heating  base.  After  the  second  retort  was  on  the  charge  about  1  hr., 
electrical  distillation  would  be  commenced.  It  need  not  be  especially 
pointed  out  that  power  consumption  will  be  lowest  with  such  rapid  and 
continuous  working.    Power  consumption  figures  are  given  in  Table  8. 


Table  8. — Power  Consumption 


Run 
Number 


Kw.-hoon 
per  Ton  Ore 


Per  Cent.  Zino 
DistiHed*  » 
from  Charge 


Run 
Number 


Kw.-houn 
per  Ton  Ore 


Per  Cent.  Zino 
Distilled* 
from  Charge 


1» 

2540 

100.0 

16 

2200 

96.0 

2 

2270 

100.0 

17 

1645 

88.0 

3 

1540 

54.0 

18 

2120 

98.0 

4» 

3260 

98.0 

19» 

3200 

89.0 

5 

1645 

98.0 

20 

1760 

91.0 

6 

1720 

85.0 

21 

1720 

95.0 

7» 

2540 

90.0 

22 

1920 

97.0 

8 

2240 

98.0 

23 

1760 

95.0 

9 

2180 

93.0 

24« 

2795 

99.0 

10 

2420 

96.0 

25 

1665 

99.0 

11 

1760 

73.0 

26 

2190 

•  100.0 

12 

1600 

70:5 

27 

1548 

100.0 

13 

2700 

100.0 

28^ 

1365 

99.0 

14 

2460 

100.0 

29 

1811 

99.0 

15* 

2620 

100.0 

30 

1237 

99.0 

•  Where  less  than  all  the  zino  is  distilled,  the  operation  was  purposely  stopped 
to  determine  relation  of  extraction  and  power  consumption. 

^  Initial  charges.  « From  here  on,  operation  with  preheated  retorts. 

^  Franklinite  charge. 


The  theoretic  power  consumption  for  60-per  cent,  zinc  ore  containing 
20  per  cent,  siliceous  residue,  made  into  briquets  containing  100  parts  ore, 
70  parts  coke,  and  17  parts  coke  pitch,  is  1372  kw.-hr.  exclusive  of  radia- 
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tion  losses.  Of  this,  421  kw.-hr.,  the  amount  required  to  preheat  the  charge 
to  920^  C;  may  be  obtained  by  non-electrical  means,  as  by  preheated  re- 
torts. The  carbon  monoxide,  which  in  this  largenscale  work  may  be 
collected,  amounts  to  about  7200  cu.  ft.  (201  cu.  m.)  per  ton  of  ore,  which 
at  36  cu.  ft.  per  hp.-hr.,  is  equivalent  to  206  hp.-hr.,  or  164  kw.-hr.  The 
energy  in  the  briquet  residue,  in  cooling  from  1200^  C.  to  25^  is  equal  to 
378  kw.-hr.  Some  of  this  may  perhaps  be  recovered.  The  radiation 
losses  can  be  made  very  small  since,  in  the  nature  of  the  process,  the  heat 
energy  developed  within  the  charge  itself  is  at  once  consumed  in  useful 
work.  The  retorts  can  be  heavily  insulated.  In  Table  8,  the  low  power 
consumption  figures  with  a  high  degree  distillation  was  obtained  under 
condition  of  rapid  work,  and  quick  transfer  of  retorts.  Continuous 
steady  operation  will  also  materially  aid  in  condensation.  All  of  the  work 
was  carried  out  on  exceptionally  low-grade  ore,  giving  briquets  containing 
from  16  to  20  per  cent.  zinc.  With  higher  grade  ores,  the  briquets  would 
contain  from  26  to  30  per  cent,  zinc,  but  it  is  not  probable  that  the  power 
consumption  would  increase  proportionately  since  the  time  is  not  neces- 
sarily increased  and  hence  radiation  losses  are  kept  down. 

Zinc  Dr^si  Runs, — Runs  28,  29,  and  30  were  made  to  produce  zinc 
dust  with  furnace  F.  A  condenser  systen^  consisting  of  two  firebrick 
boxes,  the  first  directly  connecting  with  the  vapor  passage,  and  a  40- 
f t.  (12-m.)  train  of  30-in.  (76-cm.}  tile  was  connected  with  one  base. 
To  immediately  cool  the  vapor  at  the  exit  of  the  vapor  passage,  an  8-in. 
(20.3-cm.)  iron  pipe  was  passed  through  the  first  collecting  box  directly 
in  front  of  the  vapcn:  passage;  air  was  continually  blown  through  this  pipe. 
The  zinc  dust  was  of  excellent  quality  throughout,  free  from  oxide,  97 
per  cent,  passing  a  200-mesh  screen.  The  recoveries  were  very  high, 
as  will  be  noted  from  Table  8. 

Run  28  was  made  on  Franklinite  ore,  the  briquets  having  the  following 
composition:  ore,  100  parts;  coke,  86  parts;  and  pitch  28  parts.  The 
briquets  were  in  excellent  condition  after  distillation  and  it  is  very  probable 
that  the  coke  and  pitch  proportions  can  be  reduced.  For  the  first  large 
run  on  Franklinite,  it  was  considered  undesirable  to  take  any  chance  on 
composition. 

General  Characteristics  of  Process  and  Applications, — The  furnace  and 
process  presents  the  following  characteristics: 

1.  It  maintains  the  physical  and  metallurgical  conditions  of  the  pres- 
ent-day retort  practice,  in  that  it  operates  with  a  closed  retort  within  the 
space  of  which  is  maintained  a  uniform  temperature.  This  produces 
gas  practically  free  from  carbon  dioxide,  from  which  the  zinc  can  be 
condensed  as  spelter  without  the  formation  of  blue  powder. 

2.  The  energy  for  the  distillation  is  generated  within  the  charge  itself, 
which  fact,  combined  with  proper  heat  insulation,  will  give  the  minimum 
poWer  consumption  possible. 
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3.  It  is  a  large  unit  furnace,  the  proposed  12-in.  diameter;  72-in.  high 
briquet,  19  per  charge,  will  distil  8}^  tons  of  roasted  concentrate  per  24 
hr.,  counting  on  three  distillations  of  8  hr.  each.  The  handling  of  mate- 
rial would  all  be  done  by  crane,  as  in  steel  and  copper  plants.  A  general 
design  has  been  worked  out,  in  which  the  handling  of  material,  the  mixing 
of  the  briquet  charge,  the  briqueting,  the  baking  of  briquets,  the  charging 
of  retorts,  and  the  discharge  of  the  spent  charge  is  done  automatically 
and  mechanically. 

4.  Probable  costs  have  been  calculated,  which  show  a  marked  reduc- 
tion over  present  costs.  There  will  be  no  pottery  and  practically  no  con- 
sumption of  fireclay.  Labor  costs  will  be  low.  Due  to  the  completeness 
of  distillation  the  recovery  will  be  higher  than  in  the  present-day  retort 
process.  The  cost  of  pitch  in  briqueting  is  not  serious  and,  with  the 
great  increase  in  byproduct  coke  ovens,  the  pitch  supply  will  be  plentiful. 
It  has  been  suggested  that  the  combination  of  a  byproduct  plant  and  the 
electrical  distilling  furnace  might  work  out  well. 

5.  The  process  can  be  applied  to  any  zinc  ore,  even  to  the  so-called 
complex  ores. 
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« 

DISCUSSION 

■ 

J.  W.  Richards,  South  Bethlehem,  Pa. — ^The  illustration  of  the  fur- 
nace on  p.  189  is  almost  identical  with  a  furnace  I  saw  in  operation  in 
Sweden  for  making  electrodes.  Electrodes  were  placed  in  the  furnace, 
almost  exactly  as  shown,  in  a  series,  and  baked  in  that  manner. 

Mr.  Tucker. — It  seems  to  me  that  the  figures  in  Table  8,  giving 
the  kilowatt-hours  per  ton  of  ore,  are  pretty  high. 

C.  H.  Fulton. — Table  8  gives  the  power  consumption.  For  instance, 
P,  is  an  initial  charge,  which  means  that  the  charge  is  heated  from  the 
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told  and  includes  the  power  to  preheat  the  retort.  The  power  consump- 
tion must  be  taken  imder  normal  conditions,  as  expressed  in  Nos.  5, 21,  or 
27.  As  stated  in  the  abstract  of  the  paper,  the  power  consumption  per 
ton  of  concentrate  normally  ranges  between  1500  and  1700  kilowatt-hours, 

J.  W.  Richards. — How  was  the. poor  conductivity  of  these  briquets 
overcome  in  starting  the  furnace? 

C.  H.  Pulton. — The  resistivity  of  the  raw  briquet,  on  account  of  the 
hydrocarbons  of  the  pitch,  is  very  high,  so  that  one  of  the  steps  of  the 
process  is  the  baking  of  the  briquet  at  a  temperature  between  450®  and 
500®  C.  At  this  temperature,  the  resistance  of  the  briquet  is  broken 
down  to  about  0.6  to  0.7  ohm  per  cubic  inch.  There  is  still  a  relatively 
high  resistance  but  the  heated  retort,  which  is  at  a  temperature  of  about 
1200®  C,  is  transferred  from  the  previous  charge  to  this  charge,  and  will, 
within  20  or  30  min.,  break  the  resistance  of  the  briquets  so  that^the  175  or 
200-volt  current  will  immediately  take  hold  and  lower  the  resistance,  as 
shown  in  Fig.  5,  so  that  80  to  90  volts  or  less  will  give  the  proper  energy 
input  into  the  furnace. 

J.  W.  Richards. — In  the  furnace  in  Sweden,  the  raw  electrodes  were 
placed  in  the  furnace  without  any  baking.  Of  course,  they  were  practi- 
cally non-conductors,  so  an  iron  rod  about  as  big  as  one's  finger  had  been 
embedded  in  the  middle  of  each.  This  was  sufficient  to  start  the  cur- 
rent flowing.  When  the  current  flowed  through  this  rod,  it  baked  the 
electrode  around  the  rod,  and  as  soon  as  that  part  around  the  rod  be- 
came baked,  the  electrode  itself  became  conducting  and  was  gradually 
heated  up  from  the  inside.  They  thus  started  with  a  raw,  non-conduct- 
ing electrode,  and  the  electrode  baked  itself. 

C.  H.  Pulton. — ^We  conceived  the  same  idea  and  did  considerable 
experimenting  to  eliminate  the  preliminary  baking,  but  found  we  were 
unable  to  make  a  briquet  that  would  not  collapse.  The  softening  of 
the  briquet  at  certain  stages  of  heating  caused  the  briquets  to  collapse 
in  the  furnace,  as  explained  imder  the  caption  Baking  the  Briquets. 

J.  W.  Richards. — ^The  large  amount  of  heat  required  to  raise  these 
briquets  to  the  temperature  and  for  distilling  off  the  zinc,  makes  it  a 
wasteful  operation.  It  does  not  appear  to  me  to  be  on  a  competing  basis 
with  other  furnaces  that  do  not  have  to  remove  the  heated  briquets  from 
the  furnace. 

C.  H.  Fulton. — I  think  perhaps  Professor  Richards  misinterprets 
the  mode  of  operation,  for,  in  the  present-day  metallurgy  of  zinc,  the  cold 
charge  is  put  into  the  retort  and  the  charge  is  finished  and  the  hot  residue 
is  removed.     In  our  process,  we  not  only  do  the  same  thing  but  we  do  not 
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allow  our  retort  to  cool  down,  for  the  hot  retort  is  immediately  transferred 
to  a  new  charge  which  absorbs  the  retort  heat. 

Experiments  were  mider  way,  to  preheat  the  briquet  charge  to  500^  C. 
in  properly  designed  ovens,  and  then  place  this  preheated  charge  on 
the  base  and  immediately  cover  it  with  the  hot  retort  from  a  previous 
charg.e  so  that  the  heat  of  raising  the  briquets  from  room  temperature 
to  500^  will  be  saved.  Further,  it  is  proposed  to  take  the  hot  residues 
from  the  bases  and  use  the  contained  heat  in  suitably  designed  ovens  for 
baking  briquets.  As  far  as  I  know,  there  are  no  metallurgical  processes 
in  use  at  the  present  time  that  recover  the  heat  which  now  goes  to  waste 
in  residues,  such  as  slags;  or  in  products  such  as  matte,  or  iron,  and  the 
heat  in  the  zinc  residues  is  in  the  same  position  as  the  heat  in  slags,  etc. 

J.  W.  Richards. — I  had  in  mind  other  electric  zinc  furnaces  in  which 
only  the  theoretical  amoimt  of  reducing  agent  is  used,  and  the  energy 
required  to  raise  excess  of  reducing  agent  to  the  final  temperature  does 
not  have  to  be  expended  in  the  electric  furnace.  I  had  in  mind  compari- 
son with  other  zinc  electric  furnaces,  and  not  with  the  ordinary  retort. 

C.  H.  Fulton. — The  amount  of  energy  used  in  raising  the  excess 
coke  of  the  briquet  is  less  than  5  per  cent,  of  the  energy  used. 
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Tin  Fusible  Boiler-plug  Manufacture  and  Testing* 

BT   L.   J.    GUREVICIl,  t   B.   CH.   £.,   AND  J.    S.    HBOMATI^O,t  B.  A.,   WASHINGTON,    D.    C. 

(Philadelphut  Meeting,  September,  1019) 


In  the  course  of  the  examination,  at  the  Bureau  of  Standards,  of 
fusible  tin  boiler  plugs  for  the  Steamboat  Inspection  Service,  it  became 
evident  that  an  investigation  should  be  undertaken  to  determine  the 
precautions  necessary  in  the  manufacture  of  acceptable  plugs.  The 
results  of  the  tests  of  these  plugs  show  that  their  manufacture  has  im- 
proved, though  at  present  not  all  of  the  plugs  tested  are  satisfactory. 
Table  1  gives  the  result  of  tests  of  some  1500  plugs  from  about  100 
makers.  Records  of  the  tests  show  that  several  of  the  makers  were  able 
to  produce  satisfactory  plugs  with  every  pouring. 

The  Steamboat  Inspection  Service  has  the  following  specifications 
for  fusible  plugs:  "Fusible  plugs  for  use  in  boilers  of  steam  vessels  under 
the  jurisdiction  of  the  Steamboat  Inspection  Service  shall  be  made  of 
bronze  casing  with  the  bore  tapering  continuously  and  openly  from  end 
to  end,  and  filled  from  end  to  end  with  tin  not  less  than  99.7  per  cent, 
pure  and  to  contain  not  more  than  0.1  per  cent,  of  lead  and  not  more  than 
0.1  per  cent,  of  zinc.  The  small  end  of  the  bore  may  be  countersunk 
not  more  than  ^2  i^*  i^  depth  and  width,  but  no  recess,  thread,  or  cavity 
other  than  this  countersink  shall  be  allowed." 

Table  1. — Thirty-five-month  Testing  Record  of  Fusible  Plugs 


I 


Insi>ection  Period 


1 


Causes  of  Rejection 


o 


c 
« 

O 

0) 

a. 


^6 


•a  . 
§2  • 


01 

e   • 
S  *- 

o 


I   : 
a- 


9  • 

a   r 

«♦; 

S.J 

More  Th 
Per    Cen 
Cent. 

More  Th 
Per    Cen 
Cent. 

"S-fe 

§^fe 

«oft< 

June-November,  1916 311  52.8  47.2 

December,  1016-May,  1917 318  71.4  28.6 

June-November,  1917 228  73.0  27.0 

December,  1917-May.  1918 214  72.0  28.0 

June-November,  1918 250  70.7  29.3 

December,  1918-ApriI.  1919 233  78. 1  21 .9 


3.8 
2.2 

•  •  • 

0.9 

*  •     a 

7.2 


11.5 
4.4 
9.6 
0.4 
2.0 
1.2 


15.1 
12.8 

5.2 
11.6 
20.0 

4.7 


10.9 
5.9 
9.6 
7.0 
5.2 
3.0 


9 


§    : 

go 

o     ^ 

OoQU 

o 


4.5 
2.8 
0.8 
7.9 
2.8 
6.0 


TotaJ  35  months 1544,69.7  30.3     2.3        4.8    '11.6       6.9        0.3    ;    4.1 


*  Published  by  pennission  of  the  Director,  U.  S.  Bureau  of  Standards, 
t  Assistant  Fhysicist,  U.  S.  Bureau  of  Standards. 
X  Laboratory  Assistant,  U.  S.  Bureau  of  Standards. 


228  TIN    FUSIBLE  BOILEH-PLUG   MANUFACTURE    AND   TESTING 

The  experimental  results  show  that  there  are  six  primary  causes  for 
the  rejection  of  fusible  plugs.  These  may  be  divided  roughly  into  two 
classes :  first,  those  due  to  the  casing  and,  second,  those  due  to  the  purity 
of  the  tin  filling.  Under  the  first  class,  rejections  are  included  due  to  the 
mechanical  and  chemical  specifications  of  casing  material.  The  second 
class  includes  rejections  due  to  the  purity  of  the  tin  filling  and  imder  this 
will  be  discussed  the  freezing-point  determinations  of  binary  tin  alloys 
containing  small  amounts  of  copper,  lead,  zinc,  and  antimony. 


Mechanical  and  Chemical  Specifications 
Mechanical  Specifications.— The  only  repeated  defect  under  mechan- 
ical specification  is  the  loose  filling.     This  is  due  to  pouring  the  tin'  into 
casings  that  are  below  the  required  temperature. 

Casing  Material. — Occasionally,  plugs  that  have  brass  casings  are 
received  by  the  Bureau.  This  is  probably  due  to  the  somewhat  ambigu- 
ous wording  of  the  Steamboat  Inspection  Service  specifications.  The 
exact  composition  of  the  bronze  to  be  used  is  not  stated  and  consequently 
some  of  the  manufacturers  use  such  alloys  as  manganese  and  other  bronzes. 
The  brass  casing  contaminates  the  tin  filling  with  copper  and  zinc,  the 
presence  of  the  latter  being  very  detrimental.'     The  nature  of  the  action 

'  Burgess  and  Merica:  Bureau  of  Standards  Tech.  Paper  53;  also  in  Tran*.  Amer. 
Inst.  Metals  (1915)  B,  21. 
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between  the  molten  tin  and  the  casing  is  shown,  in  Fig.  1,  to  be  a  simple 
solution  of  the  casing  material  by  the  molten  tin.  Copper  and  zinc  are 
introduced  from  the  brass  casing  while  only  copper,  the  less  objectionable 
impurity  of  the  two,  is  introduced  from  the  bronze  casing. 

In  order  to  determine  the  best  casing  material  and  at  the  same  time 
determine  the  lowest  temperature  for  pouring  and  preheating  the  casings^ 
a  series  of  experimental  fusible  plugs  were  made  up  and  tested.  Two 
different  alloys  were  used  for  c^isings.  They  were  88Cu,  lOSn,  2Zn 
(Series  G)  and  87Cu,  7Sn,  5Zn,  IPb  (Series  M).  Two  series  of 
eight  each  were  made.  The  casings  were  l^'i  in.  (31.8  mm.)  round, 
%  in.  (15.8  mm.)  bore,  and  ^^  in.  (19  mm.)  high.  Four  of  each  series 
were  filled  using  no  flux,  while  the  rest  were  filled  using  zinc  chloride  as  a 
flux.  The  tin  was  poured  at  about  250°  C,  while  the  temperature  of  the 
casings  is  shown  in  Table  2.  The  tin  was  then  melted  out  into  an  iron 
mold  and  analyzed  for  impurities  introduced. 

Two  other  series  of  ten  each,  using  the  same  casing  alloys,  were  then 
prepared.  All  the  casings  were  first  tinned  by  immersion  in  pure  tin,  using 
a  zinc*chloride  flux.  A  good  smooth  tinned  inner  surface  resulted  with 
the  tinning  bath  between  250°  and  260°  C.  The  temperatures  for  pre- 
heating the  casings  and  pouring  of  tin  to  produce  tight  fillings  has  been 
found  to  be  from  250°  to  275°  C.  The  tin-pouring  temperature  and  the 
temperature  of  preheated  casings,  together  with  the  chemical  analysis 
of  the  melted  out  tin  are  given  in  Table  3. 


Table  2. — Effect  of  Preheating  Temperature,  and  also  of  Zinc-chloride 

Flux  on  Contamination  of  Tin  Filling 


Tempera- 
ture of 

Time  for 

Tin  to 

Solidify 

1 

20.0  sec. 

Series 
GF  &  MF 
Using 
ZnCls 
Flux 

G4F« 

Chemicfl 
of 

Copper. 
Cent. 

0.04 

il  Compi 
nn  FilHi 

Lead, 

Per 

Cent. 

aeition 

Series 

G  db  M 

Using  No 

Flux* 

G4 

Chemical  Composition 
of  Tin  Filling 

Preheated 

Casings, 

Degrees  C. 

Zinc, 

Per 

Cent. 

0.13 

Copper. 

Per 

Cent, 

Lead, 

Per 

Cent. 

Zinc. 

Per 

Cent. 

To  150. . . 

0.04 

trace 

To  230. . . 

3 . 5  min. 

G5F 

0.12 

0.26 

G5 

0.09 



0.04 

To  300. . . 

7.5min. 

G6F 

0.17 

0.24 

G6 

0.22 

trace 

To  400. . . 

7.0  min. 

G7F 

0.07 

0.13 

G7 

1.03 

0.04 

To  150. . . 

20.0  sec. 

M1F« 

0.08 

0.08 

0.17 

Ml 

0.02 

0.05 

0.08 

To  230. . . 

3 . 5  min. 

M2F 

0.09 

0.08 

0.17 

M2 

0.05 

0.07 

0.09 

To  300... 

7 . 5  min. 

M3F 

0.08 

0.12 

0.20 

M3 

0.12 

0.07 

0.23 

To  400... 

7.0min. 

M4F 

0.08 

0.07 

0.12 

M4 

0.07 

0.07 

0.13 

•  Tin  used  contained:  Lead,  0.06  per  cent.;  zinc  leas  than  0.04  per  cent.;  iron,  less 
than  0.03  per  cent. 

*  All  fillings  were  found  to  be  loose.     On  melting  out  only  M4  and  G7  were  well 
tinned  on  the  inside. 

'  Loose  fillings. 
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PuMTT  OP  Tin  Filling 

The  impurities  of  the  tin  fillings  may  be  divided  into  two  classes: 
those  present  in  the  original  tin;  and  those  introduced 'during  the  manu- 
facture of  the  plug.  By  choosing  proper  pig  tin,  the  first  class  is  easily 
eliminated.  The  second  depends  entirely  on  the  care  and  attention 
given  to  the  manufacture  of  plugs  by  the  maker.  Unserviceable  plugs 
result  from  undue  overheating  of  either  the  casing  or  the  tin,  or  both 
during  pouring,  and  from  carelessness  in  using  dirty  pots  previously 
used  for  melting  solder,  lead,  or  zinc.  Table  4  indicates  how  easily  as 
much  as  15  per  cent,  of  copper  may  be  introduced  into  the  filling. 


Table  3. — Effect  oi  Pouring  and  Preheating  Temperatures  on  Contami- 
nation of  Tin  Filling 


Casing 


M12 

M13 

MU 

M6 

M6 

M7 

M8 

M9 

MIO 

Mil 

GI5 

G16 

G17 

G8 

G9 

GIG 

Gil 

G12 

G13 

G14 


Temperature 
of  Casing. 
Dogreee  C. 


.150 
200 
250 

Room 
150 
250 

Room 
150 
200 
250 

150 
200 
250 

Room 
150 
250 

Room 
150 
200 
250 


Temperature 
ofTin, 
I,  C.« 


240 
240 
240 
260 
260 
260 
300 
300 
300 
300 

240 
240 
240 
260 
260 
260 
300 
300 
300 
300 


Time  to  Solidify 


20  860. 

1  min.  15  sec. 

2  min.  40  sec. 
5  sec. 

'      30  sec. 

2  min.  40  sec. 

5  sec. 

40  sec. 

1  min. 

2  min.  30  sec. 

20  see. 

1  min.  15  sec. 

2  min.  40  sec. 

u  sec. 

30  sec. 

2  min.  40  sec. 

5  sec. 
40  sec. 

1  min. 

2  min.  30  sec. 


Chemical  Compoeition 
of  Tin  Filling 


Cu, 

Per 

Cent. 


Per 
Cent. 

Zn, 

Per 

Cent. 

Not 
0.12 
0.13 

Not 
0.007 
0.13 

Not 

Not 
0.04 
0.11 


analyzed 

0.02 
0.03 

analyzed 

0.04  I  0.06 

0.01  I  0.03 

analyzed 

analyzed 

0.02 
0.03 


Not  analyzed 


0.14 
0.14 


0.02 
0.02 


Not  analyzed 
Not  analyzed 

0.15    I |0.01 

Not  analyzed 
Not  analyzed 


0.05 
0.07 


0.02 
0.02 


Tightness  of 
Rll 


lling 


Loose 

Slightly  loose 
Tight 
Loose 


Tight 
Tight 
Loose 
Loose 
Tight 
Tight 

Loose 
Tight 
Tight 
Loose 
Loose 
Tight 
Loose 
Loose 
Tight 
Tight 


•  Tin  used  contained:  Cu,  less  than  0.01  per  cent.;  Pb,  less  than  0.01  per  cent.; 
Zn,  not  detected. 
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» 

Table  4. — SoliUion  of  Zinc  and  Copper  by  Molten  Tin  from  Casing 


Caaing 


Time  oi  Heating 


2^noin  Tin 


Beifore  Heating, 
Percent. 


1.  60Cu-40Zn brass... 


After  Heatingi 
Per  Cent. 


2.  60Cu-40Zn  brass. 


60Cu-40Zn  brass. 


3   88Cu-10Sn-2Zn 
bronze 


4.  90Cu-10Sn bronze... 


90Cu-106n  bronze.. 


90Cu-10Sn  bronze.. 


Plug  poured  in  ordinary  way 
and  then  kept  molten  for  10 
min.  with  Bunsen  burner. 

Plug  as  received  and  melted 

out. 
Plug  from  same  company  and 

from  same  heat,  kept  molten 

for  10  min. 


Plug  poured  in  ordinary  way 
and  then  kept  in  molten  con- 
dition as  No.  1. 

Plug  poured  and  kept  in 
molten  condition  for  1  min. 

Plug  poured  and  kept  in 
molten  condition  for  5  min. 

Plug  poured  and  kept  in 
molten  condition  for  10  min. 


1.45 


1.31 


Cu 
4.3 


Zn 
0.06 


Cu 
0.96 
9.21 

15.21 


Table  5. — Freezing  Points  and   Chemical  Analyses  of  Tin  from  Few 

Rejected  Fusible  Plugs 


Melting  Point, 
Degreea  C. 

Chemical  Analyab 

Plug  No. 

• 

1 

Copper, 
Per  Cent 

Lead, 
Per  Cent 

Iron, 
Per  Cent 

2635 

229.1 

0.16 

1.04 

0.02 

2636 

228.9 

0.10 

1.05 

0.02 

2650 

229.4 

0.12 

0.79 

0.02 

2651 

228.7 

0.15 

.      0.73 

0.01 

2656 

228.5 

0.22 

0.91 

0.02 

2658 

228.7 

0.20 

0.90 

0.02 

2788 

228.5 

0.50 

0.01 

0.10 

2790 

227.5 

0.40 

0.39 

<0.06 

2837 

226.8 

0.78 

0.11 

<0.03 

2849 

229.4. 

CuABiO.80 

0.43 

<0.03 

2866 

228.9 

0.57 

0.15 

<0.04 

2887 

224.7 

0.66 

1.54 

<0.08 

2888 

229.6 

Cu&Bi0.54 

0.58 

<0.03 

2972 

227.1 

0.80 

0.22 

<o:03 

2985 

228.1 

0.65 

0.10 

<0.03 
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A  somewhat  quick  method  for  determining  the  purity  of  tin  is  the 
determination  of  its  freezing  point*  which  detects  such  small  amounts  of 
impurities  as  0.1  or  0.2  per  cent.    This  method  has  been  checked  by 


4  6 

Percent   Aotimony 

Fig.  2. — FRBBzmG-poiNT  curvb  of  antimony-tin  alloys. 


numerous  chemical  analyses  and  Table  5  shows  that  a  freezing  point 
below  230°  C.  always  indicates  an  excess  of  impurities.  However,  it 
has  been  found  that  a  freezing  point  above  230°  C.  does  not  always  insure 
the  purity  of  the  tin. 
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Fig.  3. — Fbeehng-point  cukvb  of  coppbb-tin  alloys. 

Freezings-point  Determination. — In  order  to  determine  to  what  extent 
the  freezing  point  of  tin  is  influenced  by  small  amoimts  of  such  impurities 


s  Burgess  and  Merica:  loc.  cU 
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as  copper,  zinc,  lead,  and  antimony,  a  series  of  binary  alloys  of  tin  were 
made,  containing  from  0.05  to  4  per  cent  of  the  above  metals. 

The  metals  used  were  of  the  following  degree  of  purity:  (a)  The 
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Fig.  4. — Fbeezing-point  cubve  op  lead-tin  alloys* 

tin  contained  less  than  0.02  per  cent,  of  total  impurities,  having  a  melt- 
ing point  of  231.9^  C.  (b)  The  alloying  metals  were  electrolytic  shot 
copper,  B.  S.  standard  melting  point  zinc,  Baker's  silver-free  test  lead, 
and  Kahlbaum's  antimony. 
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Fig.  6. — ^Fbbbzing-point  cubve  of  zinc-tin  alloys. 

Samples  of  20  gm.,  with  the  exception  of  the  antimony  series,  were 
heated  in  an  electric  furnace  above  their  freezing  points.  Then  the 
freezing  point  was  determined  by  an  inverse-rate  cooling  curve  taken 
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with  a  Leeds  &  Northnip  precision  potentiometer  and  a  base  thermo- 
couple of  No.  32  gage  copper  and  No.  30  gage  constantan  wire.  The 
couple  was  protected  by  a  3-mm.  glass  tube,  inserted  into  the  alloy  con- 
tained in  a  12-mm.  bore  glass  tube.  The  antimony  alloys  were  heated 
in  a  solder  bath  by  a  gas  flame,  but  the  freesdng  point  was  detected  in 
the  same  manner.  The  results  of  the  freezing-point  determinations  on 
the  various  alloys  are  shown  graphically  in  Figs.  2,  3,  4,  and  5.  The 
lowering  of  the  freezing  point  of  tin  by  small  amounts  of  antimony. 
Fig.  2,  is  of  interest  as  available  information  on  the  subject  indicates  an 
immediate  rise  of  the  freezing  point'  on  the  first  addition  of  antimony. 

Copper  lowers  the  freezing  point  until  the  alloy  contains  1  per  cent., 
then  a  sharp  rise  takes  place  as  indicated,  in  Fig.  3,  by  the  dotted  line 
AB.  The  determination  of  this  line  proved  to  be  rather  difficult  on 
account  of  the  extremely  slow  cooling  necessary  to  affect  the  complete 
transformations  which  take  2  and  3  hr.^  The  eutectic  transformation 
occurred  at  227.1^  C.  and  was  easily  detected. 

The  freezing-point  exudes  of  lead-tin  and  zinc-tin  alloys  arepracticaUy 
straight  lines,  the  depression  of  the  former  for  1  per  cent,  of  lead  being 
about  1.7**  while  1  per  cent,  zinc  depresses  the  freezing  about  4.9®  C. 
This  rather  small  depression  of  the  freezing  point  by  a  considerable 
amount  of  lead  explains  the  erratic  behavior  of  the  melting-point  test 
for  the  determination  of  tin  purity.  The  question  of  the  effect  produced 
by  the  combination  of  two  or  more  of  the  impurities  is  under  investigation 
at  present  and  the  results  should  be  available  very  soon. 

Conclusions 

From  the  foregoing  results,  the  following  conclusions  hc^ve  been  reached 
as  to  the  precautions  to  be  taken  in  the  manufacture  of  fusible  plugs: 

1 .  The  pig  tin  should  be  at  least  99.7  per  cent,  pure,  containing  not  more 
than  0.1  per  cent,  lead,  or  0.1  per  cent,  zinc,  which  are  the  require- 
ments of  the  Steamboat  Inspection  Service. 

2.  The  casing  should  be  of  bronze,  an  alloy  -the  major  constituents 
of  which  are  copper  and  tin.  Small  amounts  of  ^inc  and  lead  increase 
the  ease  of  casting  and  machining  and  are  not  objectionable  if  not  present 
in  greater  amoimts  than  in  the  following  compositions: 

•  I  II 

Copper 88  87 

Tin 10  7 

Zinc 2  6 

Lead 1 

*  Heycock  and  Neville:  Jrd,  Ghem.  Soc.  (1890)  67,  376. 

R.  W.  Williams:  ZeU.  Anarg.  Chem.  (1907)  66. 
« Heycock  and  Neville:  PhxL  Traru.  Roy.  Soc.  London  (1904)  90SA,  19. 
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3.  The  pot  or  crucible  for  melting  the  tin  should  not  be  used  for  melt- 
ing other  metals,  thus  doing  away  with  the  liability  of  contaminating 
the  good  tin  when  these  are  not  thoroughly  cleansed. 

4.  Casings  should  be  tinned  on  the  inside  by  the  same  grade  tin  as 
is  used  for  filling,  but  the  tin  left  over  from  this  process  should  not  be 
added  to  the  filling  to  be  used.  Zinc-chloride  flux  may  be  used  although 
hydrochloric  acid  is  preferred,  though  no  flux  need  be  used  during  the 
filling  process. 

5.  The  casmg  should  be  preheated  to  not  above  250*^-275**  C.  (482**- 
627®  F.)  and  tin  should  be  poured  at  a  temperature  not  above  275**-300®  C. 
(527®-n572®F.). 

The  authors  wish  to  express  their  appreciation  of  the  helpful  sugges- 
tions of  Dr.  G.  K.  Burgess,  under  whose  direction  the  work  was  carried 
out. 

DISCUSSION 

Wm.  a.  Cowan,  Brooklyn,  N.  Y.  (written  discussion). — ^This  is 
evidently  an  excellent  continuation  of  the  work  described  in  the  article 
"An  Investigation  of  Fusible  Tin  Boiler  Plugs"  by  Messrs.  Burgess  and 
Merica.*  The  present  paper  ^ves  information  of  much  value  in  con- 
nection with  the  manufacture  and  inspection  of  fusible  boiler  plugs,  and 
the  investigation  of  the  cooling  curves  of  tin  with  various  other  metals 
close  to  the  tin  side  of  the  diagram  is  very  interesting.  These  curves 
corroborate  in  all  cases,  except  that  of  antimony,  the  diagrams  given 
by  other  investigators.  However,  only  the  liquidus  curves  of  the  thermal 
equilibrium  diagrams  are  given,  except  for  copper-tin  alloys  where  one 
branch  only  of  the  solidus  (representing  the  freezing  of  the  eutectic) 
is  given,  the  corresponding  branch  of  the  liquidus  curve  being  represented 
by  a  dotted  line.  These  are  referred  to  in  all  cases  as  the  freezing-point 
curves,  or,  as  in  Table  5,  as  the  melting  points.  It  might  be  clearer  if  they 
were  referred  to  as  the  liquidus  curves,  representing  only  the  initial  freez- 
ing points  of  the  allo3rs;  and  it  would  add  to  the  value  of  the  investigation 
if  the  cooling  of  the  l^rge  number  of  alloys  examined  had  been  carried 
down  to  a  lower  transformation  point.  This  would  give  the  solidus  curve 
and  would  show  just  how  close  to  pure  tin  the  eutectics  are  found,  or 
would  show  the  saturation  points  in  case  solid  solutions  are  formed. 

The  determination  of  these  additional  points,  particularly  in  cases 
where  an  eutectic  is  formed,  should  give  more  certain  information  as  to 
the  purity  of  the  tin  and  as  to  its  actual  melting  point  or  temperature  of 
probable  failure  in  fusible  boiler  plugs.  For  instance,  in  the  case  of  tin 
from  plug  number  2788  in  Table  5,  which  contains  0.50  per  cent,  copper, 


*  Bureau  of  Standards  Tech.  Paper  53;  also  in  Trans.  Amer.  Inst.  Metals  (1915) 
9,  21. 
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this  alloy;  disregarding  the  presence  of  iron,  would  be  composed  of  50 
per  cent,  eutectic  mixture  containing  1  per  cent,  of  copper  and  50  per  cent, 
excess  tin.  In  cooling,  the  excess  tin  would  begin  to  freeze  out  at  about 
228.5^  C.  and  continue  freezing  through  the  range  of  temperature  from 
228.5''  to  227. 1^.  The  balance  of  the  metal  consisting  of  eutectic  mixture 
would  then  freeze  out  at  the  latter  temperature.  The  actual  melting 
point  under  the  conditions  of  use,  or  the  temperature  at  which  a  fusible 
boiler  plug  filled  with  this  alloy  would  blow  out,  would  be  at  some  tem- 
perature betweeji  these  points,  probably  very  close  to  227.1®  C,  rather 
than  at  228.5®,  which  is  given  as  the  melting  point  in  the  table. 

In  the  case  of  the  addition  of  antimony  to  tin  it  is  interesting  to  note 
that  a  slight  depression  in  the  freezing  point  is  shown  by  the  authors  to  be 
caused  by  0.10  per  cent,  of  antimony.  As  described,  this  has  not  been 
noted  heretofore  in  the  equilibrimn  diagram  of  this  series  of  alloys.  The 
statement  is  evidently  founded  on  the  determination  of  only  three  alloys 
and  it  would  be  interesting  if  the  authors  would  report  additional  tests 
corroborating  this,  eliminating  the  possibility  that  the  slight  depression 
in  the  freezing  point  may  have  been  caused  by  the  presence  of  a  slight 
amount  of  a  third  element..  The  depression  would  undoubtedly  be  caused 
by  the  presence  of  an  eutectic  (if  such  exists)  of  the  composition  repre- 
sented by  the  lowest  temperatiu'e  point,  namely,  0.10  per  cent,  antimony 
and  99.90  per  cent,  tin,  or  else  by  a  ternary  eutectic  formed  with  another 
element  present  as  an  impurity.  If  present,  the  eutectic  should  have 
shown  in  the  cooling  curves  of  the  alloys  located  on  each  side  of  the  alloy 
of  the  lowest  melting  point. 

Allen  P.  Ford,*  Bridgeport,  Conn,  (written  discussion). — The 
specification  of  99.7  per  cent,  pure  for  the  pig  tin  is  very  lenient.  As  a 
matter  of  fact,  Banca  tin  will  rim  very  much  better  than  this;  and  it  is 
well  that  it  does  so,  because  if  pig  tin  no  better  than  99.7  per  cent,  was 
used,  it  would  be  very  difficult  to  keep  within  the  limits  in  the  final  result. 
We  have  no  trouble  in  getting  pig  tin  nmning  99.9  per  cent,  or  better; 
and  if  this  tin  is  properly  handled,  there  is  no  difficulty  in  the  final  result. 

The  conclusion  in  regard  to  the  analysis  of  the  casing  is,  in  the  main, 
correct.  This  company  uses  a  red  brass,  or  bronze,  similar  to  the  analy- 
sis given  under  II,  except  that  our  lead  runs  a  little  higher. .  I  do  not 
think,  however,  that  this  affects  the  results,  because  where  we  have  had 
any  trouble,  it  has  always  been  with  the  copper;  and  this  agrees  with  the 
statement  in  the  paper  at  the  top  of  p.  230  to  the  effect  that  ''while 
copper  and  zinc  are  introduced  from  a  brass  casing,  only  copper  is  intro- 
duced from  a  bronze  casing." 

In  the, matter  of  temperature,  we  do  not  quite  agree  with  the  results 
given  in  the  paper.     At  the  temperature  given,  we  have  found  it  very 
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difficult  to  make  the  tin  filling  stick  in  the  casing.  We  have  found  that 
the  tin  can  be  poured  considerably  above  the  given  temperaturei 
that  is,  275°  to  300°  C,  and  at  the  same  time  have  it  set  in  much  less 
than  \i  min.  We  find  that  the  time  of  setting  is  a  very  good  rough 
guide  as  to  what  the  result  will  be.  If  the  tin  is  what  it  should  be  in  the 
first  place  and  is  poured  at  a  temperature  that  will  allow  it  to  set  in  about 
20  sec.  or  less,  rarely  or  never  will  trouble  be  experienced;  but  if  the  time 
of  setting  goes  much  over  this  time,  there  is  likely  to  be  trouble;  and  if  it 
goes  to  1  or  2  min.,  the  molten  metal  is  almost  certain  to  pick  up  enough 
metals  from  the  casings  to  cause  the  plugs  to  be  rejected. 

One  thing  further  to  show  how  little  a  thing  will  affect  the  result. 
On  one  occasion  we  got  a  copper  result  in  one  of  the  tin  fillings  that, 
althou^  not  above  the  limit,  was  higher  than  it  should  have  been. 
Investigation  showed  that  this  had  been  melted  out  by  a  man  who  did 
not  understand  the  work;  further  investigation  showed  that  the  result 
could  be  affected  by  the  manner  in  which  this  filling  was  melted  out.  To 
demonstrate  it,  two  plugs  were  poured  as  follows:  The  two  casings  were 
placed  upon  the  heating  surface  side  by  side,  so  that  there  could  be  no 
material  difference  in  their  temperature.  A.  small  ladle  of  tin  holding 
just  enough  for  three  or  four  plugs  was  dipped  out  of  the  crucible  of 
melted  tin  and  these  two  casings  filled,  pouring  one  immediately  after 
the  other  from  the  same  small  portion  of  melted  tin.  The  two  plugs  were 
then  sent  to  the  laboratory.  One  of  them  was  placed  on  a  tripod  over  a 
small  porcelain  receptacle,  with  the  large  end  of  the  tin  filling  down,  and 
then  gently  heated  with  a  Bux^en  burner  all  around  it  until  the  tin  filling 
dropped  out.  The  other  plug  was  placed  on  a  similar  tripod,  but  with 
the  small  end  of  the  filling  down,  and  then  heated  strongly  on  one  side 
with  a  hot  flame  until  this  filling  melted  out.  These  two  fillings  were 
then  separately  melted  and  the  buttons  analyzed;  0.075  per  cent,  copper 
was  found  in  the  first  and  0.122  per  cent,  in  the  second. 

This  simply  shows  how  sensitive  fusible  plugs  are  to  influences  of  this 
kind,  and  how  expert  and  careful  one  must  be  in  handling  them  to 
avoid -error.  We  have  even  a  little  evidence  that  the  copper  in  the  tin 
filling  may  be  perceptibly  increased  by  threading  the  casing  (which  is  done 
after  the  plug  is  filled)  with  a  dull  tool,  which  would  necessarily  heat  the 
casing  somewhat.  Determinations  have  been  made  that  show  a  slight 
increase  apparently  due  to  this  cause;  but  in  this  case  there  were  other 
possible  causes  present  and  it  was  not  positively  proved. 
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Manufacture  and  Electrical  Properties  of  Constantan 

BT   F.   B.  BASH,*  CH.  B.,   PHXLADBLPHIA,   PA. 
(Philadelphia  Meeting,  September,  1919) 

Constantan  is  an  alloy  of  copper  and  nickel  that  is  extensively  used, 
under  a  number  of  trade  names,  as  a  resistance  wire  with  a  low  temper- 
ature coefficient  of  resistance,  and  one  of  the  elements  of  base-metal 
thermocouples,  iron  usually  being  the  other  thermoelement,  although  for 
low-temperature  work  copper  is  also  used.  Before  the  war,  constantan 
was  imported,  in  common  with  many  other  technical  necessities.  Since  it 
requiinpd  considerable  time  to  receive  the  constantan  after  it  was  ordered, 
fairly  large  stocks  were  kept  on  hand;  but  after  the  beginning  of  the  war 
no  more  was  imported  and  the  stocks  of  foreign  material  were  exhausted 
about  the  same  time  that  the  steel  and  munition  manufacturers  began  to 
need  great  quantities  of  it  for  thermocouples  for  the  heat  treatment  of 
steel. 

To  meet  this  demand,  the  International  Nickel  Co.  began  manufac- 
turing constantan  that  met  all  the  requirements  of  the  users  of  resistance 
wire  but  did  not  give  the  same  electromotive  force  against  iron  as  the 
German  material  and  consequently  could  not  be  used  with  instruments 
calibrated  for  a  definite  e.m.f .-temperature  relation.  It  so  happened  that 
all  the  constantan  made  had  an  e.m.f.  lower  than  that  necessary  to  meet 
the  specifications  of  the  Leeds  &  Northrup  Co.  for  whom  this  investigation 
was  carried  out.  If  some  had  been  higher  and  some  lower,  good  wire 
Could  have  been  obtained  by  a  process  of  selection,  but  as  it  was  no 
wire  at  all  could  be  procured.  To  remedy  this  situation,  a  thorough 
investigation  was  started  with  the  close  cooperation  of  the  International 
Nickel  Co.  and  the  Electrical  Alloys  Co. 

The  specifications  to  which  the  constantan  had  to  conform  were  that 
it  should  give  an  e.m.f.  of  47.40  millivolts  against  pure  iron  at  1500^  F. 
(816°  C.)  with  the  cold-junction  temperature  at  0°  F.,  or  a  proportional 
e.m.f .  at  temperatures  near  1500°  F.  The  method  of  checking  a  wire  was 
as  follows:  It  was  first  welded  to  a  piece  of  iron  wire;  Armco  iron  was 
found  to  be  satisfactory  but  iron  with  greater  than  0.1  per  cent,  carbon 
would  give  a  lower  e.m.f.  against  the  same  piece  of  constantan  than  pure 
iron.    The  couple  was  then  insulated  and  the  fire  end  was  tied  to  the 


*  Research  Engineer,  Leeds  &  Northrup  Ck). 


240        MANTTFACTURE  AND  ELECTBICAL  PBOPEBTIES  OF  CONSTANTAN 

porcelain  protecting  tube  of  a  platinum-platinum  +  10  per  cent,  rhodium 
thermocouple  and  the  two  put  in  a  checking  furnace. 

The  checking  furnace  was  of  the  vertical  wire  resistor  tube  type,  the 
interior  dimensions  being  7  in.  (17.7  cm.)  in  diameter  by  12  in.  deep  with 
a  small  sil-o-cel  block  in  the  center  to  rest  the  couples  upon.  The  furnace 
was  practically  imif  orm  in  temperature  throughout,  so  that  it  was  assured 
that  the  two  couples  would  come  to  the  same  temperature.  To  the  ends 
of  the  iron-constantan  couple  wirea  were  attached  leads  of  Uke  materials 
which  carried  the  cold  junction  to  the  portable  potentiometer,  which  had 
an  automatic  cold  junction  compensator.  The  e.m.f.  generated  by  the 
couple  was  read  by  the  potentiometer  and  the  temperature  of  the  hot 
junction  was  obtained  by  reading  the  platinum  thermocouple  with 
another  potentiometer,  the  two  being  so  arranged  that  one  operator 
quickly  read  both. 

Another  and  quicker  method  of  checking,  sometimes  employed,  con- 
sisted of  having  a  number  of  base-metal  couples  made  up  which  were 
checked  at  frequent  intervals  so  that  the  amount  that  the  constantan 
varied  from  the  standard  curve  was  always  known.  The  piece  to  be 
tested  was  tied  with  a  number  of  wrappings  of  iroh  wire  to  the  checking 
couple  at  the  hot  junction  after  which  the  couple  and  sample  were  put  in 
the  furnace.  After  they  had  come  to  temperature,  the  checking  couple 
was  read  and  then  the  lead  attached  to  the  constantan  wire  of  the  couple 
was  transferred  to  the  sample  and  the  e.m.f.  between  the  sample  and  the 
iron  read.  In  this  manner  the  sample  could  be  checked  against  the 
known  piece  of  constantan,  by  comparing  the  two  readings  that  gave  the 
e.m.f.  of  the  known  and  unknown  constantan  against  the  same  piece  of 
iron. 

The  method  of  wrapping  the  wire  aroimd  the  sample  and  couple  to 
make  electrical  connections  was  proved  to  be  free  from  error,  as  a  meas- 
urement was  made  in  that  manner  and  another  was  made  after  the 
thermocouple  and  sample  had  been  welded  together;  both  gave  the  same 
results. 

The  checks  are  stated  as  so  many  degrees  plus  or  minus  or  so  many 
millivolts  plus  or  minus,  which  means  that  the  sample  is  that  far  above  or 
below  the  standard  e.m.f.  at  1500**  F.  For  instance,  - 10"*  F.  (-5.6"*  C.) 
or  —0.35  millivolts  would  mean  that  the  constantan  tested  gave  an 
e.m.f.  of  47.05  milHvolts  at  1500^  F.  (816^  C.)  instead  of  47.40;  47.05 
being  the  standard  e.m.f.  for  1490°  F.'  (810**  C). 

When  it  was  first  noted  that  constantan  with  the  proper  e.m.f .  could 
not  be  obtained,  a  number  of  samples  were  checked  and  afterward 
analyzed.  It  was  found  that  two  wires  might  give  the  same  check  but 
have  different  analyses,  so  the  question  of  effect  of  working  and  annealing 
was  taken  up.     A  complete  analysis  of  one  sample  of  constantan  follows: 
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Composition  of  Conbtantan 

PxB  Cent., 

Elxubnt  bt  Wbiqht 

Copper 54 .15 

Nickel 43.70 

Iron 0.435 

Manganese 1 .  34 

Cobalt 0. 16 

Chromium 0.033 

Sulfur 0.0237 

Phosphorus 0.0010 

Silicon 0.098 

Carbon 0. 14 

Total 100.0807 


Before  annealing  tests  were  started,  it  was  desirable  to  know  how 
uniform  in  composition  the  wire  ran  and  also  how  homogeneous  an  ingot 
was  as  cast.  To  test  the  ingot,  one,  4  by  4  by  40  in.,  was  selected  from  a 
melt  of  which  the  heat  analysis  was  as  follows:  copper,  53.72  per  cent.; 
nickel,  44.83  per  cent.;  iron,  0.41  per  cent.;  sulfur,  0.018  per  cent.; 
silicon,  0.04  per  cent.;  carbon,  0.04  per  cent.;  manganese,  0.93  per  cent. 
The  ingot  was  then  sawed  in  the  middle  and  also  about  3  in.  (7  cm.)  from 
each  end.  These  pieces  were  then  sampled  by  drilling  at  the  center,  in 
the  corners,  and  halfway  between  the  center  and  the  comer.  Sample  No. 
1  represents  the  two  opposite  corners;  No.  3  is  a  sample  from  the  middle, 
and  No.  2  is  a  sample  halfway  between  Nos.  1  and  3.  The  analyses  of 
these  samples  were  as  follows: 


Bottom  No.  1, 
Pbb  Cbnt. 


Bottom  No.  2, 
Pbb  Cent. 


Bottom  No.  3, 
Per  Cbnt. 


Copper 53.63  53.58  53.55 

Nickel 44.94  45.00  45.00 

Iron 0.36  0.35  0.36 

Sulfur 0.019  0.021  0.022 

Silicon 0.04  0.05  0.05 

Carbon 0.03  0.036  0.04 

Manganese 0.96  0.95  0.96 

Middle  No.  I,      Middlb  No.  2.      Middle  No.  3. 

Per  Cbnt.  Pbb  Cent.  Per  Cent. 

Copper 53.75  53.55  53.73 

Nickel... 44.84  44.99  44.80 

Iron 0.36  0.35  0.35 

Sulfur 0.017  0.016  0.020 

Silicon 0.05  0.05  0.05 

Carbon 0.04  0.04  0.04 

Manganese 0.93  0.99  0.99 
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Top  No.  1,  Top  No.  2,  Top  No.  8, 

Pbr  Cbnt.  Pbb  Cbht.  Pbb  Cxnt. 

Copper 63.66  63.67  53.77 

Nickel .' 44.90  44.88  44.83 

Iron 0.36  0.36  0.37 

Sulfur 0.017  0.016  0.016 

Silicon 0.05  0.06  0.04 

Carbon..... 0.03  0.04  0.036 

Manganese 0.97  0.97  0.93 

These  analyses  proved  conclusively  that  the  ingot  was  homogeneous 
throughout  and  later  analjrses  on  a  ,single  coil  of  wire  drawn  from  such 
ingot  proved  it  also  was  homogeneous  in  composition. 

To  determine  the  effect  of  annealing,  a  No. .  8  B.  &  S.  gage  wire 
was  checked  as  received  from  the  wire  manufacturer  in  an  annealed 
state,  it  was  then  suspended  in  a  long  annealing  filmace  built  for  the 
purpose,  so  that  any  desired  atmosphere  could  be  maintained  by  passing 
a  gas  through  it.  The  sample  would  be  annealed  for  different  lengths 
of  time  at  different  temperatures,  and  after  each  operation  it  was 
rechecked. 

The  results  of  this  investigation  showed  that  the  annealing  did  not 
change  the  e.m.f.  against  iron.  Oxidizing,  neutral,  and  reducing  atmos- 
pheres and  temperatures  from  1500**  F.  (816**  C.)  to  1750"*  F.  (954**  C.)  were 
all  tried  with  the  same  result.  The  only  condition  that  affects  the  e.m.f . 
is  a  very  uneven  anneal  with  one  end  say  at  600**  F.  and  the  other  at 
1500**  F.;  this  may  give  a  considerable  error. 

To  determine  the  effect  of  working,  a  wire  was  annealed,  tested,  and 
drawn  through  a' die  until  it  was  hard;  it  was  then  reannealed  and  tested. 
No  errors  outside  of  possible  experimental  errors  of  reading  and  manipula- 
tioii  were  found.  The  wire  was  then  redrawn,  reannesded,  and  tested 
with  the  same  result  as  before.  With  the  assurance  of  no  appreciable 
error  from  working  and  annealing,  the  problem  was  attacked  from  the 
standpoint  of  composition. 

The  next  point  to  determine  was  the  relation  between  pure  copper- 
nickel  composition  and  e.m.f.  against  iron.  This  was  done  by  making 
a  number  of  melts  in  a  vacuum  furnace  in  alundum  crucibles  from  electro- 
l3rtic  copper  and  nickel  and  determining  their  e.m.f.  against  iron.  Part 
of  this  work  was  done  by  Prof.  M.  A.  Hunter,  of  Rensselaer  Pol3rtechnic 
Institute,  and  a  number  of  samples  were  obtained  from  Dr.  John  F. 
Thompson  of  the  International  Nickel  Co.  The  information  obtained 
was  put  in  the  form  of  a  curve,  which  is  reproduced  in  Fig.  1.  From  this 
it  will  be  seen  that  copper  gives  a  low  e.m.f .  against  iron  but  that  addition 
of  a  small  amount  of  nickel  causes  it  to  reverse  its  sign  with  respect  to 
iron  and  to  rapidly  increase  in  value  to  a  maximum  at  about  60-40 
copper-nickel  and  then  drop  slowly  with  increase  of  nickel  to  about  25 
millivolts  for  pure  nickel    From  the  curve  it  is  apparent  that  the  most 
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logical  composition  to  select  for  thermocouple  use  would  be  around  the 
peak  so  that  a  small  variation  in  copper  or  nickel  content  would  not 
materially  affect  its  e.m.f.,  and  because  it  is  desirable  to  have  as  large 
an  e.m.f.  as  possible  for  the  thermocouple.  The  composition  selected 
for  experimentation  was  55-45  copper-nickel. 

The  next  step  was  to  determine  the  effect  of  impurities  on  the  pure 
alloy.  It  was  expected  that  the  various  impurities  would  lower  the  e.m.f ., 
as  standard  constantan  with  approximately  55-4^  copper-nickel  ratio, 
only  gives  an  e.mi.  of  47.40  millivolts  while  the  pure  alloy  gives  53.25 
millivolts  at  1500^  F.    The  largest  constituent  of  constantan  after  copper 
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IRON. 

and  nickel  is  manganese,  which  is  added  to  increase  the  working  proper- 
ties,  so  its  effect  was  the  first  investigated.  A  number  of  melts  were  made 
in  a  vacuum  furnace.  Later,  in  a  carbon-resistor  furnace,  a  large  number 
of  melts  were  made,  in  which  all  the  impurities  were  varied  and  combined. 

The' furnace  was  of  the  granulated  carbon  resistor  type  with  a  capacity 
of  7.5  kw.  In  the  center  of  the  resistor  was  placed  a  No.  1  Dixon 
graphite  crucible  with  the  bottom  sawed  off  so  that  only  a  cylinder  re- 
mained to  hold  back  the  granulated  carbon.  In  the  bottom  of  this 
cylinder  was  placed  a  thin  layer  of  granulated  carborundum,  as  it  did 
not  seem  to  interact  with  the  alundum  crucibles  at  the  high  temperatures 
in  the  same  manner  as  the  carbon. 

In  this  prepared  well  was  placed  the  small  alundiun  or  other  crucible 
containing  from  50  to  100  gm.  of  metal  charge,  and  a  lid  that  fitted  the 
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graphite  crucible  and  completely  enclosed  the  metal  containmg  crucible 
was  placed  on  top.  This  lid  had  a  ^-in.  (6.35  mm.)  hole  in  it  for 
purposes  of  observation  and  small  additions.  The  furnace  top  was 
covered  with  a  ceramic  lid,  which  kept  the  resistor  from  cooling  off 
rapidly;  this  also  had  a  hole  through  it  in  line  with  the  hole  in  the 
crucible  lid.    This  assured  a  reducing  atmosphere  in  the  furnace. 

The  effect  of  crucibles  was  tried  by  making  a  number  of  melts  of  the 
same  composition  in  crucibles  of  different  material.  Clay-graphite, 
clay,  sand,  alundum  and  silica  were  tried  with  results  as  follows: 

Clay-graphite  put  so  much  siUcon  into  the  metal  that  it  was  almost 
impossible  to  roll  it.  It  was,  therefore,  impossible  to  use  it  with  the 
assurance  that  the  final  alloy  would  not  contain  anything  other  than  that 
which  was  actually  intended. 

Clay  did  not  stand  up  satisfactorily  in  the  furnace. 

Sand  crucibles  were  fairly  satisfactory  but  did  not  stand  the  furnace 
conditions  very  weU. 

Alundum  crucibles  were  very  satisfactory  from  every  standpoint, 
except  that  most  of  them  only  stood  one  heat,  as  they  usually  cracked 
on  cooling  or  on  the  second  heating,  so  that  they  proved  expensive. 
They  also  interacted  with  the  walls  of  the  graphite  cylinder  in  the  furnace 
if  they  touched  at  any  point  and  a  number  of  heats  were  lost  due  to  the 
side  of  the  crucible  being  eaten  away  in  this  manner.  Since  they  did 
not  contaminate  the  metal,  however,  and  stood  the  high  temperature, 
they  were  used  in  most  of  the  melts. 

One  quartz  crucible  was  tried;  this  proved  satisfactory  for  a  number 
of  melts. 

To  inake  a  melt,  the  nickel  was  weighed  in  the  form  of  small  pieces 
sheared  from  a  slab  of  the  electrolytic  material.  The  copper  was  also 
electrolytic  in  the  form  of  small  strips  cut  from  sheets.  These  two  metals 
were  charged  with  the  nickel  at  the  bottom  and  the  whole  melted  down. 
Great  care  was  exercised  to  keep  the  alloy  in  a  reduced  condition  as 
0.35  per  cent,  of  oxygen  forms  a  eutectic  with  copper  and  it  was  found 
that  if  a  sample  was  allowed  to  be  oxidized  slightly  while  melting  the 
e.m.f .  of  the  resulting  alloy  was  greatly  affected.  In  heating,  the  copper 
generally  oxidized  on  the  surface  from  the  air  in  the  furnace  and  this 
formed  a  thin  scum  or  slag  on  top  of  the  liquid  metal.  This  was  reduced 
by  a  few  grains  of  carbon  dropped  in,  just  enough  being  added  to  unite 
with  the  oxide.  The  metal  was  thoroughly  stirred  with  a  small  silica  tube 
and  then  cast  in  an  iron  mold,  which  had  a  cross-section  of  approximately 
yi  in.  (6.3  mm.)  square.  This  small  ingot  was  put  through  a  pair  of 
hand  rolls  and  reduced  to  a  wire  about  0.1  in.  (2.5  .mm.)  square,  after 
which  it  was  annealed  in  an  electric  furnace  and  tested  for  e.m.f.  The 
analysis  of  the  manganese,  nickel,  and  ferrosilicon  used  is  as  follows; 
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GOLDSCHBflDT  MANGANESE        EliBGTBOLTTIC  NiCKEL 


Elxioint 


PsB  Cbnt. 


EUIMBNT 


Manganese 95 .  30 


Iron 

Carbon — 

Sulfur 

Silicon 

Aluminum, 


Total. 


2.86 

0.16 

0.062 

1.38 

0.18 

99.942 


Nickel. 
Iron.. . 


Pbb  Cbnt. 

99.80 
0.10 


Total. 


99.90 


Fbrbosilioon 


Elbmbnt 


Silicon. 
Iron.. . 


Pbb  Cbnt., 

ArPBOXIMATB 

70.00 
30.00 


Total. 


100.00 


Manganese  was  added  in  dijQTerent  proportions  up  to  2  per  cent,  for  a 
ratio  of  copperTnickel  of  55-45.  The  100-gm.  samples  were  made  up  with 
55  gm.  of  copper  and45gm.  of  nickel  and  varying  amounts  of  manganese. 
The  final  results,  in  the  form  of  a  curve,  are  shown  in  Fig.  2.  The  points 
obtained  fell  very  well  on  the  line  but  all  varied  somewhat  from  those 
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Fia.  2. — Effect  of  manganese  on  e.m.f.  of  65-45  Cu-Ni  against  ibon. 

obtained  from  melts  in  the  vacuum  furnace;  the  effect  of  the  manganese 
additions  in  the  case  of  the  vacuum  furnace  was  somewhat  greater.  The 
values  for  the  melts  in  the  resistor  furnace  were  used  in  the  calculations, 
.however,  as  being  probably  nearer  to  actual  industrial  conditions. 

The  next  impurity  tried  was  iron.  It  was  found  to  have  about  twice 
as  much  effect  as  manganese  so  that  this  element  had  to  be  very  carefully 
controlled  in  making  melts.  The  curve  showing  its  effect  on  55-45 
copper-nickel  is  given  in  Fig.  3. 

The  effect  of  silicon  was  found  by  adding  ferrosilicon  of  known  com- 
position to  the  copper-nickel  and  then  subtracting  the  known  effect  of 
the  iron.  This  method  was  not  very  satisfactory  but  was  the  best  that 
could  be  done  at  the  time  as  pure  silicon  was  not  available.  It  appears 
that  silicon  has  an  effect  almost  as  great  as  iron.  It  was  added  in  as 
large  quantities  as  it  was  possible  to  still  get  a  metal  that  was  workable; 
0.3  per  cent,  was  the  greatest  addition.  The  curve  for  silicon  is 
shown  in  Fig.  3. 

To  determine  the  effect  of  carbon,  a  melt  of  pure  copper-nickel  was 
made  and  a  small  quantity  of  carbon  particles  stirred  in;  shortly  after- 
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ward  the  metal  was  poured.  The  resulting  alloy  was  analyzed  for 
carbon  and  a  check  made  for  the  electrical  effect.  A  melt  made  in  a 
graphite  crucible  was  analyzed  for  carbon  but  the  point  determined  fell 
off  the  curve  obtained  by  the  other  method.  This  was  probably  due  to 
silicon  being  present  although  it  was  not  analyzed  for.  The  effect  of 
carbon  is  also  shown  in  Fig.  3. 

No  other  elements  were  tested  out.    Cobalt  was  not  considered  as 
likely  to  affect  the  e.m.f .  strongly,  as  it  is  so  near  to  nickel  in  its  proper- 
ties and  it  does  not  seem  to  have  much  effect,  from  all  the  data  obtained 
on  the  other  elements. 
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FiQ.  3. — ^Effect  of  cabbon,  silicon,  and   ibon  on  the  e.m.f.  of  55-45  Cu-Ni 

AGAINST  IBON. 

The  effect  of  combinations  of  the  above  impurities  was  tried  with 
varying  success.  Fifteen  melts  were  made  up  with  different  combina- 
tions of  iron  and  manganese  to  determine  if  their  properties  were  addi- 
tive. Sometimes  the  result  would  check  the  calculated  value  and  some- 
times not.  It  is  probable  that  the  manganese  acted  somewhat  as  a 
scavenger  on  the  oxygen  and  was  thus  accounted  for.  Silicon,  iron,  and 
manganese  were  also  tried  with  about  as  good  results  as  with  the  iron  and 
manganese. 

During  the  laboratory  experimentation,  the  International  Nickel  Co. 
was  doing  everything  possible  to  make  a  satisfactory  melt,  and  its  heat 
analyses  were  carefully  compared  with  the  results  of  tests  on  the  finished 
wire.  In  some  cases,  the  calculated  e.m.f.  would  almost  check  exactly 
the  value  obtained  on  the  sample  and  in  other  cases  the  calculated  e.m.f. 
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was  lower  than  the  actual  and  occasionally  higher,  although  not  so  often 
as  lower.  This  may  be  accounted  for,  to  a  certain  extent,  by  the  fact 
that  the  heat  analysis  was  obtained  by  sampling  a  number  of  ingots 
poured  from  probably  three  ladles  and  the  sample  tested  for  electromotive 
force  was  from  one  ladle.  Since  additions  are  made  to  each  ladle  and 
not  all  the  added  material  goes  into  the  metal,  it  is  reasonable  to  suppose 
that  the  heat  analysis  might  be  different  from  that  of  the  sample  tested. 
It  is  also  possible  that  all  the  impurities  may  not  always  be  active,  as  the 
manganese  may  combine  with  oxygen  or  sulfur.  This  would  account  for 
the  calculated  e.m.f .  being  lower  than  the  actual.  Slight  errors  in  analy- 
sis would  also  account  for  errors. 

A  few  examples  of  the  calculation  follow.     The  method  used  in  mak- 


No. 


133 


134 


135 


136 


CompoBition 


Composi- 
tion for 
Cu+Ni- 

100 
Per  Cent. 


Partial  E.m.f., 
Millivolts 


Total 
Calculated' 
£.m.f. 


Actual 
E.m.f. 


Difference 

between 

Calculated 

and 

Actual 


Cu 51.34 

Ni 46.97J 


98.31 

Mn 1.09 

Fe 0.43 

Si 0.09 

C 0.04 

Cu 51.68 

Ni 46.66 


52.20 


+52.40 


98.34 

Mn 1.09 

Fe 0.38 

Si 0.07 

C 0.09 

Cu 51.77 

Ni 46.52 

98.29 

Mn 1.09 

Fe 0.40 

Si 0.11 

C 0.07 

Cu 51.57 

Ni 46.65 


1.11 
0.44 
0.09 
0.04 

52.60 


-8.55 


44.05 


43.88 


1.11 
0.39 
O.OY 
0.09 

52.70 


-8.30 


4.00 
3.12 
0.58 
0.60 

+52.50 


+0,17 


44.20    '    44.26 


-0.06 


1.11 
0.41 
0.11 
0.07 

52.50 


-8.59 


43.91 


44.69 


98.22 

Mn 

...     1.13 

1.15 

1-4.15 

Fe 

...     0.45 

0.46 

-3.70 

Si 

...     0.10 

0.10 

-0.82 

C 

...     0.05 

0.05 

-0.33 

>  -9.00 


43.50 


44.03 


-0.78 


-0.53 
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JDg  this  calcuIatioQ  is  first  to  recalculate  the  analysis  on  the  basis  of 
the  copper  plus  the  nickel  being  equal  to  100  per  cent.  The  value  of 
the  e.m.f,  given  for  that  percentage  of  copper  in  Fig.  1  is  set  down 
in  the  partial  e.m.f.  column  and  under  it  the  negative  values  caused 
by  the  presence  of  the  impurities  found  in  Figs.  2  and  3.  The  partial 
e.m.f 's.  are  added  algebraically  and  set  down  as  the  calculated  e.m.f. 

Through  the  courtesy  of  Mr.  F.  G.  Weiss,  vice-president  and  general 
manager  of  Hyatt  Roller  Bearing  Division  of  General  Motors  Corpn, 
and  Mr,  J.  G,  Ayres,  Jr.,  metallurgist,  a  number  of  photomicrographs 
were  obtained  of  samples  made  in  the  electric  furnace  and  cast  in  the 
iron  mold  as  3^  in.  sq.  bars.  In  Fig.  4  are  shown  photomicrographs 
Nos.  212,  226,  211,  232,  219,  236  which  are  of  samples  as  cast,  polished^ 
and  etched  with  hydrochloric  acid  and  ferric  chloride,  as  described. 


The  samples  varied  from  a  fine  almost  granular  appearance  (No8> 
212  and  226)  to  a  pronounced  dendritic  structure  (Nos.  211  and  219). 
and  sometimes  possessed  a  combination  of  these  two  extremes  together 
with  their  intermediate  structures.  From  the  photomicrographs,  it  is 
apparent  that  as  the  constantan  cools  from  the  hquid  state  that  the  first 
crystals  formed  are  relatively  richer  in  nickel  than  in  copper  as  the  nickel 
has  the  higher  melting  point  and  that  on  further  cooling,  each  subse- 
quent set  of  solid  solution  crystals  are  richer  in  copper. 

In  Fig.  5,  higher  magnification  (Nos.  223  and  225)  shows  that 
not  only  do  the  copper-nickel  solid  solution  crystals  vary  in  the  rela- 
tive amount  of  the  two  components,  but  that  this  variation,  even  within 
a  given  crystal,  as  shown  at  A  of  No.  223,  is  evidenced  by  the  fact 
that  the  center  of  the  crystal  is  light  or  contains  higher  nickel  than  the 
surrounding  portions  of  the  crystal. 
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Upon  annealing  two  of  the  specimens  (Nos,  227,  228)  at  1750°  F. 
(954"  C.),for  1  hr.  and  allowing  tocoolinthefurnace,  very  marked  changes 
of  structure  occurred,  as  shown  in  Fig.  6.  The  primary  structure  has 
been  almost  entirely  eliminated  and  is  replaced  by  polyhedral  grains. 
One  interesting  fact  brought  out  is  that  the  constantan  alloy  forms 
twinned  crystals  without  being  previously  strained,  as  is  generally  the 
case  with  metals  that  show  this  structure. 

The  effect  of  impurities  in  the  constantan  is  not  apparent  from  the 
microstnicture,  although  a  more  extended  experimentation  might  show 
some  results.  Impurities  could  be  seen  in  all  samples,  but  they  did  not 
seem  to  affect  the  grain  structure. 


Fio.  6. — Sauplbb  after  annealing  at  1750"  F.  fob  1  hr.  and  coolino  in  furnace 


After  all  the  experimentation  with  samples  made  in  the  small  electric 
furnace,  it  was  deemed  advisable  to  take  the  problem  to  the  mill  and  to 
ran  an  experiment  under  the  same  conditions  as  those  prevailing  in  the 
routine  manufacture  of  constantan.  The  International  Nickel  Co. 
very  kindly  offered  to  run  such  an  experiment  at  its  plant  at  Bay- 
onne,  N.  J.,  under  the  regular  conditions.  The  test  was  planned  as 
follows: 

The  melt  was  to  be  a  regular  8000-Ib.  (3624  kg.)  heat  made  under  the 
same  conditions  as  an  ordinary  production  melt,  with  the  exception 
that  electrolytic  nickel  was  to  be  used  in  place  of  shot  nickel  and  thirteen 
small  ladles  of  approximately  275  lb.  each  were  to  be  tapped  out  to 
which  different  additions  were  to  be  made.  From  each  of  these  small 
ladles,  one  test  bar  and  one  4  by  4  by  40  in.  (10.1  by  10.1  by  101.6 
cm.)  ingot  were  to  be  cast,  the  remainder  of  the  metal  was  to  be  east 
up  as  in  a  regular  production  melt.  The  additions  to  be  made  were  aa 
follows: 
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f?.  Additions  fob  EIxpbrimbntal  Melt 

^^^  1^  oz.  of  magnesium  for  every  100  lb.  of  metal;  275  lb.  ladles. 

hi  No.    1,  No  manganese,  no  iron. 

No.    2,  0.25  per  cent,  manganese,  no  iron. 

No.    3,  0.50  per  cent,  manganese,  no  iron. 

No.    4,  0.75  per  cent,  manganese,  no  iron. 

No.    5^  1.50  per  cent,  manganese,  no  iron. 

No.    6,  No  manganese,  0.25  per  cent.  iron. 
the  No.    7,  0.25  i>er  cent,  manganese,  0.25  per  cent.  iron. 

No.    8,  0.50  per  cent,  manganese,  0.25  per  cent.  iron. 

No.    9,  0.75  per  cent,  manganese,  0.25  per  cent.  iron. 

No.  10,  0.50  per  cent,  manganese,  0.35  per  cent.  iron. 

No.  11,  0.50  per  cent,  manganese,  0.45  per  cent.  iron. 

No.  12,  0.50  per  cent,  manganese,  0.55  per  cent.  iron. 

No.  13,  0.50  per  cent,  manganese,  0.50  per  cent,  silicon. 

Remainder  of  melt,  0.50  per  cent,  manganese,  no  iron. 

Test  at  Bayonne,  N.  J. 

The  melt  was  made,  as  planned,  in  an  oil-fired  open-hearth  furnace* 
The  metals  charged  were  electrolytic  copper  and  electroljrtic  nickel, 
the  proportion  being  approximately  46  per  cent,  nickel  and  54  per  cent, 
copper.  When  the  metal  was  considered  in  a  proper  condition  to  pour, 
a  small  preheated  ladle  was  set  on  a  platform  scales  under  the  spout 
and  the  metal  tapped  into  it.  While  pouring,  the  temperature  of  the 
stream  was  taken  with  i^  Leeds  &  Northrup  optical  pyrometer,  the  read- 
ing being  made  after  the  smoke  and  flame  had  cleared  away  and  a  dear 
sight  of  the  stream  could  be  had.  The  emissiyity  value  of  the  constantan 
was  estimated  from  temperatures  taken  in  the  furnace  and  readings  on 
the  stream  and  correction  made  to  the  apparent  temperature  to  give  the 
approximate  true  poiuing  temperatures.  While  tapping,  the  metal 
was  poled  and  the  additions  were  made;  great  precautions  were  taken 
to  keep  the  metal  from  oxidizing  while  running  down  the  spout,  by  cover- 
ing with  boards. 

From  each  ladle  was  poured  a  test  bar  of  57  lb.  (25  kg.)  and  a  200-lb.  (90 
kg.)  ingot.  The  test  bar  was  bottom-poured  in  a  sand  mold  and  had  two 
fins  cast  on  the  side  approximately  1  by  1  by  6  in.  (2.5  by  2.5  by  15  cm.). 
One  of  these  fins  was  cut  oS,  machined  smooth,  and  after  sawing  off  a 
sample  for  photomicrographs,  rolled  to  a  strip  ^  in.  (3.1  mm.)  thick 
from  which  a  strip  J^  in.  wide  was  sheared  for  electromotive  force  measure- 
ments. The  test  bar  was  also  bored  and  the  borings  used  for  chemical 
analyses.  While  the  ingot  was  poured,  another  temperature  reading 
was  made  on  the  metal  stream. 

When  the  thirteen  experimental  ladles  had  been  tapped,  the  scales 
.  were  removed,  a  larger  ladle  was  put  under  the  spout,  and  the  remainder 
of  the  metal  tapped  out  and  cast  into  nineteen  ingots,  nine  ingots  and  a 
test  bar  being  cast  from  the  first  ladleful. 
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Temperatures. — Temperature  readings  were  made  in  the  furnace  by 
sighting  at  the  wall  above  the  tap  hole  through  an  observation  hole  in 
the  wall  on  the  opposite  side.  One  reading  was  made  through  the  flame, 
which  probably  gave  the  approximate  flame  temperature  and  the  other 
on  the  brickwork  just  above  the  slag. 

To  calculate  the  emissivity,  a  number  of  assumptions  had  to  be  made 
as  to  the  relation  between  the  temperature  of  the  walls  and  the  tempera- 
ture of  the  metal,  as  we  had  no  closed-end  tube  to  determine  the  true 
temperature  of  the  metal  in  the  ladle.  However,  even  though  the  cal- 
culated true  temperature  is  probably  somewhat  in  error,  all  the  values 
are  comparative. 

No  readings  could  be  made  on  the  slag,  as  the  flame  interfered. 


Table  1 


Tapping 

Pouring 

Ladle  No. 

Apparent 

Temperature. 

Degrees  F. 

True 

Temperature. 

Degrees  F. 

Apparent 

Temperature. 

Degrees  F. 

True 

Temperature. 

Degrees  F. 

Remarks 

28d2 

Back  wall 

3050 

Flame 

1 

2300 

2560 

2223 

2472 

2 

2300 

2560 

2233 

2483 

3 

2345 

2620 

2281 

2540 

4 

2348 

2620 

2348 

2618 

5 

2367 

2640 

2338 

2608 

6 

2367 

2640 

2328 

2595 

7 

2376 

2650 

2348        , 

2618 

8 

2411 

2695 

2395 

2675 

9 

2411 

2695 

2376        1 

2650 

10 

2420 

2704 

2403 

2683 

11 

2420 

2704 

2395 

2675 

12 

2436 

2724 

2420 

2704 

■ 

13 

2445 

2735 

2462        , 

2763        1 

14 

2503 

2803 

2486 

2783 

First  ingot 

14 

1 

2470 

2767 

Fifth  ingot 

14 

2445        ' 

2735 

1 

Eighth  ingot 

Note. — The  true  temperature  was  calculated  for  an  emissivity  of  0.28,  using  Wien's 
law  log  E  =  /*~x~    yT   "  y  Inhere    E  «  emissivity;  Ct  =  14,500;  e  «  base  of 

Napierian  logarithms;  X  ~  wave-length  of  light  used,  0.65/i;  Ti  «  apparent  tem- 
perature absolute;  Tt  ^  true  temperature  absolute.  The  curve  of  apparent  tempera- 
tures plotted  against  true  temperature  is  given  in  Fig.  7. 


In  Fig.  8  are  plotted  tapping  and  pouring  temperatures  for  each 
ladle. 
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E.m.f.  Measurements, — The  samples  prepared  from  the  test  bar  of 
each  ladle  were  annealed  and  tested  against  the  standard  iron-constantan 
couple  for  electromotive  force.    These  results,  together  with  the  analyses, 
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are  given  in  Table  2.  The  Leeds  &  Nortbrup  Co.  specifications  require 
that  constantan,  to  be  acceptable,  must  give  an  e.m.f.  with  pure  iron 
of  47.40  ±  0.50  millivolts  of  1500°  F.,  or  come  within  15**  F.  of  the  true 
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Fig.  8. — Tapping  and  pouring  temperatures  of  constantan  melt  C-141.     1. 
Tapping  temperatures.    2.  Pouring  temperatures. 

temperature  when  the  standard  millivolt  temperature  curve  is  used. 
The  e.m.f.  of  pure  55-45  copper  nickel  against  iron  at  1500°  F.  is 
63.25  miUivolts. 
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All  the  e.m.f .  measuremeDts  that  were  made  on  the  thirteen  experi- 
mental ladles  of  melt  C141  were  made  on  the  fin  cut  from  the  test  bar, 
which  was  bored  for  chemical  analysis,  so  that  we  can  say  the  analysis 
given  is  that  of  the  piece  tested.  In  the  case  of  regular  production  melts, 
however,  the  analysis  is  the  mean  of  all  the  ladles  for  that  melt  and  the 
e.m.f  check  was  made  on  a  sample  cut  from  one  test  bar  only,  so  that 
the  analysis  for  the  melt  probably  is  somewhat  different  from  that  of  the 
piece  on  which  the  e.m.f.  measurements  were  made. 

In  Table  2,  the  different  ladles  that  are  grouped  together  are  the  ones 
wherein  different  elements  were  varied.  For  instance,  in  ladles  2,  3,  4, 
and  5  only  the  manganese  was  varied,  the  iron  being  held  as  low  as  pos- 
sible. In  ladles  6,  7,  8,  and  9,  it  was  attempted  to  hold  the  iron  to  0.25 
per  cent,  while  the  manganese  was  varied.     It  should  be  noted  how 
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Fig.  9. — Millivolt  drop  caused  by  addition  op  manganese  to  melt  C-141. 

Iron  held  constant  at  0.14  per  cent. 

closely  the  operators  were  able  to  control  the  manganese,  a  surprising 
accuracy  being  obtained.  In  the  case  of  iron,  however,  in  ladles  10, 11, 
and  12  such  accuracy  was  not  attainable. 

Table  2  also  gives  a  number  of  melt  analyses  with  e.m.f.  tests.  On 
examining  the  analyses  from  C144  on,  it  will  be  noted  how  closely  the 
melter  was  able  to  control  his  iron  and  manganese  content;  the  iron  only 
varied  0.05  per  cent,  throughout  and  the  manganese  0.10  per  cent.  The 
iron  is  the  most  important  element  to  control  as  0.1  per  cent,  of  iron 
roughly  equals  0.2  per  cent,  of  manganese  in  its  effect  on  the  thermo- 
electric properties  of  constantan.  It  will  also  be  noted  that  for  melt 
C141,  the  low  figure  of  0.17  per  cent,  was  reported  for  iron.  This  was 
due  to  the  fact  that  the  melt  was  made  from  electrolytic  nickel. 

In  Figs.  9,  10,  and  11  are  plotted  the  results  of  the  e.in.f.  measure- 
ments. Fig.  9  shows  the  e.m.f.  variations  for  variatipn  of  manganese, 
the  iron  composition  beirfg  held  at  0.14  per  cent.  The  points  fall  fairly 
close  to  a  straight  line,  which  is  the  shape  of  curve  we  would  expect  from 
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experimental  melts  made  previously.  The  standard  e.m.f.  is  6^ 
millivolts  below  pure  55-45  copper-nickel  and  the  allowable  variation  is 
0.5  millivolts  below  and  above  that.  Fig.  10  shows  the  curve  for  0.23 
per  cent,  iron  with  variation  of  manganese.  This  curve  is  drawn  parallel 
to  the  0.14  per  cent,  iron  but  is  very  poorly  defined.     Fig.  11  shows  the 
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Fig.  10. — Millivolt  drop  caused  by  addition  of  manganese  to  melt  C-141. 

Iron  held  constant  at  0.23  per  gent. 

curve  for  variation  of  iron,  holding  manganese  constant  at  0.50  per  cent. 
This  curve  is  very  well  defined.  It  is  probable  that  the  reason  that  the 
curves  showing  variation  of  e.m.f.  with  variation  of  manganese  are  not 
well  defined  by  the  points  is  because  manganese  acts  as  a  scavenger  and 
for  that  reason  all  does  not  take  effect. 
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Fig.  11, — MiLUVoLT  drop  caused  by  addition  op  iron  to  melt  C-141.     Manga- 
nese held  constant  at  0.60  per  cent. 

Photomicrographs  of  samples  from  the  thirteen  experimental  ladles 
of  which  the  two  (Nos.  233  and  235)  in  Fig.  12  are  representative  were 
taken  and  a  number  also  made  of  annealed  samples.  It  was  very  sur- 
prising to  note  that  in  the  annealed  specimens  there  was  no  change  in 
grain  structure.  The  annealing  was  repeated  two  and  three  times  with 
the  same  results.  As  will  be  remembered  these  samples  were  cut  from 
the  test  pieces  which  were  sand  cast  and  cooled  much  more  slowly  than 
the  chill-cast  specimens  made  in  the  small  furnace.     The  sand-cast  con- 
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stantan  had  a  much  larger  grain  size,  as  will  be  seen  by  the  magnification. 
No  attempt  is  made  to  explain  this  as  a  much  more  exhaustive  test  would 
have  to  be  made  to  draw  any  satisfactory  conclusions. 

Table  S.— Checks  on  No.  8  Wire  from  Metis  C141  and  C143 


Coil  No. 

Divergence 

from 
Standard, 
Degrees  F. 

Coil 
No. 

Divergence 

from 
Standard, 
Degrees  F. 

+18 

Coil 
No. 

« 

76 

Divergence 

from 
Standard, 
Degrees  F. 

-   4 

Coil 
No. 

Divergence 

from 
Standard, 
Degrees  F. 

1 

-  8 

39 

113 

1 

+36 

2 

-  2 

40 

-10 

77 

-   2 

114 

+41 

3 

-12 

41- 

-10 

78 

+30 

115 

-  7 

4 

-13 

42 

-  4 

79 

+26 

116 

-  3 

5 

-14 

43 

+  1 

80 

+42 

117 

-12 

6 

-  4 

44 

+  1 

81 

+31 

118 

-  3 

7 

-12 

45* 

-20 

82 

-  6 

119 

+34 

8 

-  2 

46 

-  3 

83- 

+45 

120 

+  2 

9 

+42 

47* 

-  6 

84- 

0 

121 

-  4 

10 

-40 

48 

+23 

85 

-  5 

122 

-  9 

11 

-10 

49- 

—  5 

86* 

0 

123 

+  4 

12 

+35 

50- 

e 

87* 

+37 

124 

-   1 

13 

+35 

51- 

+38 

88 

+36 

125 

-  3 

14 

-  8 

52 

-  3 

89 

-  1 

126 

+40 

15 

-10 

53* 

+38 

90 

-  3 

127* 

+24 

16 

-   1 

54 

-  4 

91 

-  6 

128 

+  4 

17 

-  4 

55 

+30 

92 

-  5 

129 

-  2 

18 

-  8 

56 

-  3 

93 

-  3 

130 

+40 

19- 

-10 

57 

+22 

94 

-  3 

131* 

+25 

20 

+35 

58 

-  9 

95 

-  5 

132 

+  3' 

21 

-14 

59- 

-20 

96 

-  4 

133 

-  2 

22 

-   1 

60 

+22 

97 

-  5 

134 

-  7 

23 

+30 

61 

+  2 

98- 

-20 

135 

+  2 

24 

-10 

62- 

+40 

99 

+25 

136 

+36 

25 

-10 

63- 

+  3 

100 

-  6 

137 

-  8 

26 

0 

64 

+23 

101 

+  1 

138* 

+50 

27 

0 

65 

-  7 

102* 

-33 

139 

-  4 

28 

-10 

66- 

+  2 

103 

-  2 

140 

-  6 

29 

-  5 

67* 

+  3 

104 

-17 

141 

0 

30 

-  7 

68 

-  4 

105     1 

-13 

142 

+26 

31 

+14 

69 

-  3 

106- 

-  5 

143 

+36 

32 

+21 

70- 

+44 

107* 

-  5 

144 

-  1 

33 

+37 

71 

+29 

108     f 

-  2 

145 

+43 

34 

-11 

72 

-  9 

109 

-   2 

146- 

+  7 

35 

-  1 

73 

+29 

110 

-   1 

147 

+38 

36 

-  4 

74 

-  1 

111 

+  4 

148* 

+  4 

37 

0 

75 

+45 

112 

0 

149 

-20 

38 

-   1 

Average  value  »  +5.3**  F.    •  Sample  taken  for  analysis. 
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Wire  Tests. — The  production  ingots  from  melts  C141  and  C143  were 
rolled  and  drawn  down  to  No.  8  B.  &  S.  gage  wire,  of  which  there  were 
149  coils  averaging  about  62  lb.  (28  kg.)  to  the  coil.  These  were  all 
tested  at  1500°  F.  {816°  C.)  against  iron-constantan  couples,  with  results 
given  in  Table  3.  Ten  samples  of  wire  were  selected,  carefully  checked, 
and  then  cut  up  for  analyses.  The  numbers  and  checks  on  the  samples 
are  given  in  Table  4. 


Table  4. — Analyses  of  Consiantan  Sample  Wire 


S..P,. 

T..gj».  E™ 

+4S  above  staDdsnl 

■*■■ 

SS'' 

S 

Maii- 

."& 

3- 

a 

7S 

■    sa 

08 

1 

0.06 

0.03 

87 

.v^ 

21 

8H 

1.1 

1     0.22 

0.11 

■  +32  mbove  sl«Dd»rt 

2tt 

•sa 

Ifl 

-l-lSabaFeBtudart 

0.11 

H6 

1    .-;;( 

01 

7« 

na 

O.0S3 

0.023 

+3    above  (tandBH 

fl2 

106 

-4    below  Btandard 

711 

1     0.07 

0.08 

127 

-8    bglow.Undi.rt 

81 

Ktt 

afi 

(» 

0.14 

,  - 17  below  (tanduc 

M) 

3(1 

S9 

'  -24  below  .tandttrd 

SI 

47 

03 

23 

82 

1      .... 

0.22 

MMd.. 

■  +0    abov*  ...ndard 

'      S2 

88 

46 

05 

0 

278 

0 

582 

1     0.130 

...» 

A  composite  sample  was  made  from  Nos.  75,  87,  51,  and  48  and  the 
carbon  determined  was  0.22  per  cent.  In  a  composite  sample  made  from 
Nos.  146,  63,  106,  127,  5,  and  59  the  carbon  was  0.07  per  cent. 

In  Table  5  are  tabulated  the  mean  of  the  analyses  and  checks  given 
in  Table  4,  the  weighted  average  of  the  analyses  of  melts  C141-14, 
C141-15  and  0143,  with  the  average  of  all  wire  checks  on  those  two  melts 
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and  the  average  analyses  of  ladles  Nos.  1  to  13  of  melt  C141  with  the 
average  of  the  checks  made  on  test  pieces  from  those  ladles. 

Table  5. — Mean  of  Analyses  and  Checks 


Mean  from 

Copper, 

Per 

Cent. 

Niokel. 

Per 

Cent. 

Iron, 

Per 

Cent. 

MaiH 

ganeee, 

Per 
Cent 

Carbon, 

Per 

Cent 

• 

RUioon, 

Per 

Cent. 

Sulfur, 

Per 

Cent 

Mean 

Tempera- 
ture 
Error, 
QeffeeeF 

Table  4 

52.88 
53.85 
52.82 

46.05 
44.99 
46.09 

0.276 
0.276 
0.231 

0.582 
0.717 
0.622 

0.130 
0.110 
0.25 

0.109 
0.092 
0.08 

0.026 
0.014 
0.006 

+  0 

Cl41andC143 

C141,  1  tol3 

+  5.8 
-26 

Mean 

53.18 

45.71 

0.261 

0.607 

0.166 

0.003 

0.015 

-  4 

These  averages  represent  15,000  lb.  of  constantan,  26  anal3r8es, 
and  172  e.m.f.  measurements  and  for  that  reason  should  show  as  closely 
as  possible  the  relation  between  composition  and  electromotive  force. 

Two-thirds  of  the  wire  resulting  from  melts  C141  and  C143,  on  which 
the  average  temperature  error  is  +6.3**  F.,  was  acceptable  and  of  40,000 
lb.  tested  later,  which  was  made  to  specifications  estimated  from  the  data 
taken,  25  per  cent,  was  acceptable;  that  is,  checked  within  +  or  ±0.5 
millivolts  of  standard.  From  this  it  will  be  seen  that  it  is  possible  to 
obtain  satisfactory  thermocouple  wire  by  selection  if  specifications  are 
calculated  from  the  experimental  data.  The  reason  it  is  not  possible  to 
get  a  larger  per  cent,  is  due  to  small  unavoidable  variations  in  impurities, 
such  as  iron  from  tools,  or  perhaps  all  the  manganese  does  not  go  into 
solution  or  the  siUcon  runs  a  Uttle  high,  etc. 

From  the  tests  on  samples  from  melts  C141  and  C143  as  cast  and  the 
finished  wire  it  is  shown  conclusively  that  the  mechanical  working  and 
annealing  have  no  effect  whatever  on  the  thermal  e.m.f.  or  chemical 
composition.  To  show  the  differences  that  may  occur  in  e.m.f.  calculated 
from  the  chemical  analysis,  a  piece  of  No.  8  B.  &  S.  gage  wire  30  in. 
(76  cm.)  long  was  carefully  checked  for  thermal  e.m.f.  It  was  then 
flattened  into  strips,  cut  into  small  pieces,  carefully  sampled,  and  two  of 
the  samples  sent  to  two  good  chemists.  Their  anal3r8es  and  e.m.f.  cal- 
culated from  the  data  in  each  case  are  given  in  Table  6. 


Niokel. 
Percent 


Iron, 
Per  Cent 


0.44 
0.25 


Table  6 


Man- 

ganeee. 
Per  Cent 


Carbon. 
Per  Cent 


0.63 
0.45 


0.08 
0.08 


SUioon. 
Per  Cent. 


Sulfur. 
Per  Cent 


Caleu- 
lAted 
E.m.f. 


0.053 
0.08 


0.023 
0.04 


45.25 
47.63 


Aotual 
E.nijf. 


47.64 
47.64 
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The  difference  of  iron  and  manganese  reported  in  the  two  cases  make  a 
large  difference  in  the  e.m.f.  so  that  the  best  that  can  be  expected  on  a 
heat  is  to  strike  an  average  and  be  able  to  select  from  it  material  that  will 
meet  specifications.  The  calculated  e.m.f.  of  the  average  of  a  nmnber 
of  heat  anal3rses  will  come  fairly  close  to  the  average  of  thermal  e.m.f. 
checks,  as  can  be  seen  by  referring  to  Table  5.  In  general,  it  can  usually 
be  prophesied  which  of  two  melts  will  run  lowest  in  e.m.f.  and  differences 
can  be  accounted  f oi'  roughly  but  not  exactly  for  the  reasons  stated  above. 

Throughout  the  above  investigation,  The  International  Nickel  Co. 
and  the  Electrical  Alloys  Co.  showed  the  heartiest  codperation  and 
interest  in  the  development  of  satisfactory  thermocouple  wire  and'  ex- 
pressed a  desire  to  assist  in  furnishing,  wherever  possible,  an  American 
product  for  American  consumers.  The  writer  wishes  particularly  to 
thank  Dr.  John  F.  Thompson  of  the  International  Nickel  Co.,  Mr. 
F.  V.  lindsley  of  the  Electrical  Alloys  Co.,  and  Prof.  M.  A.  Hunter  for 
their  suggestions  and  assistance,  which  helped  materially  in  conoluding 
this  investigation  successfully. 
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Manufacture  and  Electrical  Properties  of  Manganin 

BT   F.    E.  BASH,*  CH.  E.,   PHILADELPHIA,   PA. 
(Philadelphia  Meeting.  September,  1910) 

Prbvioub  to  the  war,  this  country  depended  on  Europe  for  its  supply 
of  a  number  of  alloys  of  great  importance  in  the  m'anuf acture  of  electrical 
apparatus  and  equipment.  When  this  source  was  cut  off  shortly  after 
the  beginning  of  hostilities  and  the  small  stocks  in  the  United  States 
were  exhausted,  either  inferior  substitutes  had  to  be  used  or  the  manufac- 
ture of  the  apparatus  suspended.  Since  electrical  equipment  was  of 
primary  importance  in  the  prosecution  of  the  war,  the  substitutes  had 
to  be  used  until  the  composition  and  processes  of  manufacture  of  the 
alloys  could  be  determined.  Included  among  these  alloys  was  one  gener- 
ally known  as  manganin,  which  is  composed  chiefly  of  copper  and  manga- 
nese and  which,  beside  having  a  low-temperature  coefficient  of  resistance, 
has  a  low  thermal  electromotive  force  against  copper.  These  quaUties 
make  it  valuable  for  the  manufacture  of  electrical  instruments  and  ma- 
chines in  which  it  is  used  in  the  shape  of  wire,  rod,  and  strip. 

As  a  result  of  these  circumstances,  an  investigation  was  started  to  de- 
termine how  manganin  could  be  made  on  a  commercial  basis  so  that  a 
product  of  uniform  quaUty  and  the  necessary  electrical  characteristics  could 
be  produced.  The  object  was  to  procure  an  alloy  with  temperature  coeffi- 
cient of  resistance  not  greater  than  T  1  X  10""'  per  ®  C.  and  a  thermal 
e.m.f.  against  copper  no  greater  than  that  of  the  imported  material. 

It  is  characteristic  of  manganin  that  the  temperature-resistance 
curve  is  not  a  straight  line  but  has  a  peak,  which  varies  in  position  with 
different  samples;  it  is  most  desirable,  however,  to  have  it  at  a  tempera- 
ti^'e  of  25*^  C.  if  possible.  The  coefficients  of  manganin  from  all  records 
available  ranged  from  a  large  negative  to  a  large  positive  value.  The 
composition  as  reported  by  different  authorities  is  given  in  Table  1. 
Prof.  Matthew  A.  Hunter,  of  Rensselaer  Polytechnic  Institute,  made  up 
a  number  of  small  melts  of  manganin  in  a  graphite  crucible  and  the  one 
that  he  reported  as  having  the  best  coefficient  gave  the  following  analysis: 
Copper,  83.6  per  cent.;  nickel  2.5  per  cent.;  manganese,  13.6  per  cent.; 
iron,  0.3  per  cent.  An  analysis  of  a  sample  of  German  manganin  gave 
the  following:  Copper,  82.6  per  cent.;  nickel,  3.8  per  cent.;  manganese, 
12.8  per  cent.;  iron  0.7  per  cent. 


*  Research  Engineer,  Leeds  &  Northrup  Co. 
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Table  1. — Composition  of  Manganin 


Authority 


Copper, 
Per  Cent. 


Nickel. 
Per  Cent. 


Mannneee, 
Percent. 


Kaye  &Laby 

Standard  handbook 

Foster 

liddeU 

Nichols 

Nichols 

Perrine 

Perrine 

Feussner-Lindeck. . . 

lindeck 

Dewar  &  Fleming. . 
Feussner-Iindeck . . . 


84 

4 

65 

5 

1      85 

3 

84 

4 

78.3 

7.6 

51.5 

16.2 

70.0 

5 

65 

5 

73 

3 

84 

4 

84 

4 

86 

2 

12 

30 

12 

12 

14.1 

31.3 

25 

30 

24 

12 

12 

12 


Since  it  had. been  found  from  previous  experience  on  other  electrical 
alloys  that  small  impurities  often  had  a  large  effect  on  electrical  proper- 
ties, it  was  decided  to  first  make  up  a  number  of  melts  in  the  reducing 
atmosphere  of  the  granulated-carbon  resistor-type  electric  furnace  and  to 
use  alundum  crucibles  in  which  to  make  the  melts.  Bars  ^  in.  (9.5 
mm.)  square  by  6  in.  (15  cm.)  long  were  cast  in  an  iron  mold  and  a  pair 
of  hand-operated  rolls  served  to  reduce  them  to  a  wire  0.1  in.  square, 
in  which  form  the  alloys  could  very  easily  be  tested  for  temperature  coeffi- 
cient by  the  use  of  a  Kelvin  bridge.  An  electric  wire  resistor  furnace, 
was  used  for  annealing  work.  The  materials  used  were  all  as  pure  as 
could  be  obtained,  electrolytic  nickel  and  copper,  Goldschmidt  manga- 
nese, and  iron  99.7  per  cent,  piire  in  the  shape  of  fine  wire. 

On  carrying  out  preliminary  experiments  to  determine  the  best  method 
of  annealing,  it  was  found  that  prolonged  heating  at  high  temperatures 
materially  affected  the  coefficient.  Illuminating  gas,  carbon  dioxide, 
vacuum,  open  air,  and  the  quiet  slightly  oxidizing  atmosphere  of  an 
electric  wire  resistor  furnace  were  tried.  The  latter  treatment  was  finally 
adopted  as  being  simple  and  giving  good  results  when  temperatures  of 
approximately  1500®  F.  were  used. 

The  first  melt  showed  a  peak,  or  point  of  maximum  resistance,  at 
15®  C,  which  was  too  low  although  the  coefficient  was  good.  It  was  then 
decided  to  change  the  amount  of  iron  and  keep  all  the  other  elements 
constant,  to  determine  if  it  would  not  be  possible  to  shift  the  peak  by 
varying  the  iron.  A  number  of  melts  were  made  and  the  iron  content 
varied  from  0.2  to  2.0  per  cent.  Coefficient  curves  on  each  of  the  samples 
prepared  showed  that  increasing  iron  content  increased  the  temperature 
at  which  the  peak  occurred,  but  that  more  than  1.5  per  cent,  iron  caused 
that  temperature  to  decrease.  Since  1.5  per  cent,  iron  gave  a  peak  at 
25®  C.  where  it  was  most  desirable,  that  value  was  decided  on  and  the  for- 
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mula  below  adopted,  since  it  gave  the  following  coefficients;  15-30°  C.  + 
0.0000030  per  1**  C. ;  15-45**  C.  -  0.0000038  per  1°  C.  This  alloy  con- 
sisted of  electrolytic  copper  83.0  parts,  nickel  2.5  parts,  Goldschmidt 
manganese  14.0  parts,  pure  iron  1.5  parts;  total,  101.00  parts. 

Melts  of  this  composition  were  made  up  in  a  small  graphite  crucible  to 
determine  its  effect  but  they  were  so  brittle  from  the  siUcon  picked  up 
that  it  was  impossible  to  roll  them.  The  sihcon  also  affects  the  electrical 
properties  of  the  manganin  even  when  present  in  as  small  quantities  as 
0.1  per  cent. 

After  sufficient  data  had- been  obtained  in  the  electric  furnace  with  the 
small  crucibles,  which  only  held  100  gm.,  a  number  of  25-lb.  (11-kg.) 
melts  were  made  in  a  gas-fired  furnace  in  different  kinds  of  crucibles  in 
an  effort  to  reproduce  the  results  of  the  small  melts  on  a  larger  scale. 
Clay,  sand,  and  graphite  crucibles  were  tried,  but  they  distorted  the 
temperature-resistance  curve  by  adding  silicon,  and,  with  the  exception 
of  the  graphite,  were  all  badly  cut  at  the  metsCl  line  by  the  charcoal  used 
to  keep  the  metal  reduced.  Alundum  crucibles  could  not  be  obtained 
and  would  have  been  too  expensive  anyway,  so  a  graphite  crucible  was 
Uned  with  magnesia  and  a  melt  made.  This  proved  to  be  practically 
an  exact  reproduction  in  electrical  properties  of  the  100-gm.  melt  made 
in  alundum  and  four  successive  heats  gave  the  same  results.  It  was 
concluded  that  it  would  be  practical  to  repeat  results  if  the  proper  pre- 
cautions were  taken  and  no  injurious  impurities  such  as  silicon  intro- 
duced into  the  metal.  The  only  objection  to  melting  in  magnesia-Uned 
crucibles  is  that  the  lining  does  not  adhere  readily  to  the  graphite  and 
shrinks  away  to  such  an  extent  that  it  has  to  be  repaired  after  each  melt, 
although  that  is  not  a  particularly  difficult  or  lengthy  process. 

Later,  a  graphite  crucible  was  tried  which  was  lined  with  alumina 
mixed  with  kaolin  but  very  poor  results  were  obtained. 

The  melting  practice  followed  in  these  tests  was  as  follows:  The 
copper  and  nickel  were  charged  at  the  same  time  and,  after  melting, 
the  metal  was  covered  with  charcoal.  The  manganese  was  divided  into 
two  portions  which  were  carefully  stirred  in  with  an  iron  rod,  enough 
time  being  allowed  for  the  first  portion  to  melt  before  the  second  portion 
was  added.  Care  was  also  taken  not  to  let  the  iron  rod  get  so  hot  that 
it  would  dissolve.  The  metal  was  then  allowed  to  heat  up,  after  which 
the  iron  was  added  as  fine  wire  or  very  thin  sheet  cut  into  small 
pieces  and  thoroughly  stirred  in.  After  time  was  allowed  for  the  iron 
to  dissolve,  the  metal  was  deoxidized  with  magnesium  by  tying  pieces 
of  it  to  an  iron  rod  with  copper  wire  and  plunging  it  to  the  bottom  of  the 
crucible  containing  the  manganin.  The  amount  of  magnesium  used  was 
0.1  per  cent,  by  weight  of  the  charge.  After  deoxidizing,  the  metal  was 
immediately  poured  into  iron  molds.  Careful  deoxidation  is  very  essen- 
tial as  a  small  amount  of  oxygen  has  a  great  effect  on  its  electrical  proper- 
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ties.    This  may  possibly  be  due  to  the  fact  that  0.4  per  cent,  of  oxygeji 
forms  an  eutectic  with  copper. 

To  further  determine  if  manganin  with  the  above-specified  electrical 
properties  could  be  duplicated,  instructions  for  making  it  were  given  to  a 
metal  manufacturer;  which  resulted  in  his  making  some  excellent  material 
with  the  proper  coefficient  in  both  wire  and  rod  form. 

It  is  thought  by  some  users  of  manganin  that  it  can  be  made  in  almost 
any  manner  with  a  large  variation  in  composition  but  that  the  mechanical 
working  will  have  a  great  effect  on  its  temperature  coefficient.  This  is 
not  true  in  regard  to  the  composition  and  melting  or  in  regard  to  the 
working  if  the  proper  precautions  are  taken.  When  manganin  is  annealed 
in  an  oxidizing  atmosphere,  the  manganese  on  its  surface  selectively  oxi- 
dizes  and  leaves  a  highly  conducting  film  or  sheath  of  copper.  If  the 
material  is  in  the  form  of  wire,  the  copper  on  its  surface,  which  is  a  very 
much  better  conductor  than  manganin,  carries  an  appreciable  percentage 
of  the  electrical  current.  Copper  having  a  high  positive  temiperature 
.coefficient  makes  the  coefficient  of  the  wire  positive.  If  now  that  wire 
is  dipped  into  acid  for  a  few  seconds,  the  copper  sheath  dissolves  and  the 
wire  has  the  same  coefficient  as  before.  If  instead  of  pickling,  the  wire 
is  drawn  through  a  die,  some  of  the  outside  coating  is  scraped  off  and 
tends  to  make  the  coefficient  less  positive  so  that  different  results  will 
be  obtained  when  the  wire  is  not  pickled. 

To  determine  the  effect  of  working,  the  coefficient  of  a  bar  was  taken 
•as  it  was  cast.  The  bar  was  then  drawn  down  to  0.002  in.  (0.06  mm.) 
diameter  and  retested;  the  coefficient  of  the  wire  was  found  to  be  the 
same  as  that  of  the  bar. 

A  wire  made  from  one  of  the  experimental  melts  and  a  German  made 
wire  tested  for  thermal  e.m.f.  against  copper  gave  the  following  results: 

Average  Thermal  E.m.f.  from  0  to  100°  C. 

Volts  pisb  Deorbb  C. 

Imported  wire 13  X  lO"* 

American  wire 5.6  X  lO"* 

It  is  very  desirable  that  a  resistance  material  used  for  shunts  and  coils 
have  a  low  thermal  e.m.f.  against  copper;  from  the  above  it  can  be  seen 
that  the  American  wire  has  less  than  one-half  the  e.m.f.  of  the  imported 
wire. 

Summary  op  Results 

In  the  following  when  ''coefficient"  is  spoken  of,  the  temperature 
coefficient  of  resistance  between  15°  and  30°  C.  is  meant.  As  before 
stated,  it  is  a  characteristic  of  manganin  that  the  temperature  resistance 
curve  has  a  point  of  maximmn  resistance.  For  good  material,  the  slope 
of  the  curve  on  both  sides  of  the  maximum  is  small  and  for  poor  material 
the  alope  is  steep. 
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1.  Effect  of  constituents  on  temperature  coefficient  of  resistance. 
Small  variations  in  manganese  content  do  not  materially  affect  the  coeffi- 
cient. It  causes  a  change  in  resistivity  and  tends  to  make  the  coeffi- 
cient more  negative. 

No  experiments  were  made  with  varying  nickel  content  although  the 
writer  has  taken  the  coefficient  of  one  sample,  which  had  the  following 
analysis:  Copper,  84.06  per  cent.;  iron,  0.71  per  cent.;  manganese,  14.76 
per  cent.;  silicon,  0.47  per  cent.  This  material  had  a  good  coefficient 
but  would  probably  be  hard  to  reproduce  due  to  variation  in  silicon. 

The  effect  of  iron  is  very  marked^  It  will  shift  the  point  of  maximum 
resistance  and  will  make  the  coefficient  more  negative  if  added  in  too 
large  quantities. 

Silicon  is  such  a  varying  factor  that  it  cannot  be  controlled  and  allowed 
for.  If  uniform  results  are  desired,  it  is  better  to  keep  it  out  altogether. 
Its  effect  is  to  make  the  slope  of  the  temperature  ^resistance  curve  greater 
and,  in  general,  to  make  the  coefficient  more  negative. 

Oxygen  has  a  very  marked  effect  on  the  coefficient  and  tends  to  make 
it  strongly  positive. 

Carbon  appears  to  have  no  effect  on  the  coefficient  and  tends  to  reduce 
oxides. 

2.  Clay-graphite  crucibles  add  silicon  and  for  that  reason  are  undesir- 
able. Clay  crucibles  are  undesirable  for  the  same  reason.  Alundum 
crucibles  are  satisfactory  but  expensive.  Magnesia  or  magnesia-lined 
graphite  crucibles  are  entirely  satisfactory. 

3.  Annealing  in  vacuum  gives  good  results  but  is  unnecessary. 
Annealing  in  CO2  gives  good  results.  Annealing  in  open  air  causes  oxida- 
tion of  manganese  and  increases  the  temperature  coefficient.  Annealing 
in  an  electric  wire  resistor  furnace  is  simple  and  gives  good  results.  Any 
annealing  where  oxygen  is  present  necessitates  pickling  afterward  to 
restore  the  temperature  coefficient.  It  is  only  necessary  to  anneal  a 
few  minutes  at  1500®  F.  to  produce  proper  results. 

4.  Electrolytic  copper  is  easily  obtained  and  is  most  desirable  to  use. 
Electrolytic  nickel  is  most  desirable  but  if  the  iron  content  of  shot  nickel 
is  allowed  for  it  can  be  safely  used.  Goldschmidt  manganese  is  most 
desirable  as  it  has  a  low  percentage  of  silicon  and  high  manganese 
content. 

5.  Successive  melts  show  that  electrical  properties  can  be  reproduced 
if  reasonable  care  is  exercised.  Silicon  and  oxygen  must  be  kept  as 
low  as  possible.  A  coefficient  better  than  the  best  imported  manganin 
may  be  obtained  and  can  be  reproduced  in  wire,  bar,  or  sheet  form. 
The  thermal  e.m.f .  against  copper  of  the  manganin  made  is  less  than  one- 
half  that  of  the  imported  material.  Hard  drawing  does  not  materially 
affect  the  coefficient  but  the  manganin  must  be  aged  at  a  low  temperature 
to  take  out  strains  before  using  or  the  resistance  will  not  remain  constant. 
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In  Fig.  1  are  shown  the  temperature-resistance  curves  of  various  samples 
of  manganin.  F  is*a  sample  of  the  best  German  manganin.  18  and  S 
are  curves  showing  samples  strongly  positive  and  negative  in  coefficient, 
d  is  a  curve  of  a  50-gm.  melt  made  in  the  electric  furnace  and  19  is  a 
curve  of  a  25-lb.  melt  made  in  a  gas  furnace.     It  is  possible  to  make  man- 


S6  80 

Temperature,  Decrees  C. 

FiQ.  1. — Temperatube  coefficients  of  manganin. 

ganin  of  var3ang  compositions  and  still  have  a  good  coefficient  but  to 
make  an  alloy  of  which  the  electrical  properties  can  be  reproduced  with 
assurance,  the  variable  elements  such  as  silicon  must  be  eliminated. 

In  conclusion  the  writer  wishes  to  thank  Dr.  Matthew  A.  Hunter  and 
Dr.  F.  E.  Carter  for  their  cooperation  and  suggestions. 


DISCUSSION 

F.  Wbnner,*  Washington^  D.  C.  (written  discussion). — For  electrical 
measuring  instruments,  especially  those  types  that  involve  the  Wheat- 
stone  bridge  or  potentiometer  principle  and  standards  of  electrical  resist- 
ance, there  has  been,  for  a  considerable  time,  a  need  for  better  resistance 
materials.  For  a  satisfactory  resistance  material,  much  depends  on  the 
purposes  for  which  it  is  to  be  used.  For  potentiometers  and  Wheatstone 
bridges,  such  as  are  in  more  or  less  general  use,  and  the  more  coinmon 
forms  of  resistance  standards,  a  good  quality  of  manganin  answers  fairly 
well.     However,  it  should  not  be  presumed  that  manganin  is  considered 


*  Anociate  Physicist,  Bureau  of  Standards. 
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ideal  for  the  purpose,  for  in  measuring  instruments  and  re&ostance  stand- 
ards; there  is  still  much  to  be  desired.  An  experience  of  more  than  10 
years  in  the  study  of  the  resistance  standards  and  resistance  apparatus 
shows  that  manganin  resistances  change  with  time  in  a  way  that  is  very 
annoying  and  the  maintenance  of  the  unit  of  resistance  to  the  desired 
accuracy  requires  an  excessive  amount  of  work  or  may  be  said  to  be  prac- 
tically impossible.  The  changes  in  resistance  are  generally  most  rapid 
and  erratic  in  resistances  of  very  low  and  very  high  values.  In  resist- 
ances of  low  value,  the  resistance  material  is  often  in  the  form  of  thin 
sheets  so  that  the  surface  is  large  and  usually  more  or  less  unprotected 
from  the  atmosphere,  or  the  oil  in  the  case  of  oil-immersed  standards. 
In  resistances  of  high  value,  the  resistance  material  is  in  the  form  of  fine 
wire  and,  therefore,  the  surface  is  large  compared  with  the  cross-section. 
In  resistances  of  medium  vahie,  the  surface  is  less,  compared  with  the 
cross-section,  or  better  protected,  usually  by  a  silk  wrapping  impregnated 
with  shellac.  This  suggests  that  one  of  the  difficulties  with  manganin  is 
slow  surf  ace  action  or  oxidation,  even  when  an  effort  has  been  made  to 
protect  the  surface  from  such  action  However,  the  changes  observed 
cannot  all  be  accounted  for  on  this  basis.  There  are,  presumably,  also 
some  internal  changes  in  the  resistance  material  even  when  it  has  been 
annealed.  Further,  the  changes  in  manganin  resistances  seem  to  be  more 
or  less  independent  of  its  electrical  properties.  In  other  respects,  too, 
manganin  is  not  ideal. 

What  is  desired  is  a  material  having  an  electrical  resistance  or  resis- 
tivity that  will  remain  consfant  with  time  to  the  highest  possible  degree; 
a.high  resistance  to  surface  action  or  oxidation;  high  resistivity;  a  very 
small  resistance-temperature  coefficient;  very  small  thermoelectromotive 
force  against  copper;  good  mechanical  propertiefs,  so  that  it  can  be  easily 
drawn  or  rolled,  silver  soldered  or  brazed,  and  wound  in  coils  even  when  in 
the  form  of  very  fine  wire;  and  cost  of  producing  which  is  not  excessive. 
Of  course  no  one  material  can  possess  all  of  these  properties  to  the 
extent  desired;  one  or  more  6f  them  must  be  sacrificed  to  get  more  nearly 
what  is  desired  Qf  another.  A  good  quaUty  of  manganin  possesses  most 
of  these  properties  to  a  remarkable  degree.  However,  other  alloys  may 
be  found  that  possess  many  of  these  properties  to  a  greater  degree. 

In  a  number  of  resistance  standards  the  resistance  material  has  the 
following  composition:  Copper,  84.2  per  cent.;  aluminum,  4.2  per  cent.; 
manganese,  11.5  per  cent.;  nickel,  trace;  iron,  trace.  This,  it  will  be 
observed,  is  similar  to  manganin  except  that  the  nickel  is  replaced  by 
aluminum.  In  so  far  as  £he  resistivity  and  temperature-resistance 
coefficient  are  concerned,  this  material  is  practically  the  equivalent  of 
manganin.  The  thermoelectromotive  force  against  copper  is  less  than 
that  of  manganin  against  copper.  The  value  we  haveiound  using  differ- 
ent lots  of  the  material  is  about  0.3  microvolt  per  degree  centigrade, 
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which  is  only  about  0.1  as  large  as  for  the  best  of  the  manganio.  This 
paaterial  is,  therefore,  considerably  better  than  manganin  in  this  respect, 
which  is  an  important  one  where  the  resistance  is  of  very  low  value. 
Mechanically,  this  material  is  considerably  better  than  manganin.  Our 
observations  on  the  cdtistancy  of  the  resistance  are  not  very  conclusive, 
since  during  the  past  few  years  this  work  has  not  received  the  attention 
it  would  have  received  under  normal  conditions.  However,  the  indi- 
cations are  that  the  standards  in  which  this  material  was  used  are  as 
reliable  as  those  in  which  manganin  was  used.  There  is,  therefore,  every 
reason  to  think  that  this  alloy  constitutes  a  very  promising  field  for 
investigation. 

An  alloy  of  gold  and  palladium  (about  60  per  cent,  gold  and  40  per 
cent,  palladium)  has  fairly  good  electric  properties  and  there  is  a  possi- 
bility that  for  resistances  made  from  extremely  fine  wire  it  may  prove 
superior  to  any  of  the  alloys  that  have  been  used  for  this  purpose.  At  any 
rate,  we  would  expect  the  surface  action  to  be  much  less  than  for  man- 
ganin or  similar  alloys. 

For  certain  types  of  resistances,  some  consider  an  alloy  of  nickel  and 
copper,  which  might  be  classed  as  constantan,  better  than  manganin. 
An  investigation  of  this  alloy  from  the  standpoint  of  its  resistance  prop- 
erties might  lead  to  the  development  of  a  better  material  for  use  in  the 
construction  of  high  resistances  and  resistances  to  be  used  with  alter- 
nating current. 

The  work  done  by  Mr.  Bash  is  of  very  great  importance  to  all  con- 
cerned in  the  use  of  resistance  material  and  is,  no  doubt,  of  equal  im- 
portance to  those  concerned  in  making  other  alloys  of  a  definite  and  uni- 
form composition.  *  However,  we  should  not  presume  that  all  that  is 
desired  in  the  production  of  electrical  resistance  material  has  been  done. 
There  is  need  for  similar  work  with  other  alloys  and  the  development  of 
new  alloys  which  will  possess  some  or  all  of  the  properties  mentioned  to 
a  greater  degree  than  does  manganin.  There  is,  therefore,  plenty  of 
room  for  more  work'  along  this  line.  Finally,  the  proof  of  the  real  quality 
of  any  of  these  alloys  is  the  constancy  of  the  resistances  constructed  from 
them ;  in  the  case  of  gpod  alloys,  this  requires  a  series  of  measurements 
extending  over  several  years. 

F.  G.  Smith,  Waterbury,  Conn. — I  would  like  to  ask  whether  small 
amounts  of  iron  give  the  maximum  resistance  at  a  low  temperature,  and 
if  the  large  amounts  of  iron  raise  the  temperature  at  which  the  maximum 
resistance  occurs?  That  is,  with  a  small  amount  of  iron,  will  a  maximum 
be  at,  say,  10°? 

F.  E.  Bash. — With  the  small  amount  of  iron,  the  maximum  is  at  a 
lower  temperature,  and  with  the  increase  of  iron,  the  maximum  increases; 
it  seems  to  come  to  a  maximum  and  then  decrease;  that  is,  increasing 
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the  iron  up  to  a  certain  value  increases  the  temperature  at  which  there 
is  a  maximum  of  resistance,  and  any  increase  of  iron  beyond  that  value 
will  start  decreasing  this  temperature.  With  2  per  cent,  of  iron,  the 
maximum  is  lower  than  for  1.6  per  cent,  which  was  the  value  that  we 
found  to  be  satisfactory. 

F.  L.  Driver,*  Jr.,  Harrison,  N.  J. — I  would  like  to  ask  what  chance 
there  is  of  the  instrument  companies  getting  together  and  deciding  on 
standards  for  both  manganin  and  constantan?  We  make  both  of  these 
alloys  in  this  country  and  we  find  that  each  one  of  the  instrument  com- 
panies who  buy  these  materials  require  different  standards  of  specific 
electrical  resistance  and  thermal  e.m.f.  For  instance,  some  of  our  cus- 
tomers require  an  electrical  resistance  in  manganin  or  therlo  of  240  ohms 
per  circular  mil  foot  and  others  require  it  with  a  specific  electrical  resis- 
tance of  270  ohms  per  circular  mil  foot.  They  buy  these  alloys  in  relatively 
small  quantities  so  that  it  means  much  extra  melting  and  supervision 
when  making  up  small  quantities  for  each  consumer.  If  something  could 
be  done  to  eliminate  this,  it  would  be  a  benefit  to  the  instrument  com- 
panies, who  could  secure  their  material  more  cheaply,  and  to  the  manu- 
facturers, who  would  not  have  to  spend  so  much  time  and  effort  in  special 
manufacturing. 

F.  E.  Bash. — Nothing  has  been  done  to  standardize  these  metals, 
thouj^h  I  see  no  reason  why  something  could  not  be  decided  upon  in 
that  respect.  The  specific  resistance  can  be  varied  by  varying  the 
amount  of  manganese  in  the  material,  and  so  far  as  resistance  is  con- 
cerned we  ar0  primarily  interested  in  having  the  proper  temperature 
coeflUcient,  but  the  lower  the  specific  resistance,  the  more  wire  it  is  nec- 
essary to  put  on  our  spool,  so  jbhat  we  are  also  interested  in  having  a  high 
specific  resistance.    The  value  that  we  prefer  is  250  ohms  per  mil  foot. 

The  Chairman. (W.  H.  Bassett,  Waterbury  Conn.). — Have  you 
investigated  any  manganin  that  contained  no  nickel? 

F.  E.  Bash. — Only  in  one  case;  that  sample  had  a  very  good  coefli- 
cient.  I  think  that  you  can  get  a  good  coefficient  by  a  number  of 
formulas;  we  started  with  values  found  in  some  handbooks  and  experi- 
mented with  them  until  we  found  a  good  one.  As  it  was  very  important 
that  we  produce  the  wire  in  a  hurry,  we  could  not  take  the  time  to 
experiment  extensively.  If  we  had  had  the  time,  we  could  have  gone 
very  much  more  deeply  into  the  subject,  but  we  carried  it  just  far 
enough  to  get  a  good  coefficient  and  let  it  go  at  that. 


•Third  Vice-President,  Driver- Harris  Co. 
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Heat  Treatment  of  Aluminum-alloy  Castings* 

BT  £AT  JBFFBIESyt  <>•  BC.  AND  W.  A.  QIB80N,t  M.  B.,  CLEYBLAND,  OHIO 

(Philadelphsa  Meeting  Septambw.  1019) 

It  has  been  known  for  a  number  of  years  that  certain  aluminum  alloys 
could  be  hardened  by  quenching  from  a  temperature  of  about  500^  C. 
Immediately  after  quenching  the  total  increase  in  hardness  is  not  marked, 
but  the  hardness  increases  gradually  60  that  after  about  4  days,  it  has 
reached  a  maximum.  The  actual  increase  in  hardness  probably  con- 
tinues for  weeks  or  even  months,  but  in  order  to  detect  the  differences 
after  4  days,  it  is  necessary  to  make  tests  at  rather  long  intervals.  So 
far  as  is  khown  to  the  authors,  Alfred  Wilm  was  the  first  to  discover  these 
properties  in  aluminum  alloys.  ^  The  aluminum-copper  alloys  are  amenar 
ble  to  this  treatment  and  the  addition  of  magnesium  makes  the  heat- 
treatment  effect  more  pronounced. 

Until  recently  heat  treatment  of  aluminum  alloys  has  been  confined 
to  the  worked  alloys  in  the  form  of  sheet  or  extruded  products.  The  alloy 
that  has  been  most  used  in  this  connection  is  known  commercially  as 
duralumin  and  has  about  the  following  composition:  copper  not  exceed- 
ing, 6  per  cent.;  magnesium  not  exceeding,  2  per  cent.;  manganese  not 
exceeding,  1  per  cent.;  commercial  aluminum,*  balance. 

A  typically  good  alloy  in  this  range  consists  of:  copper,  4  per  cent.; 
magnesium,  0.5  per  cent.;  manganese,  1  per  cent.;  commercial  aluminum, 
balance.  This  alloy  can  be  rolled  into  sheets  or  extruded;  and  in  this 
condition  it  can  be  heated  in  the  ordinary  furnace  atmosphere  to  a  tem- 
perature near  500^  C.  and  quenched  in  water.  After  about  4  days  it 
will  have  the  following  physical  properties:  tensile  strength  55,000 
to  60,000  lb.  per  sq.  in.  (3866  to  4218  kg.  per  sq.  cm.) ;  elongation  in 
2  in.,  15  to  20  per  cent.  No  harmful  effects  of  the  furnace  gases  or  even 
the  air,  if  the  heating  is  effected  in  an  electric  furnace  in  an  air  atmosphere. 


*A  Contribution  from  Lynite  Laboratories  of  The  Aluminum  Castings  Co. 

t  Direetor  of  Research,  Aluminum  Castings  Co. 

X  Engineer  of  Tests,  Aluminum  Castings  Co. 

^  MetaUographio  Investigations  of  Aluminum  Alloys  Containing  Magnesium. 
MetaUurgie  (1911)  8,  225. 

'  The  commercial  aluminum  at  present  available  always  contains  silicon  and  iron 
and  consequently  these  elements  will  be  present  in  the  alloy  usually  not  exceeding 
0.5  per  cent.  each. 
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have  been  noticed.  Also,  no  deterioration  in  properties  can  be  detected 
from  the  use  of  water  for  the  quenching  medium. 

The  heat  treatment  of  aluminiun-alloy  castings  presents  a  problem 
not  found  in  sheet  and  extruded  products.  These  products,  due  to  the 
mechanical  working,  are  practically  free  from  porosity  and  hence  the 
furnace  gases,  on  the  one  hand,  cannot  easily  gain  access  to  the  interior 
of  the  metal  and  thus  produce  oxidation  within  the  metal,  nor  can  water, 
used  as  a  quenching  medium,  gain  access  to  the  interior  and  cause  the 
ordinary  chemical  reaction  known  to  take  place  between  water  and 
aluminiun,  namely,  3HjO  +  Al— ►  Al  (OBDs  +  3H.  It  is  true  that  this 
reaction  is  not  violent  at  room  temperature  nor  even  in  boiling  water, 
but  the  reaction  nevertheless  takes  place  and  breaks  down  the  metallic 
almninum  and,  hence,  deteriorates  the  product. 

Nearly  all  aliuniniun-aUoy  castings,  on  the  other  hand,  are  more  or  less 
parous.  The  porosity  in  some  castings  is  not  marked  at  room  temperature 
even  when  tested  under  considerable  hydraulic  pressure.  On  the  other 
hand,  gases,  especially  at  high  temperature,  permeate  these  castings 
with  comparative  ease.  Since  these  gases  are  usually  oxidizing,  the  alu- 
minum is  oxidized  from  many  microscopic  cavities  in  the  interior  of  the 
casting.  Not  only  is  the  oxidation  caused  in  this  manner  undesirable, 
but  when  such  a  casting  is  quenched  in  water,  tjie  chemical  reaction  be- 
tween water  and  aluminum  further  oxidizes  the  metal. 

The  result  of  heating  a  casting  in  the  ordinary  furnace  atmosphere 
and  quenching  in  water  varies,  therefore,  with  the  degree  of  soundness 
of  the  casting  prior  to  heat  treatment.  An  exceptionally  sound  casting 
will  receive  the  maximum  benefit,  whereas  a  porous  casting  will  be  made 
worse  by  heat  treatment.  As  a  general  tendency,  therefore,  we  may  say 
that  of  a  given  group  of  castings  vaiying  in  degree  of  porosity,  there 
will  be  a  greater  degree  of  uniformity  of  tensile  properties  before  heat 
treatment  than  after  heat  treatment.  The  relatively  non-porous  castings 
will  be  improved  by  heat  treatment,  whereas  the  more  porous  will  be 
made  worse  and  thus  the  uniformity  will  be  impaired.  Unless,  therefore, 
a  heat-treatment  process  can  be  obtained  that  produces  uniform  proper- 
ties, its  application  to  ordinary  aliuninum-alloy  sand  castings  cannot  be 
of  commercial  value.  Such  a  process  has  been  worked  out.  It  consists 
in  heating  the  castings  in  a  bath  of  fused  podium  nitrate  and  potassium 
nitrate  followed  by  quenching  in  oil.  This  process  renders  it  impossible 
for  excessive  oxidation  to  take  place  during  either  heating  or  quenching. 

Results  with  Water  Quenching 

A  sand  casting  is  usually  more  porous  than  a  permanent-mold  casting 
and  hence  we  would  expect  greater  non-uniformity  in  heat-treated  sand 
castings  than  in  heat-treated  permanent-mold  castings.    The  following 
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experiments  were  reported  by  G.  D.  Welty'  on  the  heat  treatment  of 
permanent-mold  castings.    The  analysis  of  the  alloy  was:  commercial 
aluminum,  95.65  per  cent.;  copper,  3.75  per  cent.;  manganese,  0.8  per 
cent.;  magnesium,  0.8  per  cent. 
The  treatments  were  as  follows: 

Group  A — Held  at  420°  C.  for  1  hr.  and  quenched  in  water  at  20**  C. 
Group  B — Held  at  485°  C.  fof  1  hr.  and  quenched  in  water  at  20°  C. 
Group  C — Held  at  520°  C.  for  1  hr.  and  quenched  in  water  at  20°  C. 
Group  D — Held  at  620°  C.  for  15  min.  and  quenched  in  water  at  20°  C. 
Group  E — Held  at  620°  C.  for  15  min.  and  quenched  in  water  at  20°  C. 
then  reheated  to  350°  C.  for  1  hr.  and  quenched  in  water  at  20°  C. 

The  original  castings  were  in  the  form  of  3-in.  (7.6-cm.)  shrapnel  fuse 
bodies,  from  which  test  bars  0.210  in.  (5.5  mm.)  diameter  and 
^  in.  (19  mm.)  between  punch  marks,  were  machined.  The  results  are 
given  in  Tables  1,  2,  and  3.  Groups  D  and  E  were  so  badly  flaw.ed  from 
high-temperature  quenching  as  to  make  tensile  tests  worthless. 

Table  1. — Results  of  Tests  on  Samples  in  Group  A 


Bar  No. 

• 

Ultimate  ' 
Strength, 
Lb.  per 
Sq.  In. 

Elaatio 

Limit, 

Lb.  per 

Bq.  In. 

Per  Cent., 
Elongation 

Bar  No. 

Ultimate 

Strength, 

Lb.  per 

Sq.  In. 

Elastic 

limit. 

Lb.  per 

Sq.  In. 

• 

Per  Cent., 
Elongation 

1 

2 
3 
4 

32,000 
28,800 
34,600 
30,350 

26,800 

25,850 
25,600 
27,000 

2.7 
2.7 
2.7 
2.7 

5 
6 

7 
8 

32,700 
34,200 
32,300 
32,800 

26,900 

27,700 
26,200 
26,000 

2.7 
2.7 
2.7 
2.7 

Table  2. — Group  B. 


Table  3. — Group  C. 


Bar  No. 

Ultimate 

Strength.  Lb. 

per  Sq.  In. 

Per  Cent., 
Elongation 

1 

34,350 

2.7 

2 

29,400 

2.7 

3 

41,800 

2.7 

4 

28,800 

2.7 

5 

41,300 

2.7 

6 

21,700 

2.7 

7 

25,800 

2.7 

8 

• 

32,500 

2.7 

Bar  No. 

intimate 

Strength,  Lb. 

per  Sq.  In. 

Per  Cent., 
Elongation 

1 

38,000 

0 

2 

41,800 

0 

3      . 

32,000 

0 

4 

37,000 

0 

5 

47,000 

0 

6 

35,600 

0 

7 

42,700 

0 

8 

43,000 

0 

It  will  be  noted  that  the  samples  quenched  from  420°  C,  namely, 
Group  A,  were  quitQ  uniform  but  the  tensile  strength  was  not  increased 
ot  any  great  extent.    The  castings,  before  heat  treatment,  would  average 

>  Thesis,  Case  School  of  Applied  Science,  May,  1917. 
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aboui;  the  same  as  Group  A.  The  samples  in  Group  B  were  very  erratic 
while  those  in  C  are  about  as  uniform  as  could  be  expected,  with  the 
exception  of  bar  3.  The  samples  were  all  heated  in  an  electric  furnace 
in  the  furnace  atmosphere,  which  in  this  case  was  ordinary  air. 

Table  4  gives  the  results  of  tensile  tests  on  sand-cast  test  bars  of  an 
alloy  containing:  commercial  aluminumi  91.55  per  cent.;  copper,  8  per 
cent.;  iron,  0.3  per  cent.;  magnesium,  0.25  per  cent.  These  bars  were 
heated  in  an  electric  furnace  at  500^  C.  in  air  atmosphere  for  1  hr.  and 

Table  4. — Results  of  Tensile  Tests  an  Sand-cast  Bars 


Bar  No. 

Broak  Stress, 
Lb.  per  8q.  In. 

Bar  No. 

Break  Stress, 
Lb.  per  Sq.  In. 

Bar  No. 

Break  Stress. 
Lb.  per  Sq.  In. 

1 

17,720 

8 

32,100 

15 

27,600 

2 

24,460 

9 

26,950 

16 

30,750 

3 

24,400 

10 

25,900 

17 

21,450 

4 

36,400 

11    . 

34,050 

18 

29,800 

5 

16,600 

12 

21,600 

19 

21,250 

6 

21,250 

13 

23,300 

20 

26,600 

7 

25,200 

• 

14 

18,700 

quenched  in  water.  The  tensile  results  vary  from  34,050  lb.  per  sq.  in.  to 
16,600  lb.  per  sq.  in.  (2400  kg.  per  sq.  cm.  to  1167  kg.  per  sq.  cm.),  and 
the  average  was  25,303  lb.  per  sq.  in.  (1778  kg.  per  sq.  cm.).  The  average 
of  ten  bars  without  heat  treatment  was  25,500  lb.  per  sq.  in.,  the  minimum 
being  24,000  lb.  per  sq.  in.  and  the  maximum  28,000  lb.  per  sq.  in.  It 
will  thus  be  seen  that  the  average  was  sUghtly  lowered  by  heat  treatment 
and  the  maximum  was  increased  and  the  minimum  was  decreased.  With 
this  particular  treatment,  therefore,  the  castings  would  have  been  less  uni- 
form after  heat  treatment  than  before. 

Table  5  gives  the  results  of  sand-cast  test  bars  of  Sample  916.  The 
analysis  of  this  heat  was  as  follows:  commerical  aluminum,  94.5  per 
cent.;  copper,  4.5  per  cent.;  iron,  1  per  cent.  All  the  remaining  test 
bars  reported  in  this  paper  were  cast  in  green  sand  in  the  form  recom- 
mended by  the  American  Society  for  Testing  Materials — 0.505  in. 
(12.8  cm.)  in  diameter  with  2  in.  (5  cm.)  between  punch  marks.  The  ends 
of  the  bars  were  threaded  before  testing,  but  the  test  portions  of  the  bars 
were  not  machined.  The  bars  were  heated  to  500°  C.  for  1  hr.  in  a  niter 
bath,  quenched  in  boiling  water,  and  left  in  the  boiling  water  for  1  hour. 

Tables  6,  7,  and  8  give  the  results  of  heat  treatment  of  test  bars  from 
the  same  lot  as  Table  5  after  heating  for  1  hr.  in  a  bath  of  niter  and  quench- 
ing in  fish  oil.  Table  6  gives  the  results  of  quenching  in  fish  oil  and  heat- 
ing for  1  hr.  at  100°  C.  in  Crisco.  Table  7  gives  the  results  of  heating 
for  1  hr.  at  150°  C.  in  Crisco  after  quenching  in  fish  oil.    Table  8  gives 
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HEAT  TREATMENT  OF  ALUBIINUM-ALLOY  CASTINGS 


Table  5 


Table  6 


Bar 
No. 

Yield 

Stress, 

Lb.  per 

Sq.  In. 

Break 

Stress, 

Lb.  per 

Sq.  In. 

Per  Cent., 
Elongation 

1 

5042 

20,420 

2.0 

2 

6322 

19,950 

2.0 

3 

7340 

25,500 

5.0 

4 

6920 

27,100 

5.5 

5 

7250 

26,100 

6.5 

6 

6930 

25,200 

6.0 

7 

6930 

24,900 

5.5 

8 

6570 

22,700 

5.25 

9 

7180 

26,000 

5.5 

10 

6580 

23,800 

4.75 

11 

6940 

25,300 

6.0 

12 

6780 

24,100 

4.0 

Aver- 

age. 

6730 

24,250 

4.8 

Bar  No. 

Yield 

Stress, 

Lb.  per 

Sq.In. 

Break 

Stress, 

Lb.  per 

Sq.  In. 

Per  Cent., 
Elongation 

1 

5480 

26,130 

6.5 

2 

5740 

23,800 

5.0 

3 

6000 

25,500 

6.0 

4 

6690 

25,400 

6.5 

5 

6590 

27,400 

5.5 

6 

6450 

25,800 

6.0 

7 

6655 

25,710 

6.0 

8 

6542 

24,180 

4.0 

9 

6500 

25,500 

5.5 

10 

7160 

25,780 

11 

6700 

24,820 

5.5 

12 

6346 

23,540 

4.35 

Average. 

6400 

24,984 

5.1 

results  of  heating  for  1  hr.  at  200^  C.  in  Crisco  after  quenching  in  fish 
oil.  Table  Q  gives  the  tensile  properties  of  sand -cast  test  bars  of  the 
same  lot  as  Tables  5,  6,  7,  and  8,  as  cast. 

The  idea  of  quencliing  the  samples  in  boiling  water  and  leaving  in 
boiling  water  for  1  hr.  was  first  communicated  to  the  writers  by  Dr.  E. 
Blough  of  the  Aluminum  Co.  of  America,  New  Kensington,  Pa.    The 


Table  7 


Table  8 


Bar 
No. 

Yield 

stress. 

Lb.  per 

Sq.  In. 

Break 
Stress, 
Lb.  per 
Sq.  In. 

Per  Cent. 
Elongation 

6.0 

Bar  No. 

1 

Yield 

stress. 
Lb.  per 
Sq.  In. 

Break 
Stress, 
Lb.  per 
Sq.  In. 

Per  Cent., 
Elongation 

1 

'    6798 

25,440 

5720 

24,700 

5.5 

2 

6230 

24,240 

4.5 

2 

5720 

25,800 

6.0 

3 

6570 

24,280 

5.5 

3 

5870 

25,900 

6.5 

4 

6500 

24,930 

5.5 

4 

5940 

25,510 

5.8 

5 

6970 

25,620 

6.0 

5 

5500 

24,920 

5.0 

6 

6550 

24,640 

6.0 

6 

5760 

25,710 

6.5 

7 

6560 

24,150 

5.5 

7 

5780 

26,000 

6.75 

8 

6930 

25,650 

6.0 

8 

5185 

23,700 

5.25 

9 

6300 

24,680 

5.5 

9 

5500 

23,980 

4.5 

10 

.6350 

24,000 

6.0 

10 

5670 

24,590 

6.5 

11 

6290 

24,200 

4.5 

11 

5940 

24,410 

5.0 

12 

6290 

24,200 

5.0 

12 

6010 

24,580 

5.5 

Aver- 
age.. 

6529 

24,669 

5.5 

Average.. 

5700 

25,370 

5.5 
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Tablb  9 


BvNo. 

Yield  Point, 

Break  Stress. 

Per  Cent., 

Lb.  per  Sq.  In. 

Lb.  per  Sq.  In. 

Elongation 

1 

5918 

22,820 

4.0 

2 

6000 

22,600 

4.0 

3 

6020 

22,900 

4.6 

4 

.6519 

23,720 

6.0 

5 

6740 

23,250 

3.5 

6 

6780 

22,980 

4.0 

7 

6710 

22,300 

4.25 

8 

6810 

23,730 

5.75 

9 

7060 

25,120 

5.5 

10 

6399 

22,110 

4.0 

11 

6590 

22,500 

4.5 

12 

6410 

22,030 

4.5 

Average 

6501 

23,005 

L 

4.60 

Table  10. — Numbers  and  Analysis  of  Samples 


Bar  No. 
910 

Copper, 
Per  Cent. 

Iron, 
Per  Cent. 

Silicon, 
Per  Cent. 

Aluminum  by 
Difference.  Per  Cent. 

2.84 

0.36 

0.23 

■ 

Balance 

911 

2.99 

1.16 

0.21 

Balance 

912 

3.15 

1.10 

0.24 

Balance 

913 

3.36 

1.64 

0.26 

Balance 

914 

4.07 

0.42 

0.24 

Balance 

915 

4.15 

0.60 

0.60 

Balance 

916 

4.5 

1.43 

0.35 

Balance 

917 

4.3 

2.7 

0.22 

Balance 

918 

4.88 

0.38 

0.24 

Balance 

919 

5.18 

0.81 

0.29 

Balance 

920 

5.42 

1.39 

0.25 

Balance 

921 

5.5 

1.58 

0.31 

Balance 

922 

6.0 

0.39 

0.26 

Balance 

92af 

6.24 

0.68 

0.21 

Balance 

*  924 

6.20 

1.33 

0.27 

Balance 

925 

6.17 

1.86 

0.31 

Balance  - 

955 

7.47 

0.38 

0.31 

Balance 

962 

7.72 

0.88 

0.30 

Balance 

• 

970 

8.56 

0.83 

0.35 

• 
• 

object  is  to  hasten  the  aging  effect.  The  aging  for  1  hr.  at  100^  C.  is 
about  as  effective  as  aging  for  4  days  at  room  temperature;  higher  tem- 
peratures than  100^  C.  will  effect  aging  more  quickly.    The  quantitative 
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Table  11 


Bar 
No. 


Averajse 
Break 

Stress 


Average 
Per  Cent. 
Elongation 


As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated.. . . 

As  oast 

Heat  treated.. . . 

As  cast 

Heat  treated. . . 

As  oast 

Heat  treated.. \ . 

As  cast 

Heat  treated — 

As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated 

As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated.. . . 

As  cast 

Heat  treated... . 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated.. . . 


010 
910 
911 
911 
912 
912 
913 
913 
914 
914 
915 
915 
916 
916 
917 
917 
918 
918 
919 
919 
920 
920 
921 
921 
922 
922 
923 
923 
924 
924 
925 
925 
955 
955 
962 
962 
970 
970 


16,837 
22,880 
20,150 
23,850 
22,362 
25,274 
24,060 
22,792 
15,640 
20,242 
17,358 
22,514 
23^005 
24,669 
21,856 
24,888 
17,866 
20,641 
19,307 
24,990 
20,103 
25,015 
19,606 
26,091 
23,188 
25,500 
19,438 
25,710 
20,776 
27,768 
22,486 
25,016 
19,582 
23,066 
21,181 
25,562 
25,619 
28,^383 


Maximum 


4.4 
5.0 
6.3 
7.3 
6.2 
7.0 
5.8 
5.9 
2.5 
3.8 
3.3 
3.8 
4.6 
5.5 
4.4 
5.1 
2.6 
1.9 
3.0 
4.1 
3.3 
3.5 
2.9 
2.9 
3.3 
3.9 
2.2 
2.3 
2.4 
2.3 
2.6 
3.4 
1.6 
2.7 
1.3 
1.3 
0.7 
1.1 


Break 
Stress 


Per  Cent, 
iflongation 


Minimum 


Break 
Stress 


Per  Cent. 
Elongation 


17,300 
25,930 
22,270 
25,010 
24,660 
25,680 
24,680 
24,730 
16,220 
21,700 
18,810 
23,990 
25,120 
25,650 
22,950 
25,680 
18,570 
23,650 
19,730 
26,890 
21,110 
27,380 
20,820 
28,600 
25,350 
26,900 
20,020 
27,500 
21,700 
29,610 
23,300 
25,910 
20,990 
24,800 
21,840 
26,210 
27,770 
29,020 


6.5 
6.9 
7.0 
8.0 
7.8 
7.8 
6.5 
8.5 
2.5 
4.0 
4.0 
4.5 
6.0 
6.0 
5.5 
6.0 
3.0 
3.3 
3.0 
5.0 
4.0 
5.0 
3.0 
3.0 
3.5 
5.0 
2.3 
2.5 
3.0 
2.5 
3.0 
4.0 
2.5 
3.0 
1.5 
1.8 
1.0 
1.5 


16,040 
22,600 
12,230 
22,550 
19,700 
24,930 
23,410 
17,520 
15,210 
17,860 
15,060 
21,020 
22,030 
24,000 
21,250 
23,350 
16,670 
18,750 
18,850 
23,650 
19,600 
22,200 
18,820 
23,660 
21,200 
24,050 
19,020 
24,200 
18,100 
22,930 
21,820 
23,050 
17,920 
20,210 
20,060 
24,700 
24,320 
27,780 


3.0 
4.0 
5.5 
6.5 
4.5 
6.5 
5.0 
2.0 
2.5 
3.0 
3.0 
3.6 
3.5 
4.5 
3.5 
4.5 
2.5 
1.0 
3.0 
3.5 
3.0 
3.0 
2.5 
2.5 
2.5 
3.5 
2.0 
1.3 
2.0 
1.5 
2.6 
3.0 
1.3 
1.0 
1.0 
0.6 
0.6 
0.5 


efifect  of  these  temperatures  has  recently  been  treated  by  Merica*  and 
others. 


*  p.  D.  Merica,  R.  G.  Waltenberg,  and  H.  Scott:    Heat  Treatment  and  CJon- 
stitution  of  Duralumin,  this  volume. 
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Tables  5  to  9  show  that  heating  in  a  bath  of^niter  and  quenching  in 
oil  gives  uniform  results.  Not  only  are  the  results  uniform,  but  an 
increase  in  tensile  strength  and  elongation  is  ^ected.  The  increase  in 
this  particular  alloy  is  not  very  marked,  but  the  results  given  below  will 
indicate  the  degree  of  improvement  in  alloys  of  a  different  chem- 
ical composition. 

A  series  of  alloys  was  made  up  not  only  to  test  the  an^enabiUty  to  heat 
treatment,  but  to  test  the  properties  of  the  alloys  themselves  in  the  cast 
condition.  To  conserve  space,  the  average  tensile  strength  of  five  bars 
is  recorded  and  a  maximum  and  minimum  indicated  to  show  the  degree  of 
uniformity.  Table  10  gives  the  list  of  samples,  together  with  the  chemical 
analysis. 

Table  11  shows  ^the  physical  properties  of  these  alloys,  together  with 
the  effect  of  heat  treatment.  In  all  cases  samples  were  heated  for  1 
hr.  in  a  bath  of  niter  and  quenched  in  fish  oil  and  then  heated  for  1 
hr.  at  a  temperatiu'e  of  150°  C.  in  Crsico. 

From  the  results  given  in  Table  11,  it  is  evident  that  the  particular 
heat  treatment  used  not  only  improved  the  desirable  properties  of  these 
alloys,  but  the  degree  of  uniformity  in  the  heat-treated  bars  is  sufficient 
for  conunercial  product.  In  many  cases  the  heat-treated  bars  show 
more  uniform  results  than  the  bars  as  cast.  Note  particularly  Samples 
911,  912,  915,  916,  922,  925,  and  970. 

Table  12. — Numbers  and  Analysis  of  Samples 


Bar  No. 

Copper, 
Per  Cent. 

Iron, 
Per  Cent. 

Silicon, 
Per  Cent. 

Magnesium, 
Per  Cent. 

Aluminum,  by 
Difference,  Per  Cent. 

983 

6.26 

0.41 

0.33 

•    •    a    a    • 

Balance 

984 

6.03 

0.85 

0.33 

Balance 

985 

6.72 

1.29 

0.30 

Balance 

986 

2.94 

1.22 

0.31 

Balance 

987 

3.07 

1.25 

0.32 

0.125 

Balance 

988 

2.97 

1.26 

0.36 

0.26 

Balance 

989 

3.33 

1.32 

0.38 

0.50 

Balance- 

990 

4.88 

0.83 

0.30 

Balance 

991 

4.65 

0.84 

0.33 

0.05 

Balance 

992 

4.99 

0.85 

0.29 

0.10 

Balance 

993 

4.67 

0.84     • 

0.29 

0.20 

Balance 

Effect  of  Vakying  Magnesium,  Copper,  and  Iron  on  Heat  Treat- 

bo:nt  of  Aluminum  Allots 

Table  12  shows  the  composition  of  the  alloys  used.  Table  13  shows 
the  physical  properties  of  these  alloys,  together  with  the  relation  between 
the  properties  of  the  cast  and  heat-treated  samples.  Tables  14  and  15 
show  the  analysis  and  results'respectively  when  copper  and  iron  are  main- 
tained approximately  constant  and  magnesium  is  varied  up  to  1.6  per  cent. 
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Table  13 


Bar 
No.- 


As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 
As  cast.. .«. 
Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 


983 
983 
984 
984 
985 
985 
986 
986 
987 
987 
988 
988 
989 
989 
996 
990 
991 
991 
992 
992 
993 
993 


AveraM 
Break 

Stress. 

Lb. 

Sq 


.  per 
.  In. 


21,310 
25,819 
20,104 
25,406 
22,029 
27,539 
23,864 
24,698 
25,595 
28,459 
25,883 
28,743 
27,643 
35,107 
18,699 
23,946 
21,196 
27,057 
21,846 
26,015 
22,508 
27,380 


Average 
Per  Cent., 
Elongation 


Maximum 


2.3 

1.8 

2.5 

2.3 

2.4 

2.9 

7.0 

7.7 

3.18 

3.9 

2.9 

2.9 

2.4 

2.3 

2.7 

2.8 

1.8 

2.2 

1.0 

2.1 

1.3 

1.9 


Break 
otresst 
Lb.  per 
Sq.  In. 


22,550 
27,000 
20,350 
26,290 
22,520 
28,870 
24,500 
25,400 
28,000 
30,060 
28,300 
29,820 
28,800 
36,400 
19,510 
26,080 
22,100 
28,250 
22,680 
27,450 
23,670 
28,410 


Per  Cent., 
Elongation 


Minimum 


3.0 
2.5 
3.0 
3.0 
2.8 
3.5 
8.0 
9.0 
3.5 
5.5 
3.5 
4.0 
2.8 
2.8 
3.5 
3.5 
2.5 
2.8 
1.5 
2.8 
1.5 
2.5 


Break 

Stress, 

Lb. 

Sq. 


^.• 


19,760 
24,490 
19,340 
24,380 
21,400 
26,300 
22,170 
23,680 
22,650 
21,000 
22,940 
24,290 
25,550 
33,790 
17,700 
22,410 
20,250 
26,000 
21,050 
24,880 
21,900 
26,610 


Per  Cent.. 
Elongation 


2.0 
1.5 
2.0 
2.0 
2.0 
2.5 
5.5 
6.5 
2.0 
1.5 
1.5 
1.0 
2.0 
2.0 
2.0 
2.0 
1.5 
1.5 
0.8 
1.5 
1.0 
1.5 


Table  14. — Analysts  of  Samples  When  Magnesium  is  Varied 


Bar  No. 

Copper, 
Percent. 

Iron, 

Silicon, 

Magnesium, 

Aluminum,  by 
Differenoe.  Per  Cent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

985 

5.72 

1.29 

0.30 

0 

Balance 

1028 

3.49 

1.37 

0.34 

0.10 

Balance 

1029 

3.32 

1.45 

0.34 

0.20 

Balance 

1030 

3.18 

1.37 

0.36 

0.30 

Balance 

1031 

3.12 

1.38 

0.26 

0.40 

Balance 

1032 

3.03 

1.43 

0.29 

0.50 

Balance 

1033 

3.33? 

1.40 

0.31 

0.60 

Balance 

1034 

3.42? 

1.47 

0.35 

0.70 

Balance 

1035 

3.15 

1.45 

0.31 

0.80 

Balance 

Added 

Added 

Added 

Added  commercial 
aluminum 

1091 

3 

1 

1.0 

Balance 

1092 

3 

1 

1.2 

Balance 

1093 

3 

1 

1.4 

Balance 

1094 

3 

'          1 

1.6 

Balance 
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Table  15. — RestdU  of  Tests  When  Magnesium  is  Varied 


Bar 
No. 


Ab  cast 

Heat  treated 

As  oast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 

As  cast 

Heat  treated 
As  cast. . . . . 
Heat  treated 


986 
985 
1028 
1028 
1029 
1029 
1030 
1030 
1031 
1031 
1032 
1032 
1033 
1033 
1034 
1034 
1035 
1035 
1091 
1091 
1092 
1092 
1093 
1093 
1094 
1094 


Aveimge 

Break 

Streae. 

Lb.  per 

Sq.  In. 


Average 
Per  Cent., 
Elongation 


Maiimnm 


Break 
Str^fls, 
Lb.  per 
Sq.  In. 


Per  Cent.. 
Elongation 


Minimum 


Break  | 

Btreea,  !  Per  Cent., 

Lb.  per  <  Elongation 

Sq.  In.  > 


22,029 
27,539 
27.231 
27,373 
27,620 
28,890 
27,170 
30,440 
27,568 
31,964 
26,790 
33,180 
27,090 
33,738 
28,400 
34,784 
28,848 
36,330 
29,750 
36,676 
29,650 
37,840 
28,995 
36,103 
28,829 
35,956 


2.4 
2.9 
4.1 
5.6 
3.7 
5.2 
3.0 
5.4 
3.0 
3.9 
2.8 
2.8 
2.0 
2.7 
2.1 
2.5 
2.2 
2.3 
1.2 
1.2 
1.2 
1.4 
1.3 
1.0 
1.0 
1.3 


22,520 
28,870 
28,660 
28,200 
28,900 
30,120 
27,600 
31,270 
28,070 
34,450 
28,100 
33,600 
28,870 
34,540 
29,200 
35,980 
29,810 
37,350 
32,100 
37,400 
30,600 
39,840 
30,630 
37,650 
30,120 
38,320 


2.8 
3.5 
4.5 
6.5 
4.0 
6.0 
3.0 
5.5 
3.0 
4.5 
3.5 
3.0 
2.0 
3.0 
3.0 
2.5 
2.5 
2.8 
1.5 
1.5 
1.5 
1.5 
1.6 
1.0 
1.0 
1.5 


21,400 
26,300 
26,610 
26,660 
26,700 
28,170 
26,800 
29,530 
27,000 
29,170 
26,350 
31,950 
26,200 
32,850 
26,500 
33,460 
27,160 
34,510 
28,100 
36,250 
28,700 
36,900 
27,450 
34,810 
27,900 
31,900 


2.0 
2.5 
3.0 
5.0 
3.3 
5.0 
3.0 
5.4 
3.0 
3.0 
2.5 
2.5 
1.5 
2.0 
1.5 
2.5 
2.0 
1.5 
1.0 
1.0 
1.0 
1.5 
1.0 
1.0 
1.0 
0.5 


Notes  on  the  Graphs 

The  more  important  results  given  in  the  last  several  tables  are  sum- 
marized in  the  graphs  shown  in  Figs.  1  to  7  inclusive.  Fig.  1  shows  the 
effect  of  variation  of  iron  with  copper  approximately  constant  at  6  per 
cent.  The  tensile  strength  and  elongation  show  minima  in  the  untreated 
samples  between  0.7  and  1.3  per  cent.  iron.  This  minimum  does  not 
occur  in  the  tensile  strength  of  the  heat-treated  samples. 

Fig.  2  shows  the  effect  of  varying  iron  with  copper  constant  at  about 
3  per  cent.  The  tensile  strength  and  elongation  in  both  the  heat-treated 
and  the  untreated  samples  increase  with  increase  in  iron,  the  best  prop- 
erties occurring  at  about  1  per  cent.  iron.  These  results  indicate  that 
the  addition  of  iron  is  more  beneficial  to  aluminum  alloys  low  in  copper 
than  those  high  in  copper. 


280 


HEAT  TREATMENT  OF  ALUMINUM-ALLOT  CASTINGS 


Fig.  3  shows  the  effect  of  variation  of  copper  on  an  aluminum  alloy 
containing  0.7  per  cent.  iron.  The  tensile  strength  and  elongation  show 
minima  at  about  4  per  cent,  copper,  except  in  the  elongation  of  the 
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Fig.  3. — Effect  of  variation  in  copper  content  and  heat  treatment  on  cast 
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10.  6. — Effect  of  variation  in  copper  content  and  heat  treatment  on  cast 

aluminum  alloy  containing  1.7  per  cent.  iron. 
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untreated  samples,  in  which  a  discontinuity  is  suggested.  (Compare 
this  graph  with  Fig.  7.) 

Fig.  4  shows  the  effect  of  magnesium  and  heat  treatment  on  an  alu- 
minum alloy  containing  3  per  cent,  copper  and  1.4  per  cent.  iron.  The 
tensile  strength  increases  up  to  about  1.1  per  cent,  magnesium  after 
which  it  decreases  and  the  elongation  decreases  continuously  as  the 
magnesium  content  increases. 

Fig.  5  shows  the  effect  of  variation  of  magnesium  on  an  alloy  contain- 
ing 3  per  cent.  copp6r  and  1.4  per  cent.  iron.  The  samples  are  the  same 
as  those  shown  in  Fig.  4  except  that  the  results  given  in  Fig.  5  were  ob- 
tained  on    untreated    test    bars.     In    general,    the    tensile    strength 
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increases  with  increase  in  magnesium  content  although  a  maximum 
was  observed  at  1  per  cent,  magnesium.  The  elongation  decreases 
continuously  as  the  magnesium  content  increases.  The  results  shown 
in  Fig.  5  are  less  uniform  than  those  in  Fig.  4.  We  suggest  as  a  reason 
for  this  that  the  rate  of  cooling  after  heat  treatment  was  very  much 
more  uniform  than  the  rate  of  cooling  test  bars  after  casting.  Since  the 
properties  vary  with  the  rate  of  cooling,  the  more  uniform  rate  should 
produce  more  uniform  results.  The  effect  of  heat  treatment  has  been 
to  increase  tensile  strength  in  all  of  the  samples  and  to  increase  the  elonga- 
tion in  all  samples  containing  less  than  1  per  cent,  magnesium. 

Fig.  6  shows  the  effect  of  variation  in  copper  content  with  iron  approxi- 
mately constant  at  1.7  per  cent.  The  tensile  strength  and  elongation 
of  the  untreated  bars  decreases  with  increased  copper  content,  whereas, 
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in  the  heat-treated  bars  the  tensile  strength  increases  and  elongation 
decreases  with  increased  copper  content.  With  iron  constant  at  1.7 
per  cent.)  heat  treatment  is  very  much  more  beneficial  with  6  per  cent, 
copper  than  with  3  per  cent,  copper. 

Fig.  7  shows  the  effect  of  variation  of  copper  on  the  tensile  strength 
and  elongation  of  aluminum  alloy  castings.  The  tensile  strength  rises 
gradually  from  3  per  cent,  to  6  per  cent,  copper  and  the  elongation  falls 
off  rapidly. 

Effect  of  Several  Heat  Treatments 

The  double  heat  treatment  to  which  steel  is  sometimes  subjected 
prompted  us  to  try  the  effect  of  several  heat  treatments  on  an  aluminum 
alloy  containing:  copper,  3.0  per  cent.;  iron,  1.0  per  cent.;  magnesium, 
0.5  per  cent.;  commercial  99  per  cent,  aluminum,  balance.  Twenty- 
five  sand-cast  test  bars  were  made  from  one  heat  and  divided  into  five 
lots  of  five  each.  One  set  of  five* was  tested  as  cast;  the  second  set  was 
given  a  normal  heat  treatment,  that  is,  the  bars  were  heated  in  niter  at 
500°  C.  for  1  hr.,  quenched  in  oil,  and  then  reheated  to  150°  C.  for  1  hr. 
The  third,  fourth,  and  fifth  sets  were  given  two,  three,  and  four  similar 
heat  treatments,  respectively,  and  then  tested.  The  results  are  shown 
in  Table  16.  These  results  show  that  there  is  no  particular  advantage 
in  heat  treating  these  alloys  more  than  once,  but  that  four  heat  treat- 
ments and  probably  more,  can  be  used  without  harming  the  product. 

Table  16. — ResuUa  of  Increctstng  Number  of  Heat  Treatments 


Treatment 


Average 

Break 

Streea. 

Lb.  per 

Sq.  In. 


Average 
Per  Cent., 
Elongation 


Minimum 


Break 
Stress, 
Lb. 
Sq 


?er 
n. 


Aflcast 

One  heat  treatment. . . . 
Two  heat  treatments. . . 
Three  heat  treatments. . 
Four  heat  treatments. . . 


1 

28,668 

1 
3.5 

29,612 

3.6 

30,866 

4.4 

'  31,010 

3.0 

.29,924 

3.4 

30,300 
30,860 
31,420 
32,500 
31,000 


Per  Cent., 
Elongation 


4.5 
4.0 
5.0 
4.5 
4.0 


Break 
Stress, 
Lb. 
Sq 


.  per 
.  In. 


Per  Cent., 
Elongation 


27,350 
29,040 
29,520 
28,750 
28,420 


3.0 
3.0 
3.0 
2.5 
2.5 


Effect  of  Heat  Treatment  on  Microscopic  Structure 

•  Improvement  in  the  properties  of  aluminum  alloys  by  heat  treat- 
ment is  dependent  on  the  solubility  of  certain  components,  particularly 
CuAli,  in  the  aluminum  in  the  solid  state  just  below  the  melting  point, 
and  the  tendency  on  slow  cooling  for  these  dissolved  components  to  be 
thrown  out  of  solution.  The  paper  by  Dr.  P.  D.  Merica,  et  al,  previously 
referred  to,  discusses  this  phase  of  the  subject  in  detail.     Rapid  cooling 
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from  a  high  temperature  prevents  the  precipitation  of  some  of  these 
dissolved  substances  into  relatively  large  masses  and  hence  the  physical 
properties  are  different  from  the  slowly  cooled  samples. 

Fig.  8  is  a  micrograph  of  sample  910  as  cast.  Fig.  9  is  a  micrograph 
at  the  same  magnification  of  this  sample  after  heat  treatment.  Tb« 
particular  test  bar  from  which  the  micrograph  in  F^.  8  was  taken  had  4 


Fia.  8. — ALtmi HUM- ALLOT  CAaTtNO  contunino  2.84  copper  and  0.36  lum,  t» 

CABT.     X  50.     Dilute  HNO,.    - 

Fia.  9. — Aluminum- alloy  cabtino  containing  2.84  copper  ano  0.36  iron,  kbat 

THEATKD.     X  50.     Dilute  HNOi. 

tensile  strength  of  16,960  lb.  per  sq.  in.  (1192  kg.  per  sq.  cm.)  and  an 
elongation  of  3.5  per  cent,  while  the  tensile  strength  of  that  shown  in  Fig. 
9  was  22,600  lb.  per  sq.  in.,  and  the  elongation  was  6  per  cent.  The 
chemical  analysis  is  given  in  Table  10.     It  will  be  noted  that  the  quantity 


Fio.  10.  Fia.  11. 

Fta.    10. .4.LUUINUM- ALLOY    CASTING    CONTAINING    0    PER    CENT.    COPPER    AMD   0^ 

PER  CENT.  IRON,  AS  CAST,     X  60,     Dilute  HNO,. 
Fro.  11. — ALDMiNUM-ALLor  casting  containing  6  pee  cent,  copper  anv  OSt 
:  50.    Dilute  HNO.. 


of  the  network  substance  (CuAl»)  is  very  much  greater  in  Fig.  8  than  in 
Fig.  9,  and  hence  the  heat-treated  sample  more  nearly  approachea  a 
solid-solution  structure. 

Fig.  10  is  a  micrograph  of  sample  922,  containing  6  per  cent,  copper, 
in  the  unheat-treated  condition;  Fig.  11  is  a  micrograph  of  the  lanie 
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sample  after  heat  treatment.  It  will  be  noted  that  the  amount  of  net- 
work material  in  Fig.  10  is  greater  than  in  Fig.  8,  due  to  the  higher  copper 
content  of  the  former,  but  that  the  amount  of  network  material  is  less 
in  Fig.  li  than  in  Fig.  10,  due  to  heat  treatment. 

Fig.  12  is  a  micr(^raph  of  sample  925,  the  composition  of  which  ia 
shown  in  Table  10.    This  bar  was  not  heat  treated.    The  iron  content 


Fig.  12.  Fig.  13. 

Pro.  12. — AumiNUM- ALLOT  Casting  containing  6.17  pbb  cent,  copper  and  1.86 

PER    CEI*T.    IRON,    AS   CAST.       X  125.      DiLUTK  HNOj. 

Pro.    13. ^ALmflNUM-ALLOT    CASTING   CONTAINING   6.17    PER   CENT.   COPPER    AND  1.86 

PER   CENT.    IRON,    HEAT   TREATED.       X    125.      DILUTE  HNO,. 

was  lugh,  consequently  many  needles  of  FeAlj  are  present.  Fig.  13  is  a 
micrograph  of,  the  same  sample  after  heat  treatment.  It  will  be  noted 
that  the  white  needles  of  FeAU  appear  to  have  been  unaffected  by  the 
heat  treatment. 


Fia.  14. 

Fig.  15. 

■piG.   14.- 

Fig.  15.- 

— AlCMINCM-ALLOT   CASTING 

— ALTJjnNCM-ALLOr   CASTING 
PER   CENT.    IRON,    HEA 

CONTAININO   2.83    PER   CENT.    COl 
8  CAST.      X  50.      DILUTE  HF. 

T   TREATED.       X   50.      CoNC.  HF. 

Fig.  14  is  a  micrograph  of  an  aluminum  alloy  containing  2.83  per 
cent,  copper,  1.58  per  cent,  iron,  0.32  per  cent,  silicon,  and  balance  com- 
mercial 99  per  cent,  aluminum,  in  the  untreated  condition.  Fig.  15 
-is  a  micrograph  of  the  same  sample  heat-treated.     Owing  to  the  high 
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iron  content  and  relatively  low  copper  content,  the  difference  in  structure 
in  these  two  samples  ia  not  marked. 

It  has  been  observed  frequently  that  aluminum  castings  containing 
copper  have  two  distinct  structure  systems.  There  is  a  system  of  primary 
grains  that  have  apparently  formed  from  the  liquid  state  in  the  form  of  a 
solid  solution.  These  grains  are  usually  so  large  that  they  can  be 
seen  with  the  naked  eye  after  deep  etching  and  can  be  observed  without 
difficulty  by  means  of  a  20X  pocket  glass  or  a  low-power  microscope. 
They  are  divided,  as  usual,  into  grains  of  different  tints,  each  whole 
grain  having  a  substantially  uniform  tint,  but  different  from  that  of  its 
neighbors.  Fig.  16  shows  this  condition  in  sample  921  as  cast;  the 
analysis  of  this  sample  is  given  in  Table  10.  Fig.  17  shows  the  structure 
of  the  same  sample  after  heat  treatment.  The  lai^e  grains  of  primary 
solid  solution  can  be  seen  in  Fig.  17  with  dark  and  light  tints.     Inside 


Fia.  16.  Fio.  17. 

Fio.  16.— Aluminum- ALLOT  castiko  containino  5.5  per  cent,  copper  and  1.68  per 

CENT.  IRON,   AH  CAST.      X  37.5.     CoNc,    HF+CONC.  HNO,. 
CENT.    IRON,    HEAT   TREATED.       X   37.5.        CoKC.    HF  +  CONC.    HNOt 

of  these  large  grains  there  is  a  well-developed  network  of  CuAl:,  which 
has  not  interfered  with  the  original  orientation  of  the  grains.  This 
indicates  that  the  expulsion  of  the  CuAlj  molecules  from  the  solid  solu- 
tion has  taken  place  after  solidification  without  substantial  disruption 
of  tlie  original  orientation  of  the  grains  as  a  whole.  The  contrast  in  the 
original  grains  is  very  much  more  marked  in  the  heat-treated  samples 
than  in  the  untreated  samples. 

Effect  of  Heat  Treatment  on  Impact 

Eight  bars  of  an  alloy  containing  3  per  cent,  copper,  1  per  cent, 
iron,  0.5  per  cent,  magnesium  and  balance  commercial  99  per  cent,  alu- 
minum, were  cast  from  one  heat  and  four  were  tested  for  impact,  as  cast, 
in  an  Izod  machine  and  four  were  heat-treated  and  tested  with  results 
shown  in  Table  17.  It  will  be  noted  that  heat -treatment  increased 
the  average  impact  values  more  than  30  per  cent. 
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Table  17. — Effect  of  Heat  Treatment  on  Impact 


Sample 


Treatment 


Ft.-lb. 


Sample 


Treatment 


Ft.-lb. 


1 

As  cast 

2.0 

H-1 

1 

1  Ueat  treated 

2.7 

2 

As  cast 

1.7 

H.2 

Heat  treated 

2.6 

3 

As  cast 

1.6 

H-3 

Heat  treated 

2.0 

4 

As  cast 

2.3 

H-4 

Heat  treated 

3.0 

Average 

1.9 

Averaice. . . . 

2.6 

, 

Summary 

The  heat  treatment  of  the  rolled  and  extruded  aluminum  alloy  is 
first  described  briefly.  The  heat-treating  process  consists  essentially  in 
heating  to  a  temperature  near  500°  C.  and  quenching  in  water.  The 
properties  change  at  room  temperature  after  quenching,  the  maximum 
aging  effect  being  completed  for  practical  purposes  in  4  days. 

It  is  shown  that  heating  aluminum-alloy  castings  in  the  ordinary 
furnace  atmosphere  and  then  quenching  in  water  does  not  produce  uni- 
form results. 

It  is  suggested  that  the  non-uniform  results  are  due  to  porosity  in 
the  castings  and  that  heating  in  the  furnace  atmosphere  followed  by 
quenching  in  water  oxidizes  the  casting  from  many  small  holes  in  the 
interior.    Also  the  temperature  is  under  better  control  in  the  niter  bath. 

A  method  of  heat  treatment  that  gives  uniform  results  in  castings  is 
described.  This  heat  treatment  has  for  its  object  the  elimination  of 
the  atmosphere  and  quenching  medium  which  could  permeate  and  oxidize 
the  interior  of  the  porous  castings.  Good  results  have  been  obtained 
by  heating  in  a  bath  of  fused  niter  followed  by  quenching  in  oil. 

Results  of  many  heat-treatment  tests  on  cast  alloys  of  various  com- 
positions are  tabulated;  they  are  summarized  in  the  graphs  shown  in 
Figs.  1  to  7  inclusive. 

It  is  shown  that  in  general,  the  heat  treatment  increases  both  tensile 
strength  and  elongation  of  the  aluminum-alloy  castings.  The  amoimt  of 
increase  in  tensile  strength  varies  from  0  to  40  per  cent,  and  the  increase 
in  elongation  varies  from  0  to  100  per  cent.  In  a  few  isolated  instances 
the  tensile  strength  was  slightly  lowered  by  heat  treatment  but  in  the 
same  samples  the  elongation  was  increased.  Also  in  a  few  isolated  in- 
stances the  elongation  was  decreased  but  in  these  cases  the  strength 
was  increased  considerably. 

The  effect  of  heat  treatment  on  the  structure  of  aluminum-alloy 
castings  is  shown  by  micrographs  in  Figs.  8  to  17,  inclusive.  It  b  shown 
that:  The  higher  the  copper  content,  the  greater  is  the  quantity  of 
network  of  CuAU;  the  greater  the  quantity  of  iron,  the  more  needles  of 
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FeAlt.  The  heat-treated  samples  show  less  CuAls  than  the  untreated 
samples. 

Results  are  given  indicating  that  two  heat  treatments  do  not  improve 
the  castings  much  more  than  a  single  treatment  and  four  treatments  can 
be  applied  without  harmful  results. 

A  table  showing  the  effect  of  heat  treatment  on  impact  resistance  is 
given,  indicating  that  heat-treated  aluminum-alloy  cast  bars  contaim'ng 
3  per  cent,  copper,  1  per  cent,  iron,  and  0.5  per  cent,  magnesium  have 
about  30  per  cent,  greater  resistance  to  impact  than  cast  bars  of  the 
same  alloy  without  treatment. 

DISCUSSION 

G.  K.  Burgess,*  Washington,  D.  C. — At  the  Bureau  of  Standards 
it  was  decided,  in  order  to  study  the  high-aluminum  end  of  these  curves, 
that  efforts  should  be  made  to  prepare  pure  aluminum,  and  the  promise 
of  getting  aluminum  practically  free  from  the  two  elements  that  have  such 
great  effect  in  very  small  quantities,  namely,  silicon  and  iron,  and  which 
practically  always  occur  with  the  aluminum,  is  very  good.  We  are 
hoping  that  within  a  reasonable  time  we  will  have  aluminum  practically 
free  from  these  elements. 

Paul  D.  Merica,  Bayonne,  N.  J. — In  a  recent  article  before  the 
American  Society  for  Testing  Materials,*  I  ventured  the  prediction  that 
the  heat  treatment  of  light  alloy  castings  of  aluminum  containing  copper 
would  have  commercial  possibilities  owing  to  the  marked  improvement 
in  the  mechanical  properties  of  these  alloys  produced  by  it.  I  am  glad 
to  find  this  opinion  confirmed  by  the  results  of  the  tests  that  the  authors 
have  just  presented.  These  agree  essentially  with  those  of  the  above 
article  and  show  that  an  increase  of  from  0  to  50  per  cent,  in  tensile 
strength  together  with  an  increase  of  from  0  to  100  per  cent,  in  elongation 
may  be  obtained  by  heating  such  alloys  to  500°  C,  quenching  in  oil,  and 
aging  for  some  time  either  at  ordinary  temperatures  or  at  about  100°  C. 
It  is  hardly  necessary  to  point  out  the  advantages  for  various  purposes 
of  these  improved  mechanical  properties. 

At  the  time  of  carrying  out  my  tests  I  was  somewhat  in  doubt  whether 
castings  of  complicated  shape  could  successfully  be  quenched  from 
500°  without  cracking  and,  therefore,  subjected  the  specimens  to  the 
less  drastic  treatment  of  heating  to  500°,  cooling  in  air,  and  aging.  This 
treatment  gave  results  not  markedly  inferior  to  those  shown  by  the 


*  Chief,  Division  of  Metallurgy,  U.  S.  Bureau  of  Standards. 

*  P.  D.  Merica  and  C.  P.  Karr:  Some  Tests  of  Light  Aluminum  Casting  Alloys; 
EfiFeot  of  Heat  Treatment.    Proc.  Am.  Soc.  Test.  Mat.  (1910). 
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authors,  as  far  as  tensile  strength  improvement  is  concerned,  but  much 
less  uniform  in  respect  to  elongation.  This,  however,  I  am  now  inclined 
to  attribute,  following  the  authors'  suggestion,  to  poor  heating  conditibns 
allowing  internal  oxidation.  I  should  be  interested  to  know  the  authors' 
opinion  as  to  whether  small  commercial  castings  could  withstand  without 
cracking  or  warping  the  rather  drastic  heat  treatment  they  have  adopted. 
If  this  should  not  be  the  case  I  beUeve  that  the  application  of  their 
method  of  heating  in  niter,  to  prevent  oxidation  in  conjunction  with  air- 
cooling  and  aging,  might  give  results  as  good  as  those  produced  by 
quenching. 

The  decrease  in  the  visible  amount  of  free  CuAls  in  the  alloys  produced 
by  the  heat  treatment  has  been  noted  by  the  authors  and  fits  in  well, 
apparently,  with  a  theory  of  the  mechanism  of  heat  treatment  of  these 
alloys  that  I  have  advanced  in  preceding  papers. 

I  should  also  like  to  offer  the  suggestion  that  the  structure,  which 
Mr.  Gibson  has  described,  consists  of  grains  of  aluminum  with  a 
eutectic  network  of  iron-aluminum  compound,  or  iron-aluminum 
compound  plus  aluminum-copper  compound.  I  think  the  suggestion  of 
the  authors  was  that  this  network  might  have  been  precipitated  after 
solidification. 

This  structure  is  one  with  which  all  are  familiar  who  have  had  any- 
thing to  do  with  that  of  88-10-2  bronze.  In  such  bronzes  large  grains 
are  obtained  with  a  pronounced  network  within  the  grains;  each 
grain  consists  of  a  dendritic  crystal  between  the  branches  of  which 
the  eutectic  has  solidified  later  than  the  branches  themselves.  It 
would  appear  that  the  structure  of  the  aluminum  cast  alloys  is  entirely 
similar  in  origin,  and  that  the  network  is  a  real  eutectic  formed  in  a 
natural  manner. 

W.  A.  Gibson. — In  other  words,  you  believe  that  the  network  is 
simply  a  discontinuous  eutectic. 

> 

P.  D.  Merica. — Yes,  discontinuous  network. 

C.  P.  Karr,*  Washington,  D.  C. — In  work  conducted  by  Doctor 
Merica  and  myself,  we  cast  a  number  of  these  alloys  at  various  tem- 
peratures, from  about  670°  up  to  950°,  and  in  one  of  his  experiments  some 
of  the  bars  were  poured  at  950°  and  the  heat  held  until  the  temperature 
dropped  down  to  650°  and  to  700°.  I  he  test  bars  cast  at  the  higher  tem- 
perature gave  a  very  much  lower  result.  At  700°,  pouring  from  the  same 
heat  of  metal,  we  obtained  possibly  the  maximum  physical  properties 
of  which  the  casting  was  capable.     I  would  like  to  ask  Mr.  Gibson  if  he 


*  Associate  Physicist,  U.  S.  Bureau  of  Standards. 
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« 

observed  the  pouring  temperatures  of  the  bars  which  he  presented  in 

his  paper? 

• 

W.  A.  Gibson. — The  maximum  furnace  temperature  was  kept  at 
1400°  F.,  plus  or  minus  about  15°,  and  the  pouring  temperature  was  kept 
at  1300°  in  the  ladle,  that  is,  just  before  it  was  poured.  The  limits  on 
this  latter  temperature  would  be  plus  or  minus  5°  or  10°  variation. 

H.  S.  Rawdon,*  Washington,  D.  C. — It  seems  to  me  rather  a  nice 
way  of  looking  at  the  structure  is  to  think  of  each  individual  crystal  as  a 
pine  tree.  When  these  are  jumbled  together,  you  have  just  as  many 
spaces  between  the  branches  as  you  have  between  the  trees  themselves; 
so  there  is  really  no  more  reason  for  the  eutectic  to  collect  at  the  boundary 
of  the  crystal  than  there  is  for  it  to  collect  in  the  spaces  between  the 
little  branches  of  the  trees.  The  micrographs  do  not  suggest,  strongly 
at  least,  that  that  second  constituent  comes  out  of  the  solid,  solution, 
rather  it  is  the  eutectic  that  forms  from  the  molten  residue  after  the 
formation  of  the  trees,  each  tree  being  a  tiny  crystal  in  itself. 

Leon  McCulloch. — I  would  suggest  that  these  crystalline  bound- 
aries are  not  solid  materials  but  voids  formed  by  gases  liberated  during 
solidification. 

P.  D.  MsiticA. — As  far  as  the  alloys  I  have  examined  are  concerned, 
the  gas  cavities,  of  which  there  may  be  a  few  present,  are  never  present 
in  that  form,  but  in  that  of  small  rounded  spots  which  are  not  usually 
numerous.  Furthermore,  the  crystalline  boundaries  are  not  visible 
until  after  etching,  as  they  should  be  if  they  are  actual  cavities. 

W.  A.  Gibson. — -Of  course  the  size  of  hole  that  cap  be  seen  undera 
microscope  is  limited  only  by  the  resolving  power  of  the  microscope  and 
the  polishing  and  etching  of  the  sample.  However,  the  cavities  to  which 
I  referred  as  being  penetrated  by  gas  are  smaller  than  can  be  seen  by  the 
ordinary  microscope  using,  for  example,  1000  diameters.  There  are 
usually  a  few  holes  visible  in  any  section  of  aluminum.  In  inferior  cast- 
ings these  holes  may  even  be  visible  to  the  naked  eye,  but  gas  will  pass 
through  openings  which  are  much  smaller  than  those  ordinarily  visible 
in  an  aluminum  casting  under  the  best  microscope. 

The  gentleman  may  have  been  misled  by  the  appearance  of  Fig.  9. 
The  black  spots  shown  in  this  micrograph  are  not  holes,  but  CuAU. 
It  is  to  be  noted  that,  in  the  type  of  etching  given,  the  copper  compound 
is  black  instead  of  light  gray  as  in  the  sodium  hydroxide  etching  given  by 
Doctor  Merica. 

P.  D.  Merica. — Will  small  castings  of  complicated  design  actually 
stand  quenching  in  water  without  warping  or  cracking? 


♦  Associate  Physicist,  U.  S.  Bureau  of  Standards. 
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W.  A.  Gibson. — Some  cooling  stresses  would  be  set  up,  but  nothing 
at  all  comparable  to  what  you  get  in  steel;  I  would  not  anticipate  any 
difficulty  in  that  direction.  Our  experience  has  shown  that  cooling  in 
water  or  in  oil  will  give  better  results  than  cooling  in  air,  but  we  did  not 
carry  our  experiments  on  air  cooling  very  far  because  they  did  not  seem 
to  give  much  promise. 
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Influence  of  Heat  Treatment  on  Gun  Metal 

BT  G.  r.   SMART,*  B.  CH.  B.,  ANN  ABBOB,   MICH. 
(Philadelphia  MeeUnc,  September.  1919) 

The  heat  treatment  of  the  bronze  composed  of  88  per  cent,  copper, 
10  per  cent,  tin,  and  2  per  cent,  zmc,  has  been  investigated  by  H.  S.  and 
J.  G.  S.  Primrose,^  and  also  by  the  U.  S.  Bureau  of  Standards.*  The 
results  obtained  by  H.  S.  and  J.  G.  S.  Primrose  on  dry-sand  castings 
subjected  to  reheating  followed  by  air  cooling,  or  by  quenching  in  water, 
are  shown  in  Figs.  1  and  2.     The  values  for  tensile  strength  have  been 


500  600  700  800 

Temperature,  Deg^rees  Centigrade 

Fig.  1. — Effect  of  qubnchinq  on  dbt  sand  castings  (H  .  S.  and  J.  G.  S.  Pbimbosb). 


converted  from  tons  per  square  inch  to  pounds  per  square  inch.  Figs.  3 
and  4,  have  been  plotted  from  values  obtained  by  the  Bureau  of  Standards 
on  material  of  the  same  composition  and  treatment.  Both  investiga- 
tions show  that  the  ductility  of  the  cast  bronze  is  improved  by  heating 
to  700°  C.  and  cooling  in  air,  the  strength  not  being  impaired  by  this 
treatment.  They  are  not  in  agreement,  however,  as  to  the  eflfect  of 
quenching,  Messrs.  Primrose  reporting  a  decrease,  and  the  Bureau  of 
Standards  an  increase,  in  both  strength  and  ductility  when  the  cast 
bronze  is  heated  to  600°  or  700°  C.  and  quenched. 

The  present  investigation  was  undertaken  to  study  the  eflfect  of 
annealing  followed  by  different  rates  of  cooling,  and,  in  particular,  the 


*  Assistant  Professor  of  Chemical  Engineering,  University  of  Michigan. 
^  JrU,  Inst.  Metals  (1013)  0,  158.  *  Tech,  Papers  59  and  60. 
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Fig.  2. — Effect  of  annealing  on  dry  sand  castings  (H.  S.  and  J.  G.  S.  Primbose). 
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Fig.  3. — Tests  on  quenched  bars  (U.  S.  Bureau  op  Standards). 
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Fig.  4. — Tests  on  annealed  bars  (U.  S.  Bureau  of  Standards). 
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effect  of  quenching.     The  test  specimens  used  were  sand-cast  to  size: 
4  in.  (101.6  mm.)  long,  1  in.  (25.4  mm.)  diameter  for  a  0.75  in.  (19  mm.) 


500  600 

Temperature,  Depreefl  Centigrade 

Fig.  5. — ^Tbsts  on  furnace-<;ooled  specimens. 


length  at  each  end,  a  2  in.  (50.8  mm.)  gage  length  of  0.5  in.  (12.7  mm.) 
diameter/  and  a  0.25  in.  (6.35  mm.)  curvature  between  the  ends  and 


500  600  700 

ffemperature,  Degrees  Centigrade 

FiQ.  6. — Tests  on  air-cooled  specimens. 


middle  portion.  The  bars  represented  a  number  of  heats  in  commercial 
casting  practice,  analysis  showing  all  heats  to  be  within  the  composition 
limits:  copper,  87  to  89  per  cent.;  tin,  9  to  11  per  cent.;  zinc,  1  to  3 
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per  cent.;  iron,  less  than  0.2  per  cent.;  and  lead  less  than  0.2  per  cent.; 
a  standard  specification  for  this  bronze. 

Heat  treatment  was  carried  out  in  an  electric  resistance  furnace,  the 
specimens  being  heated  for  a  30-min.  period  at  the  observed  temperatures, 
495**,  540**,  595**,  650**,  705**,  and  760**  C.    From  each  temperature  bars  were 
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'  Temperature,  Deffrees  Centigrade 

FiQ.  7. — Tests  on  oil-quenched  specimens. 


800 


quenched  in  water  at  room  temperature  and  allowed  to  cool  with  the 
furnace,  requiring  about  24  hr.  to  cool  from  700**  to  75**  C.  From  the 
first  four  temperatures  of  treatment,  samples  were  also  quenched  in  oil, 
and  air  cooled.  These  were  broken  in  a  tensile  testing  machine  and  the 
values  for  tensile  strength  and  per  cent,  of  elongation  determined.    The 


500  600  700 

Temperature,  Degrees  Centigrade 

FiQ.  8. — ^Tests  on  watebtQuenchbd  specimens. 

results  are  given  in  Table  1,  and  plotted  in  Figs.  5,  6,  7  and.  8.  In  every 
instance,  the  properties  of  the  specimens  heated  to  595**  C.  are  better  than 
those  of  the  cast  material,  and  attention  is  called  to  the  high  elongation 
value  of  81  per  cent.,  with  a  tensile  strength  of  45,000  lb.  per  sq.  in. 
(3163.5  kg.  per  sq.  cm.)  obtained  on  a  specimen  furnace  cooled  from  this 
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temperature.     The  specimens  quenched  in  water  from  650°,  705®,  and 
760**  C.  were  weaker  and  less  ductile  than  the  cast  bars. 


Table  1. — Results  of  Tests 


Temperature. 
Defcrees  C. 


Coolinjs 


Tensile 

Strength, 

Lb.  per 

Sq.  in. 


Elongation, 
Per  Cent. 


Tempera* 

ture, 
Deicreee  C. 


Cooling 


Tensile 

Strength, 

Lb.  per 

Sq.  In. 


Elongation, 
Per  Cent. 


Cast 

43,100 

1 

1     12.5 

595 

Furnace 

45,000 

81.0 

Cast 

42,700 

10.9 

650 

Water 

23,650 

10.9 

495 

Water 

44,450 

9.4 

650 

Water 

18,400 

4.7 

495 

OU 

37,125 

9.4 

650 

OU 

38,000 

28.0 

495 

Air 

41,650 

9.4 

650 

Air 

50,500 

48.5 

495 

Furnace 

37,500 

15.6 

650 

Air 

42,900 

25.0 

495 

Furnace 

41,500 

12.5 

650 

Furnace 

42,350 

28.0 

'      540 

Water 

45,100 

15.6 

705 

Water 

24,600 

11.0 

540 

OU 

44,600 

18.8 

705 

Water 

18,400 

8.0 

540 

Air 

48,000 

26.5 

705 

Furnace 

46,300 

37.5 

540 

Furnace 

45,550 

18.8 

705 

Furnace 

50,000 

46.9 

595 

Water 

48,100 

20.0 

760 

Water 

16,700 

6.6 

595 

Water 

47,650 

21.9 

760 

Water 

16,650 

7.5 

595 

OU 

47,700 

28.0 

760 

Furnace 

42.200 

32.9 

595 

Air 

51,000 

53.0 

760 

Furnace 

44,300 

32.9 

595 

Furnace 

43,400 

37. 5« 

•  Blowhole. 

The  fractures  of  the  cast  samples  and  of  those  heated  at  temperatures 
below  650°  C.  exhibited  fine-grained  material;  those  slowly  cooled  from 
the  higher  temperatures  were  also  fine  grained.  The  bars  quenched  in 
water  from  660°,  705°  and  760°  C  were  coarsely  crystalline  around  the 
circumference  and  fine  grained  in  the  center,  the  coarse  crystals  extending 
radially  to  a  depth  of  about  2.5  mm. 

Microscopic  examination  showed  that  there  was  a  gradual  change  in 
structure  with  increasing  temperature  of  treatment,  the  dendritic  struc- 
ture of  the  cast  metal  becoming  less  distinct  until  at  760°  C.  it  was  no 
longer  visible.  In  examining  the  structure  of  specimens  quenched  in 
water  from  650°  C.  and  higher  temperatures,  there' were  noticed  a  number 
of  Unes  similar  in  appearance  to  fine  cracks,  extending  from  the  edge 
toward  the  center  of  the  pieces.  Fig.  9  shows  the  appearance  of  these 
lines  in  the  sample  quenched  from  760°  C.  They  were  not  visible  in  the 
polished  surface  but  were  brought  out  by  the  etching  treatment,  using 
NH4OH,  and  H2O2,  and  it  appeared  therefore  that  they  were  not  cracks 
but  were  indications  of  strains  produced  by  quenching  and  as  such  might 
be  called  incipient  cracks. 

To  test  this  point,  two  test  specimens  were  heated  to  700°  C.  for  30 
min.  and  quenched  in  water,  brought  back  to  the  same  temperature  and 
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allowed  to  cool  with  the  furnace.  If  the  linea  represented  cracks  in  the 
metal  the  properties  should  be  little  affected  by  the  reheating  and  bIow 
cooling,  if  they  were  indications  of  strains,  it  should  be  possible  to  lessen 
their  effect  considerably  by  the  second  treatment.  Physical  tests  gave 
the  following  values: 


These  values  are  somewhat  lower  than  those  obtained  on  samples  slowly 
cooled  from  this  temperature  without  previous  quenching,  but  are  much 
superior  to  values  obtained  by  quenching  only. 


Fio.  9.— Specimbn  qnBNCHED  in  water  from  760°  C. 


From  a  comparison  of  the  results  of  physical  tests,  the  appearance  of 
the  fractured  bars  and  the  microstructure,  it  became  apparent  that  all 
the  specimens  that  were  lacking  in  strength  and  ductility,  that  is  those 
quenched  in  water  from  650°,  705°,  or  760°  C.  had  a  partly  coarse  fracture 
and  showed  strain  lines;  all  other  bars  had  a  finegrained  fracture  and  no 
strain  lines  in  the  etched  surface.  This  indicated  that  the  low  values 
for  strength  and  elongaton  of  these  quenched  samples  were  due  to  a. 
condition  of  strain  in  the  surface  portion  of  the  bars.  To  determine 
whether  such  was  the  case  two  specimens  were  water  quenched  from 
700"  C,  and  then  machined  down  over  the  gage  length,  from  0.5  in.  (12.7 
mm.)  diameter  to  0.442  and  0.421  in.  (11.2  and  10.7  mm.)  diameter,  re- 
spectively.    Physical  tests  gave  the  following  values: 
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Bar 


Diameter, 
Inch 


1 0.442 

2 0.421 


Tensile  Strbnoth, 
Lb.  Per  Sq.  In. 

44,000 
35,500 


Elongation, 
Per  Cent. 

21.8 
•  15.6 


The  fracture  of  No.  1  was  entirely  fine  grained,  that  of  No.  2,  still 
retained  a  narrow  band  of  coarse  crystals.  The  first  sample  behaved  in 
testing  like  all  ductile  pieces,  the  elongation  taking  place  throughout  the 
gage  length  with  the  production  of  a  crinkled  surface.  The  second  sam- 
ple acted  somewhat  like  the  brittle  pieces,  cracking  in  several  places 
along  the  gage  length  during  the  pulUng  operation. 

Turner  and  Haughton'  give  curves  on  the  contraction  of  solidified 
copper-tin  alloys  and  state  that  from  the  curve  of  the  alloy  with  20  per 
cent,  tin,  it  appears  that  there  is  a  volume  change  at  500°  C.  They  also 
mention  a  difference  in  the  coefficient  of  expansion  and  contraction  of 
the  alpha  and  beta  solid  solutions  of  the  copper-tin  series.  Messrs. 
Primrose  refer  to  a  similar  difference  and  add  that  when  the  beta  solution 
breaks  up  into  the  eutectoid,  microscopic  creVices  occur  between  the 
delta  and  secondary  alpha  constituents.  Specific-gravity  determinations 
also  point  to  some  such  change.  Three  bars  heated  to  620°  C.  and  slowly 
cooled  showed  an  average  decrease  in  specific  gravity  of  0.059.  Two 
samples  cut  from  the  same  casting,  given  the  above  treatment  but 
polished  before  each  determination,  gave  an  average  decrease  in  specific 
gravity  value  of  0.039.  These  tests  are  very  brief  but  they  indicate 
an  expansion  on  heating  and  slow  cooling  the  cast  metal,  and  considering 
the  possibility  of  microscopic  crevices  between  two  constituents  of  the 
casting,  the  change  in  density  would  not  necessarily  be  a  true  measure  of 
the  total  expansion. 

Consideration  of  the  results  given  leads  to  the  conclusion  thd^t  this 
bronze  is  subject  to  quenching  strains  that  may  affect  values  for  strength 
and  ductility  obtained  from  quenched  test  bars.  Bars  in  which  a  con- 
dition of  strain  existed  gave  comparatively  low  values  for  these  prop- 
erties, while  if  the  strained  part  was  machined  away,  much  higher 
values  were  obtained.  It  is  probable  that  the  difference  in  results 
of  the  previous  investigations  arose  from  this  fact.  The  heat-treatment 
work  of  the  Bureau  of  Standards  was  based  on  bars  cast  ^g  in.  (14.2  mm.) 
in  diameter;  and  although  it  is  not  definitely  so  stated,  it  is  presumed  that 
the  bars  were  treated  and  then  machined  for  testing.  ^Messrs.  Prim- 
rose  state  definitely  that  their  test  specimens  were  machined  to  finish 
size  for  testing,  before  heat  treating,  so  that  the  properties  of  the  quenched 
bars,  would  have  been  influenced  by  a  part  of  the  metal  being  in  a  strained 
condition. 


Jnl  Inst.  Metals  (1911)  6,  192. 
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DISCUSSION 

R.  F.  Wood,*  Sandusky,  Ohio. — I  made  a  few  tests  of  gun-metal 
specimens,  after  I  noticed  the  results  on  quenching  reported  by  the 
Bureau  of  Standards.  The  data  of  one  such  test  are  given  herewith. 
The  bars  were  heat  treated  and  quenched  before  they  were  machined, 
and  in  all  cases  they  were  brought  up  to  700**  or  800°.  They  became 
extremely  brittle,  showed  almost  no  elongation,  except  such  as  was 
caused  by  the  failure  of  the  pieces  to  fit  together  after  they  were  pulled. 


*  Time  given  in  parentheses  refers  to  time  required  for  operation  mentioned. 
t  Broke  outside  of  gage  length. 

and  the  tensile  stength  was  reduced  from  around  35,000  to  about  13,000 
lb.  per  sq.  in.  *In  addition,  the  weakening  effect  of  the  quenching  seemed 
to  be  almost  as  marked  when  the  bar  was  allowed  to  slowly  air-cool 
from  red  to  black,  and  then  quenched,  as  it  was  by  quenching  directly 
from  the  red  heat. 


Group 

Heat  Treatment 

No  heat  treatment 

Bar 

la 

Ultimate 

Strength, 

Lb.  per  Sq.  In. 

35,900 

Yield  Point. 
Lb.  per  Sq.  In. 

21,150 

Elongation,  Per 
Cent,  in  2  In. 

15.0 

B 

whatever 

2a  1 

36,400 

23,000 

17.0 

C 

To  800°  (10  min.*);  cool- 

3a 

37,750 

23,250 

28.5 

ed  slowly  in  furnace 

4a 

35,800 

20,300 

25.0 

(over  7  hr.) 

■ 

D 

ToSOO*'  (20  min.);  cool- 

lb 

36,200 

22,850 

21. 5t 

ed  in  air  (35  min.) 

5a  , 

36,100 

22,000 

22. 5 1 

E 

To  800**  (25  min.) ;  cool- 

4b 

30,900 

21,460 

17.5 

ed  to  nearly  black  in  fur- 

6a 

38,500 

22,050 

26.  Ot 

nace  (25  min.);  then  in 

' 

air  (30  min.) 

. 

F 

ToSOO**  (25  min.);  cool- 

2b 1 

(Broke  to  pi 

eces  in  lathe) 

ed  to  nearly  black  in  fur- 

5b 

7,500 

2  5 

nace    (25    min.);    then 

quenched  in  water. 

1 

G 

To    800°    (20    min.); 

3b 

13,100 

i.ot 

quenched  in  water  im- 

6b 

14,500 

4.0 

mediately. 

Metallurgist,  Sandusky  Foundry  &  Machine  Co. 
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Test  Bars. — Rough  size,  ^e  in.  diam.  over  test  section,  grips  ^^e  i"- 
diam.  Cast  two  in  a  flask,  one  on  each  side  of  a  block  8  by  4  by  1  in. 
and  fin-gated  thereto  from  the  grips  but  not  from  the  test  section.  Poured 
with  flask  in  inclined  position,  with  gate  to  lower  end  of  block  and  riser 
from  upper  end  of  each  test  bar.  Bars  were  machined  to  ^i  in.  over  the 
test  section,  after  heat  treatment. 

Casting  the  Bars, — Charge  of  1500  lb.  consisting  of  400  lb.  of  new 
metals  and  1100  lb.  of  G  turnings  and  scrap  was  melted  in  open-flame 
oil  furnaces  and  then  poured  into  a  1-ton  ladle.  From  the  ladle  150 
lb.  was  poured  into  a  preheated  No.  50  crucible,  and  from  this  the  flasks 
of  test  bars  were  poured.  The  six  flasks  are  indicated  by  the  num- 
bers 1  to  6  and  the  bars  in  each  flask  by  the  letters  a  and  b,  thus  4a 
and  4b,  for  instance,  were  the  two  bars  in  flask  No.  4. 

Heating  the  Bars. — In  all  cases  the  bars  were  introduced  into  an 
already  hot  electric  muffle  and  brought  up  to  a  temperature  of  about 
800**,  less  rather  than  more,  as  gaged  by  a  Leeds  &  Northrup  optical 
pyrometer.  The  cooling  was  then  commenced  at  once  without  the 
bars  remaining  at  the  attained  heat.  Two  pairs  of  bars  were  heated  at 
a  time;  groups  D  and  G  were  heated  together  in  the  furnace,  groups  E  and 
F  together,  and  group  C  by  itself.  It  will  be  observed  that  the  pairing 
off  by  flask  numbers  and  group  numbers  was  so  arranged  as  to  reduce  the 
chance  of  wrong  deductions,  such  as  might  arise  from  abnormal  con- 
ditions in  any  one  flask  of  bars  or  in  any  one  muffle  load  during  heat 
treatment. 

P.  E.  McKiNNEY,*  Washington,  D.  C. — The  question  of  heat  treat- 
ing red  bronzes  is  of  great  importance  to  the  foundryman  who  is  produc- 
ing any  quantity  of  red  bronze  castings.  The  data  and  the  information 
we  have  on  heat  treating  and  on  annealing  are  only  elementary.  The 
effects  of  slow  cooling  from  the  molten  state,  in  the  case  of  heavy  cross- 
sections  can  practically  be  eliminated  and  remarkable  increases  in  strength 
and  ductihty  obtained  by  the  annealing  or  the  heat-treating  process. 
The  strain  cracks  referred  to  probably  have  been  encountered  by  others, 
but  castings  containing  them  have  generally  been  ruined  before  an 
attempt  to  heat  treat  them  is  made.  In  other  words,  the  pouring 
temperature  was  too  high,  or  the  strains  due  to  the  large  segregations  of 
enriched  eutectic  caused  intercrystalline  cracks  or  parting  in  the  metal. 
Conditions  like  that  cannot  be  corrected  by  heat  treating  any  more 
than  a  steel  forging  or  a  steel  casting  can  be  welded  by  heat  treating. 
If  the  crack  or  the  opening  is  there,  it  remains  there. 

It  has  been  quite  noticeable,  in  our  experiments  in  heat  treating  red- 
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bronze  castings,  that  the  quench  is  really  necessary  to  get  the  very  best 
results  in  the  case  of  a  heavy  cross-section,  for  the  reason  that  the  alpha 
constituent  in  a  heavy  section,  slowly  cooled,  grows  to  very  large  grain 
size.  The  quench  corrects  this  and,  if  followed  by  an  anneal  at  a  lower 
temperature,  draws  the  strain  out  of  the  casting,  frees  the  casting  of 
enlarged  grains  of  the  alpha  constituent,  and  the  eutectic,  in  which  the 
constituent  has  frozen  out,  is  again  divided  into  very  fine  grains  and 
uniform  structure  with  considerable  increase  in  strength  and  ductility. 

W.  M.  CoBSE,  Mansfield,  Ohio. — Mr.  McKinney,  in  quenching 
castings  such  as  you  have  just  mentioned,  is  there  danger  from  actually 
cracking  those  castings  during  the  quenching  operation? 

P.  E.  McKiNNEY. — There  is  considerable  danger,  especiallyv.if  the 
castings  are  large;  not  so  much  from  the  effect  of  the  quenching  medium  as 
from  the  handling  of  heavy  sections.  At  approximately  red  heat,  red 
bronze  is  one  of  the  most  tender  metals.  A  piece  of  88-10-2  bronze 
hit,  when  hot,  a  slight  blow  with  a  baseball  bat  will  fiy  to  pieces;  that  is,  it 
wiU  crumble.  These  castings  must  be  handled  very  carefully.  Some 
castings,  in  the  shape  of  tubes,  weighing  about  3000  lb.  could  be  handled 
only  by  putting  them  into  a  pit,  suspended  on  a  crane,  and  then  picking 
them  up  and  throwing  a  spray  of  water  around  them.  It  did  not  seem 
that  the  dipping  in  the  water  or  the  effect  of  the  water  was  as  bad  as  the 
sudden  strain  of  picking  them  out  of  the  furnace  with  a  peel  and  handling 
them  when  immersing  into  the  quenching  medium.  Oil  seems  to  give 
no  different  results  than  water;  so  it  is  hardly  a  case  of  the  effect  of  crack- 
ing due  to  sudden  change  of  temperature. 

W.  M.  Corse. — There  seems  to  be  hot  shortness  in  the  casting  itself. 

P.  E.  McKinney. — ^Yes;  the  casting  will  not  stand  the  strain  of  its  own 
weight  if  handled  at  those  high  temperatures.  We  would  not  think  of 
removing  a  casting  from  the  sand  at  the  temperature  that  you  would 
pick  it  up  and  quench  it. 

W.  M.  Corse. — Do  you  believe.it  is  possible  to  handle  the  casting  so 
that  the  desired  results  may  be  obtained? 

P.  E.  McKinney. — Only  by  the  same  methods  that  you  would 
use  iu  handling  forgings  and  big  pieces  of  steel  in  quenching.  We 
heat  the  casting  in  a  vertical  furnace  so  that  the  crane  picks  it  up  and, 
practically  without  any  jarring,  carries  it  to  the  quenching  pit. 

Geo.  F.  Comstock,*  Niagara  Falls,  N.  Y.  (written  discussion). — 
This  interesting  paper  throws  additional  light  on  a  question  about  which 

*  Metallurgical  Engineer,  The  Titanium  Alloy  Mfg.  Co. 
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differences  of  opinion  have  apparently  existed  in  the  past,  and  the  writer 
would  like  to  record  in  this  connection  the  agreement  of  his  experience 
with  that  of  Frinnrose  and  Prof.  Smart  in  regard  to  the  effect  of  quenching 
on  the  properties  of  gun-metal  bronze.  The  writer's  results  have  been 
published,*  so  that  there  is  no  need  for  a  detailed  report  here,  but  his  in- 
vestigations resulted  in  showing  that  both  gun  metal  and  manganese 
bronze  are  ruined  by  quenching  in  water  from  a  red  heat,  apparently 
because  they  cannot  stand  the  strains  produced  by  the  sudden  cooUiig. 


Fig.  10.  Fio.  11. 

The  lines,  mentioned  by  Prof.  Smart,  in  a  polished  and  etched  section 
of  the  quenched  motal  have  also  been  noticed  by  the  writer,  who  however 
has  not  found  them  any  different  in  quenched  specimens  than  in  annealed 
specimens.  Since  they  appear  only  after  etching,  it  would  seem  most 
probable  that  they  are  merely  grain  boundaries  in  most  cases,  though 
Prof.  Smart's  idea  that  they  are  indications  of  strains  is  by  no  means 
impossible.  Fig.  10  shows  how  these  lines  appeared  on  the  author's  speci- 
mens of  annealed  gun  metal,  etched  with  ammonia  and  hydrogen  per- 
oxide, and  magnified  100  diameters. 

Prof.  Smart's  specific-gravity  determinations  are  interesting  in  con- 
nection with  the  writer's  experience  that  the  annealed  bars  are  always 
much  more  porous  than  the  same  alloy  was  when  cast.  Fig.  11  shows  an 
especially  porous  specimen  of  this  alloy,  etched  like  Fig.  10  and  magnified 
20  diameters,  which  however  seemed  sound  when  tested  and  gave  over 
45,000  lb.  per  sq.  in.  tensile  strength  and  40  per  cent,  elongation.  The 
writer's  idea  of  this  porosity  was  that  in  the  cast  metal  there  were  inclu- 
sions of  gas  in  the  form  of  films  between  the  dendritic  crystals,  and  that 
these  films  were  so  thin  that  they  escaped  detection  under  the  microscope. 

'Foundry  (Apr.  15,  1919)  47.   189. 
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Upon  annealing,  the  films  were  thought  to  contract  by  surface  tension, 
and  the  gas  then  formed  rounded  cavities  which  were  much  more  notice- 
able on  the  poUshed  surface.  From  the  lower  specific  gravity  which 
Prof.  Smart  has  shown,  it  seems  as  though  the  included  gas  had  actually 
expanded  the  metal  somewhat  in  forming  these  more  rounded  cavities. 
The  range  of  composition  that  Prof.  Smart  allowed  in  his  test  bars, 
namely  from  9  to  11  per  cent,  tin,  was  far  too  large  for  obtaining  check 
results,  as  very  different  results  would  be  obtained  with  these  two  tin 
contents  even  with  identically  the  same  treatment.  Doubtless  some  of 
the  irregularities  in  his  curves  are  due  to  variations  in  analysis.  The 
paper  is  of  great  interest  and  helps  to  clear  up  an  uncertainty  that  existed 
in  connection  with  the  results  of  quenching  this  well-known  alloy. 
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Some  Properties  and  Applications  of  Rolled  Zinc  Strip  and 

Drawn  Zinc  Rod* 

BT   C.    H.    MATHEWSONyf    NEW    HAVEN,    CONN.,  C.   8.  TREWIN,t    NEW  YORK,  N.  T.,  AND 

W.  H.  FINKELDET,§    PALBOSBTON,  PA. 

(Philadelphia  Meeting.  September,  1919) 

This  paper  was  prepared  upon  request  as  a  contribution  to  a  sympo- 
sium covering  the  manufacture,  properties,  and  uses  of  the  important  • 
non-ferrous  metals. 

In  approaching  a  subject  as  broad  as  this,  there  is  a  natural  desire  to 
build  up  a  comprehensive  and  finished  production  which  shall  constitute  a 
dependable  source  of  information  on  all  questions  properly  belonging  to 
this  branch  of  metal  technology.  There  arc,  however,  a  number  of  cir- 
cumstances, apart  from  the  mere  routine  of  labor  and  thought  involved, 
which  operate  rather  effectively  against  the  possibility  of  completing 
such  an  ambitious  program  at  the  present  time. 

First  of  all,  as  far  as  any  public  record  of  results  is  concerned,  the 
commercial  rolling,  drawing,  and  forming  of  zinc  with  relation  to  changes 
of  structure  and  properties — and  this  we  consider  to  constitute  the  ele- 
ments of  metal  technology — might  as  well  be  an  unpractised  art.  We, 
have  never  seen  a  published  photomicrograph  showing  the  structural 
characteristics  of  either  hard  or  soft  sheet  or  strip,  although  the  structure 
of  castings  has  been  frequently  described,  and  other  coarse-grained 
structures  resulting  from  hard-hammering  and  annealing  have  been  repro- 
duced. Thus,  an  author  in  this  field  must  proceed  to  his  task  without 
much  assistance  from  the  literature,  and  the  outcome  can  represent  only 
a  personal  estimate  of  principles,  facts,  or  findings,  and  not  a  summary 
or  survey  of  progress  in  the  entire  field  as  determined  by  varied  experi- 
ence, practice,  and  settled  opinion. 
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Palmerton,  Pa. 

t  Professor  of  Metallurgy  and  Metallography,  Yale  University;  Consulting 
Metallurgist. 

t  Mechanical  Engineer,  Technical  Dept.,  New  Jersey  Zinc  Co. 

t  Investigator,  Metal  Section,  Research  Division,  New  Jersey  Zinc  Co. 
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Again,  zinc  is  becoming  prominent  as  a  substitute  for  copper,  brass, 
or  aluminum  in  spinning,  stamping,  cupping,  drawing  etc.,  but  the  details 
of  practice  which  have  been  developed  in  diflFerent  mills  for  rolling  the 
sheet  or  strip  have  not  become  the  common  property  of  all,  and  the  con- 
stant effort'  to  produce  metal  of  sifperior  qualities  or  finish  is  naturally  an 
effort  of  individual  initiative.  The  information  which  we  are  able  to 
present,  has  been  developed  mainly  at  the  plants  and  in  the  laboratories 
of  the  New  Jersey  Zinc  Co.  and  has  been  selected  with  a  view  to  its 
general  bearing  on  zinc  metal  problems  rather  than  on  any  specific  or 
local  mill  problems.  We  would,  in  fact,  regard  it  as  highly  inappropriate 
to  seek  authorization  to  publish  actual  mill  schedules  or  to  assume  re- 
sponsibiUty  for  contributing  details  of  the  rolling  practice  at  the  Palmer- 
ton  Mill. 

Finally,  much  of  the  information  which  would  be  required  to  fully 
estabUsh  the  comparative  merits  of  zinc  and  other  ductile  metals  or 
alloys  in  the  face  of  widely  varying  manufacturing  or  service  require- 
naents  is  virtually  non-existent.  We  do  not  feel  qualified  to  write  authori- 
tatively or  at  length  on  this  aspect  of  the  subject,  viz.,  on  what  might 
be  termed  "comparative  metal  technology."  Data  of  this  sort  will 
gradually  accumulate,  and  until  sufficient  evidence  is  at  hand,  many 
of  our  opinions  as  to  the  adaptability  of  zinc  in  competition  with  other 
metal  already  established  in  a  given  service  must  be  in  part  speculative 
and  in  part  based  on  such  elementary  properties  as  have  been  adequately 
described. 

The  foregoing  introductory  remarks  will  perhaps  serve  to  explain  what 
may  appear  to  be  a  rather  inadequate  presentation  under  an  asuming 
title.  We  hope  that  this  paper  may  at  least  set  forth  some  of  the  more 
essential  scientific  aspects  of  the  subject  in  hand  and  that  it  may  be 
followed  by  others  carrying  the  subject  still  further. 

In  this  paper  the  following  topics  will  be  discussed  in  the  order  indi- 
cated. 

1.  Rolled  zinc  as  described  in  the  existing  literature. 

2.  The  properties  and  behavior  of  zinc  from  a  theoretical  point  of 
view: 

3.  The  effect  of  the  ordinary  rolling  variables  on  zinc  as  compared 
with  copper  and  the  copper  base  alloys :  Factors  controlling  the  "  temper  " 
of  rolled  zinc. 

4.  Static  properties  of  soft,  medium  and  hard  strip  zinc  before  and 
after  annealing. 

5.  Dynamic  ductilities. 

6.  Stiffness  of  worked  zinc;  alloyed  products. 

7.  Successful  applications. 
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1.  Rolled  or  Worked  Zinc  as  Described  in  the  Existing 

Literature 

There  are  about  a  half-dozen  published  papers  which  may  be  prolSt- 
ably  read  by  those  interested  in  the  general  nature  and  properties  of 
worked  zinc.  These  papers  constitute  the  nucleus  of  the  technical 
literature  in  this  field  and  while  they  collectively  oflfer  a  certain  survey 
of  the  mechanical  properties  of  ordinary  rolled  or  drawn  zinc,  they  fail 
to  give  any  adequate  characterization  of  the  true  physical  condition  or 
structure  of  the  metal  tested.  Naturally,  they  leave  us  without  infor- 
mation as  to  the  ordinary  range  or  variation  of  properties  which  may  be 
expected  in  this  type  of  material  as  a  result  of  specified  treatment. 

The  first  three  of  these  publications  are  of  German  origin,  viz.,  (1) 
J.  Bauschinger.  Einfluss  der  Zeit  bei  Zerreissversuchen  mit  verschie- 
denen  Metallen.  Mitteilungen  aus  dem  mech-technischen  Lab.  der 
Technische  Hochschule  in  Mlinchen.  Heft  20  (1887).  (2)  A.  Martens. 
Festigkeitsuntersuchungen  mit  Zinkblechen  der  Schlesischen  Aktien 
Gesellschaft  ftir  Bergbau  und  Zinkhtittenbetrieb  zu  Lipine  0  =  5. 
Mitteilungen  aus  dem  Koniglichen  technischen  Versuchsanstalten  zu 
Berlin.  Erganzungsheft  IV  (1889).  (3)  O.  Meyer.  Tiber  die  Eigen- 
schaften  von  Zinkblech  und  dessen  bleibende  Zustandsanderungen  bei 
verschiedeneji  Legierungen.  Oesterreichische  Zeitschr.  ftir  Berg  und 
Hattenwesen,  Oct.  (1905). 

All  three  authors  give  tension  tests  on  rolled  metal,  and  summaries  of 
certain  of  the  principal  data,  recalculated  into  English  units,  have  been 
included  by  (4)  H.  F.  Moore  in  a  more  modem  paper  entitled  "An  Inves- 
tigation of  the  Strength  of  Rolled  Zinc."  Univ.  of  lUinois  Bulletin,  vol. 
9,  No.  9  (1911). 

The  following  comments  will  define  the  class  of  data  and  some  of  the 
uncertainties  associated  with  these  papers:  Bauschinger  tested  pieces 
cut  pai-allel  to  the  direction  of  roUing  from  a  sheet  of  Upper  Silesian  rolled 
zinc  0.07  cm.  thick  (about  0.028  in.).  No  further  characterization  of  the 
metal  was  given.  The  milled  test  section  was  3  cm.  wide  and  15  cm. 
long.  He  pulled  the  strips  at  four  different  speeds,  viz.,  the  several 
tests  were  completed  in  63^,  22}^,  37^,  and  81  min.,  respectively.  A 
table  of  results  includes  maximum  load,  breaking  load,  contraction,  and 
elongation  (15  cm.). 

In  the  6-min.  test  the  break  occurred  so  soon  after  the  maximum 
load  had  been  reached  that  the  breaking  load  could  not  be  read.  In 
other  cases  the  breaking  load  was  about  80-90  per  cent,  of  the  maximum 
load.  Both  maximum  load  and  breaking  load  increased  with  the  rate  of 
loading.  The  highest  and  lowest  maximum  load  strengths  were  about 
30,100  and  24,100  lb.  per  sq.  in. 

The  contraction  of  area  remained  substantially  constant,  while  in  the 
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words  of  the  author  ''the  elongation  (10  to  20  per  cent,  in  15  cm.)  seemed 
to  depend  more  upon  incident-al  unknown  circumstances  than  upon  the 
speed  of  testing/'  It  may  be  well  to  add  that  the  author  found  no  rela- 
tion between  the  rate  of  loading  and  the  strength  of  cast  zinc.  His 
samples  gave  an  average  maximum  load  strength  of  about  3500  lb.  per 
sq.  in. 

Martens'  paper  is  a  much  more  extensive  one  and  it  contains  a  veiy 
minute  description  of  his  experience  in  tension  tests  with  zinc.  We  quote 
him  substantially  as  follows  in  his  introductory  description  of  the  charac- 
teristics of  rolled  zinc  in  tension: 

''In  the  tests  it  became  evident  at  once  that  one  cannot  make  use  of 
loading  by  direct  application  of  weights  with  any  prospect  of  success  if 
one  desires  a  correct  picture  of  the  behavior  of  the  material.  Zinc  is  in 
a  very  high  degree  influenced  by  the  rate  of  performing  the  test.  The 
maximum  load  is  reached  immediately  after  the  material  begins  to  stretch 
noticeably,  and  practically  the  whole  extension  up  to  the  break  occurs  after 
the  maximum  load  has  been  reached.  The  force  necessary  for  flow  of  the 
body  under  definite  constant  rate  decreases  steadily  and  it  is  impossible, 
in  view  of  the  great  sensitiveness  of  zinc  in  this  respect,  to  change  the 
weights  evenly  enough  to  avoid  clouding  the  results." 

In  order  to  overcome  the  difficulties  with  his  first  machine,  the  author 
after  much  experimentation  constructed  a  machine  which  operated  at  a 
chosen  constant  speed  and  autographically  gave  the  changing  load  through 
a  hydraulic  measuring  device.  This  machine  was  evidently  very  sensi- 
tive and  the  results  reported  deserve  careful  attention.  The  actual 
behavior  of  zinc  in  the  tensile  test  was  described  in  detail.  A  number  of 
tests  were  made  in  which  the  machine  was  suddenly  stopped  while  the 
specimen  was  stretching.  During  the  pause  of  1  min.,  the  load  previously 
obtained  decreased  spontaneously,  accompanied  by  further  stretch  of 
the  specimen,  tmtil  a  lower  equilibrium  value  obtained.  For  1-min. 
pauses,  the  load  dropped  in  some  cases  to  about  half  its  former  value. 
(Average  of  63  per  cent,  in  73  tests.) 

After  preliminary  tests  with  earUer  machines,  Martens  made  bests  on 
plate  rolled  in  one  direction  from  a  slab  300  mm.  wide  to  three  times 
its  original  length,  using  his  latest  machine  of  50,000  kg.  capacity 
with  autographic  mirror  attachment*  to  indicate  a  graphical  relationship 
between  load  and  deformation.  The  final  thickness  of  the  material  was 
5.4  mm.  (0.213  in.).  Analysis  of  the  metal  showed:  lead,  1.06  p^r  cent, 
and  iron,  0.02  per  cent.     No  other  elements  were  determined. 

One  of  Martens'  tables,  according  to  which  the  increase  in  stress  oc- 
curred in  stages,  most  of  them  followed  by  a  stage  in  which  the  stress  was 
lowered  to  185  lb.  per  sq.  in.,  is  given  below.  The  area  of  the  test  section 
was  4.4  by  9.0  mm.    The  speed  of  operating  the  machine  is  not  given. 
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Table  1. — Stress-strain  Data  from  Rolled  Zinc  Plate.     (Martens) 


StresB, 
Lb.  per  Sq.  In. 

185 

Total  Elonga- 
tion 
Under  Load — 

Ten 

Thousandths 

of  1  Mm. 

0 

Permanent 

Set-— Ten 

Thousandths 

of  1  Mm. 

Stress, 
Lb.  per  Sq.  In. 

1792 

Total  Elonga- 
tion 
Under  Load — 

Ten 

Thousandths 

of  1  Mm. 

Permanent 

Setr— Ten 

Thousandths 

of  1  Mm. 

260 

356 

20 

185 

1 

64 

185 

2 

2688 

437 

711 

63 

3584 

634 

185 

1 

185 

178 

1081 

106 

3584 

673 

185 

4 

185 

229 

1437 

156 

3684 

777 

185 

11 

185 

283 

1437 

161 

3684 

763 

185 

16 

185 

292 

1437 

164 

3584 

767 

185 

18 

185 

304 

1437 

171 

4496 

976 

185 

19 

5391 

1380 

1437 

172 

185 

567 

185 

20 

5391 

1430 

1792 

237 

185 

i 

647 

185 

37 

5391 

1495 

1792 

266 

185 

1 

685 

185 

57 

6391 

!         1545 

1792 

252 

185 

750 

185 

57 

5391 

1589 

1792 

269 

185 

782 

185 

•     61 

6287 

2062 

1 

7155 

2660  metal  fl 

1 

owing  slowly 

Od  the  basis  of  this  and  similar  tests  the  author  writes  that  there 
can  be  no  consideration  of  a  true  elastic  behavior  in  rolled  zinc  plate; 
the  permanent  set  increases  after  each  stage  of  loading  even  in  the  case 
of  very  smaU  loads.  In  fact,  where  the  change  from  higher  to  lower  load 
is  repeated,  the  respective  changes  (drops)  in  elongation  appear  to  vary 
among  themselves. 

Other  tests  with  this  material  gave  clear  indications  that  with  stresses 
tinder  some  2000  lb.  per  sq.  in.  the  specimen  continues  to  stretch  from 
minute  to  minute  as  the  load  is  maintained.  Further  tests  on  the  influ- 
aice  of  the  time  factor  are  given  in  Table  2.  These  tests  presumably 
c<>rrespond  to  (relatively  high)  stresses  at  which  the  metal  had  begun 
U  stretch  noticeably 
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Table  2. — Effect  of  Interruption  During  the  Tensile  Tent  of  Zinc  Plait 

{Martens) 

Percentage  Decrease  of  Load  at  Expiration  of: 


Test  No. 

10  Min. 

6  Min. 

6  Min. 

4  Min. 

3  Min. 

2  Min. 

1  Min. 

1 

2 
3 

Average 

73.7 
88.2 
72.4 

78.1 

66.0 
78.9 
61.9 

68.9 

65.3 
74.1 
60.9 

66.8 

61.0 

74.6 
59.3 

65.0 

61.7 
62.4 
59.0 

61.0 

53.9 
51.9 
44.8 

50.2 

44.0 
42.4 
34.8 

40.4 

Similar  indications  may  be  obtained  more  conveniently  by  varying 
tbe  speed  of  the  testing  machine,  i.e.,  operating  first  at  a  given  speed 
and  then  suddenly  raising  or  lowering  the  speed  to  a  different  value. 
According  to  this  procedure,  stress-deformation  curves  of  the  type  shown 
in  Fig.  1  will  result. 


Abiapt  IncresBO  of  Bate 


u 


Abrupt  Decrease  ol  Bate 


Break 


Deformation 

Fig.  1. — Effect  of  change  of  rate  of  loading  in  the  tension  test  with  zinc 

{MarteTia,) 

After  describing  the  principal  characteristics  or  peculiarities  of  rolled 
zinc  in  the  tension  test.  Martens  reports  data  from  three  main  groups  of 
experiments,  viz., 

1.  Tests  at  room  temperature  with  material  taken  from  the  mill 
stock  of  the  ''Schlesische  Aktiengesellschaft  ftir  Bergbau  und  Zinkhiitten 
betrieb  zu  Lipine  in  Oberschlesien, "  and  with  competitive  material. 

2.  Tests  at  the  several  temperatures ;80^  120^  150^  170** and  200*"  C, 
with  plate  0.6  mm.  thick  also  taken  from  stock. 

3.  Tests  at  room  temperature  with  a  series  of  eleven  plates  or  sheets 
each  representing  a  stage  in  the  course  of  rolling  from  an  initial  thickness 
of  5.6  mm.  (end  of  stage  1)  to  a  final  thickness  of  0.48  mm. 

The  first  three  stages  represent  rolling  in  one  direction  to  two,  three, 
and  four  times  the  original  length,  respectively;  while  the  last  eight  stages 
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represent  pack-rolling  to  decreasing  thickness  in  a  uniform  direction  after 
previous  rolling  from  an  initial  length  of  300  mm.  to  one  of  710  mm. 
in  the  other  major  direction.  During  pack-rolling,  a  sample  was  taken 
after  every  500  mm.  increase  in  length. 

The  several  different  materials  tested  all  showed  about  the  same  lead 
and  iron  contents  by  analysis,  viz.,  close  to  1  per  cent,  and  0.02  per  cent, 
respectively. 

The  test  pieces  were  cut  from  the  plate  or  sheet  to  represent  both  major 
directions.  They  were  milled  to  give  a  narrowed  central  section  of  the 
usual  type.  Full  dimensions  are  not  given.  Most  of  them  were  pulled 
at  a  rate  of  0.77  nmi.  (0.03  in.)  per  minute. 

These  tables  give  data  of  the  following  character:  Thickness,  area 
of  test  section,  maximum  load  (taken  from  the  autographic  record), 
percentage  elongation  in  100  nmi.  (measured  in  the  usual  manner  after 
fracture),  area  of  the  stress-deformation  diagram.  "  VoUigkeitsgrad " 
=  ratio  of  area  of  diagram  to  area  of  Umiting  rectangle  (maximum  load  X 
maximum  deformation  under  load).     "Arbeits  vermogen"  =  maximum 

led  X  PI' -',-«W««5  X  ..y^^^i-  X  ^-^  ,,,. 

A  reasonable  number  of  tests  (five  or  six)  were  made  in  order  to  get  a 
reUable  average  in  each  case  and  the  author  makes  special  mention  of 
the  disturbing  irregularities  encountered  in  testing  rolled  zinc;  viz., 
'' external  influence  such  as  local  failure  and  action  of  the  grips  are  of  con- 
siderable effect,  so  that  it  is  absolutely  necessary  to  take  the  average  from 
a  large  number  of  tests." 

In  the  first  series  of  t«sts,  five  ''Silesia''  sheets  (thickness  0.22  to 
1.06  mm.)  show  in  the  direction  of  rolling  average  tensile  strengths  from 
19,487  to  28,163  lb.  per  sq.  in.  and  average  elongations  from  12.2  to  22 
per  cent,  in  100  mm .  At  right  angles  to  the  direction  of  rolling,  they  show 
tensile  strengths  from  21,762  to  30,154  lb.  per  sq.  in.;  and  percentage 
elongations  from  8.2  to  13.5. 

Two  sheets  of  competitive  material  (0.66  and  1.03  mm.  thick)  show 
in  the  direction  of  rolling  average  tensile  strengths  of  18,064  and  17,495 
lb.  per  sq.  in.  respectively;  and  percentage  elongations  of  11.2  and  14.4. 
In  the  other  direction,  corresponding  figures  are  19,202  and  27,879  for 
tensile  strength  and  14.2  and  17.8  for  elongation. 

There  is  hardly  any  use  in  discussing  the  comparative  data  from  tl 
above  tests  as  the  details  of  manufacture  of  the  sheet  used  are  obscure. 

The  fact  that  the  ''Silesia"  sheet  is  weaker  and  more  ductile  in  the 
direction  of  rolling  than  in  the  crosswise  direction,  while  the  competi- 
tive sheet  is  weaker  and  less  ductile  in  the  direction  of  rolling  than  in 
the  crosswise  direction,  can  only  be  explained  with  relation  to  the 
quantity  and  direction  of  fiber  brought  about  in  the  rolling  operations. 
Doubtless,  the  competitive  sheet  before  final  rolling  had  been  re- 
duced extensively  in  a  crosswise  direction. 
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In  view  of  the  interest  attached  to  the  strength  and  ductiUty  of  zinc  at 
elevated  temperatures,  we  reproduce  here  Martens'  table  of  tests  dealing 
with  this  subject  (values  designated  as  "VolUgkeitsgrad"  and  "Arbeits 
vermogen"  are  not  included).  It  should  be  noted,  however,  that  the 
character  of  the  sheet  used  is  not  well  established.  It  is  merely  desig- 
nated as  sheet  about  0.6  mm.  thick,  taken  from-  stock,  and  containing 
1  per  cent,  of  lead  and  0.02  per  cent,  of  iron. 

Table  3. — Martens'  Teats  of  Strength  and  Ductility  of  RoUed  Zinc 

at  Elevated  Temperatures 


Temperature, 
Degreee  C. 

Ultimate  Tensile  Strength             { 
Lb.  per  Sq.  In.                        i 

Percentage  Elongation 
in  100  (?)  mm. 

Direction  of  Final 
RolUnc 

Cross  wise 
Direction 

Direction  of 
Rolling 

Crosswise 
Direction 

Room 
80 

120 
150 
175 
200 

19,487 
12,232 
7,965 
5,263 
7,965 
5,832 

21,762 

12,659 
9,957 
6,116 
7,823 
6,258 

12.2 

27.8 

66.7 

112.7 

22.1 

9.0 

12.6 
31.0 
;         52.1 
90.2 
12.1 
5.4 

Martens'  principal  conclusion  from  these  results  is  that  it  would  ap- 
pear advantageous  to  conduct  all  operations  on  zinc  which  bring  about 
a  pronounced  change  of  form,  i.e.,  rolling,  pressing,  stamping,  etc.,  with 
heated  material  in  so  far  as  the  operation  itself  does  not  supply  the  heat; 
since  at  150**  C.  there  occurs  a  combination  of  low  strength  and  high  duc- 
tility.    Some  comment  of  this  subject  will  be  given  later. 

The  third  and  last  group  of  tests  by  Martens  isf  airly  extensive  and  the 
metal  used  is  rather  better  characterized  than  was  the  case  with  previous 
tests.  These  tests  give  the  strength  and  ductility  of  plate  or  sheet  passed 
from  one  stage  to  another  in  the  rolls,  and  the  direction  of  rolling  and 
thickness  from  stage  to  stage  are  clearly  indicated,  as  already  noted. 

These  tests,  in  general,  show  an  increase  both  of  strength  and  ductility 
as  the  rolling  progresses,  marked  by  ver}'-  considerable  irregularities  in 
the  thinner  gages.  The  author  was  unable  to  explain  these  variations 
in  the  absence  of  knowledge  as  to  the  structural  characteristics  of  the 
material  at  different  stages. 

Since  we  shall  be  able  to  show  a  similar  series  of  tests  in  which  struc- 
ture and  properties  are  correlated  (Section  3)  there  is  Uttle  to  be  gained 
by  further  discussion  of  Marten's  tests. 

Meyer  tested  a  greater  variety  of  material  as  regards  its  chemical 
composition  but  he  dismisses  all  questions  as  to  preparation  of  the  sheet 
with  the  brief  statement  that  it  was  rolled  in  the  ''staatliche  Zinkhiitte 
Cillis  in  Stldsteiermark." 
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Lead, 

CADiatTM. 

Ibon, 

COPPBB, 

A  lAM^AW 

Fbb  Cent. 

Pkb  Cbnt. 

Pbb  Cbmt. 

Pbb  Cbnt. 

AB0BIfI 

1 

1.04 

0.05 

0.020 

0.009 

Trace 

2 

0.024 

0.047 

0.026 

Trace 

Trace 

3 

0.100 

0.244 

0.023 

0.00096 

Trace 

4 

0.021 

0.402 

0.021 

Trace 

Trace 

5 

Same  as 

No.  4  but  unevenly  alloyed 

• 

6 

0.025 

0.5d 

0.023 

Trace 

Trace 

7 

0.025 

0.912 

0.024 

Trace 

Trace 

8 

0.81 

0.732 

0.03 

Trace 

Trace 

9 

0.81 

0.03 

0.03 

Trace 

Trace 

Meyer's  principal  tests  were  made  on  material  (1)  as  received  (2)  after 
1  min.  treatment  with  5  per  cent,  nitric  acid  or  (3)  after  annealing  for  a 
period  of  1  hr.  at  276  ±  5**  C.  The  thickness  of  the  sheet  was  in  the  neigh- 
borhood of  2  mm,,  while  the  length  of  the  test  section  was  15  cm.  and  the 
width  approximately  2  cm. 

Much  attention  was  paid  to  the  elastic  properties  of  the  material 
and  while  values  for  modulus  of  elasticity,  elastic  limit,  and  limit  of  pro- 
portionsdity  are  reported,  the  author  freely  concedes  their  indefinite 
character  and  we  doubt  if  they  have  any  real  value.  It  is,  however, 
claimed  that  the  annealed  samples,  as  contrasted  with  the  samples  in 
their  original  condition,  exhibited  a  definite  elastic  behavior,  although  at 
very  low  stresses.  For  example,  values  up  to  3500  lb.  per  sq.  in.  are 
reported  for  the  elastic  limit  of  annealed  material  and  up  to  2500  lb. 
per  sq.  in.  for  the  limit  of  proportionaUty.^  No  particular  relationship 
between  these  values  and  the  chemical  composition  can  be  discerned. 

Although  it  is  not  clear  just  what  annealing  procedure,  in  addition 
to  that  given  above,  was  undertaken  by  the  author,  he  gives  in  a  general 
summary  of  results  the  various  temperatures  at  which  the  different  kinds 
of  material  first  anneal,  or  undergo  a  "transformation" — principally 
in  the  sense  of  deterioratioA, 

These  ''transformation  temperatures"  are  as  follows: 


Material  No 

1 

2 

3 

4 

5 

6 

7 

8 

9 

Transformation        tempera- 
ture,   decrees  C 

155 

155 

165 

1 
145  1  14i> 

145 

145 

145 

145 

1  The  highest  stress  which  .produces  no  detectible  deformation  is  greater  than 
the  hi|;hest  stress  at  which  stress  and  deformation  retain  their  proportionality.  Both 
values  of  stress  are  very  low,  that  is,  the  material  fails  almost  from  the  beginning  to 
follow  Hookes's  law,  as  the  deformation  commences  to  accelerate  at  once.  This 
acceleration  naturally  increases  as  the  stress  rises  to  relatively  high  values.  There 
is  a  fairly  linear  portion  of  the  stress  strain  curve  along  which  an  approximate  (vari- 
able) modulus  of  elasticity  can  be  calculated. 


314  ROLLED   ZINC  STRIP  AND   DRAWN  ZINC   ROD 

It  makes  little  difference  how  long  the  material  is  annealed  at  the 
transformation  temperature;  the  characteristic  change  in  properties 
is  produced  even  after  an  anneal  of  1  minute. 

It  appears  unprofitable  to  discuss  the  effect  of  annealing  at  this  time, 
as  considerable  data  of  a  more  definite  character  will  be  presented  in  this 
paper,  and  certain  factors  which  profoundly  influence  the  annealing  char- 
acteristics of  rolled  zinc  can  be  specified  in  due  course. 

Meyer's  tests  after  acid  treatment  were  undertaken  to  determine  the 
effect  of  an  etching  treatment  approximating  that  frequently  applied 
commercially  (to  lithographers  plates,  etc.)  on  the  mechanical  properties 
of  the  metal.  He  found  that  such  treatment  had  Uttle  or  no  effect. 
The  metal  was  not  embrittled  and  it  retained  its  normal  tensile  charac- 
teristics, quite  contrary  to  what  has  been  experienced  in  the  case  of 
other  metals,  notably  iron,  probably  owing  to  gas  absorption. 

We  give  here  a  table  summarizing  some  of  the  more  important  tests 
published  by  Meyer,  with  the  conmient  that  the  elastic  properties,  and 
"Quality  C!oefficients"  reported  by  him  are  not  included,  as  it  does  not 
seem  advisable  to  introduce  a  lengthy  discussion  of  these  tests. 

Obviously,  the  effect  of  anneaUng  all  of  the  above  material  has  been 
to  impair  both  strength  and  ductility.  It  will  be  pointed  out  later  that 
results  of  an  entirely  different  character  may  be  obtained  with  certain 
varieties  of  rolled  zinc. 

On  the  basis  of  his.  anneaUng  experience,  Meyer  argues  at  large  con- 
cerning the  effect  of  temperature  in  the  rolling  or  working  of  zinc.  He 
affirms  positively  that  rolling  at  a  temperature  much  higher  than  150^  C. 
would  yield  an  inferior  product  whose  properties  would  correspond  with 
those  of  '' transformed''  or  annealed  zinc.  Furthermore,  he  fijads  sup- 
port in  Martens'  tests  at  elevated  temperatures  for  a  contention  that  the 
allowable  temperature  limits  for  successful  roUing  or  working  of  zinc  are 
quite  narrow — not  far  removed  in  either  direction  from  150°  C. 

Such  conclusions  are  altogether  too  broad  and  founded  on  insufficient 
evidence.  The  rolling  temperature  may  be  properly  varied  between 
wide  limits  depending  upon  the  kind  of  metal  to  be  rolled  and  the  prop- 
erties desired.  Rolling  at  or  above  the  so-called  transformation  tem- 
perature need  not  produce  a  "transformed"  (i.e.,  coarsely  crystallized) 
zinc.  There  is  considerable  difference  in  the  grain  characteristics 
produced  by  annealing  a  cold-worked  or  strain-hardened  product  and 
by  direct  working  at  the  effective  annealing  temperature.  This  is  a 
commonplace  observation  taken  from  general  metaUographic  experience 
and  it  merely  serves  to  emphasize  the  necessity  of  considering  the  whole 
group  of  rolling  variables  before  specifying  the  effect  of  any  one  of  them. 

Moore's  tests  were  made  with  eighteen  sheets  of  rolled  zinc,  each 
18  by  20  in.,  furnished  by  the  Matthiessen  &  Hegeler  Zinc  Co.  and  varying 
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in  thickness  from  0.006  to  1.0  in.;  with  samples  of  sheet  zinc  purchased 
in  the  local  market;  and  with  a  few  specimens  of  cast  zinc. 

No  analyses  are  given  and  likewise  no  details  as  to  the  manufacture 
of  the  sheet. 

The  cast  zinc  was  tested  in  tension,  in  compression,  and  in  torsion. 

The  rolled  zinc  was  tested  in  tension,  in  cold  bending,  and  in  shear 
(punching  tests  and  tests  in  direct  shearing).  Quite  a  number  of  stress- 
deformation  diagrams  are  given  and  comparisons  with  steel  plate  are  shown. 

Moore's  experience  in  stud3dng  the  elastic  behavior  of  this  material 
was  similar  to  that  of  the  earlier  authors.  ''A  set  was  detected  in 
most  tests  after  the  removal  of  the  first  load  applied,  however  low." 

A  stress-compression  diagram  from  cast  zinc  and  a  stress-deformation 
diagram  from  rolled  zinc,  both  made  to  represent  steadily  increasing 
repetitive  loading,  indicate  a  pronounced  loss  of  energy,  or  mechanical 
hysteresis,  during  the  release  and  re-application  of  the  load.  This 
condition  was  clearly  foreseen  by  Martens. 

In  view  of  the  fact  that  Moore's  paper  is  more  readily  accessible  than 
the  papers  previously  reviewed,  we  will  forego  any  reproduction  of  his 
tables. 

His  own  summary  is,  however,  quoted  as  follows: 

1.  Zinc  either  rolled  or  cast  has  no  well-defined  yield  point  and  its 
elastic  limit  is  very  low.  Zinc  possesses  a  relatively  high  degree  of 
plasticity. 

2.  The  ultimate  tensile  strength  of  thin  rolled  zinc  plate  (not  more 
than  0.05  in.  thick)  is  about  24,000  lb.  per  sq.  in. 

3.  The  modulus  of  elasticity  of  zinc  in  tension  is  about  11,500,000 
lb.  per  sq.  in. 

4.  The  stress  per  square  inch  of  area  sheared  developed  in  punching 
or  shearing  rolled  zinc  plates  is  about  40  per  cent,  of  the  stress  developed 
in  punching  or  shearing  mild  steel  plates. 

5.  The  energy  per  square  inch  of  area  sheared  per  inch  thickness  of 
plate  required  to  punch  or  shear  rolled  zinc  plates  is  about  30  per  cent, 
of  the  energy  required  to  punch  or  shear  mild  steel  plates. 

6.  The  ductility  of  rolled  zinc  is  much  less  than  that  of  mild  steel,* 
and  the  ductility  of  zinc  plate  with  the  grain  is  greater  than  the  ductility 
across  the  grain. 

The  fourth  paper  to  be  considered — (4)  M.  G.  Timofeeflf.  Sur  la 
R^cristallisation  du  Zinc  £croui.  Revue  de  MStaUurgie,  vol.  11  (1914), 
pp.  127-132 — ^is  of  an  entirely  different  character  from  the  others,  in 
that  it  contains  no  record  of  mechanical  properties  but  is  devoted  to  the 
microscopic  metallography  of  zinc.     It  is  the  first  paper  in  this  field. 


'  The  reader  should  not  accept  this  statement  as  of  general  validity.  The  rolled 
zinc  tested  by  Moore  was  not  representative  of  the  high  ductility  which  can  be  obtained 
in  this  product. 
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Briefly,  the  author  has  annealed  and  examined  a  series  of  samples 
which  had  previously  been  severely  strained  in  a  vise,  using  a  set  of  five 
annealing  temperatiu'es  between  66^  and  360^  C.  inclusive. 

The  chemical  composition  of  ^the  metal  is  not  given.  An  admirable 
set  of  photomicrographs  is  included  but  statement  of  the  magnifications- 
used  is  overlooked. 

The  author  was  very  careful  in  his  preparative  technique  to  keep 
the  metal  cooled  by  means  of  ice  water  in  order  to  avoid  structiu'al 
changes  during  such  handling. 

A  rather  lengthy  period  of  anneal,  viz.,  6  hr.,  was  used  in  the  testis. 
The  result,  as  exhibited  in  the  micrographs,  is  similar  to  that  which  has 
been  described  so  often  in  the  case  of  brass  and  other  copper  base  alloys; 
a  definite  grain  size  corresponds  to  each  annealing  temperature  and 
growth  of  grain  is  very  perceptible  from  one  temperature  stage  to  another. 
The  author  observes,  however,  that  the  grain  size  is  not  determined  by 
the  temperature  in  the  sense  that  an  equilibrium  value  is  obtained 
for  each  temperature.  For  example,  continued  annealing  of  the  302^  C. 
sample  for  two  weeks  produced  a  striking  increase  in  its  grain  size. 

He  also  reports  coarsening  at  room  temperature  of  a  sample  which 
had  been  worked  15  years  previously. 

Good  illustration  is  given  of  the  structural  effect  produced  in  the  grains 
by  shock  or  slight  working.  Even  very  moderate  strains,  such  as  may 
easily  result  in  removing  a  casting  from  the  mold,  usually  suffice  to  alter 
the  structural  appearance  by  causing  bands  ("raies")  of  varying  width, 
direction,  and  hue  to  bridge  or  partly  cross  individual  grains. 

We  may  add  that  any  bending  or  similar  manipulation  of  a  coarse- 
grained piece  of  rolled  zinc  will  bring  about  the  same  effect  and  that  this 
structural  alteration  is  contemporaneous  with  the  ''cry"  which  accom- 
panies the  strain.  This  effect  can  be  distinctly  recognized  as  a  change 
of  orientation  of  narrow  blocks  of  material  within  the  grain  and  there 
seems  to  be  Uttle  doubt  that  it  is  a  form  of  mechanical  twinning.  It  is 
noteworthy,  however,  that  worked  zinc  which  has  subsequently  been 
annealed  and  rendered  coarsely  crystaUine  shows  no  evidence  of  the 
twinned  structures  which  are  so  common  in  annealed  brass  and  copper. 

Timofeeff  writes  that  in  the  early  stages  of  an  ordinary  process 
of  deformation  the  contours  of  the  large  grains,  each  permeated  by  these 
''raies,"  can  be  distinguished,  but  that  at  the  end  the  totaUty  of  metal 
is  transformed  into  a  mass  of  small  cr3n3tals  showing  a  longitudinal  dis- 
tribution in  accordance  with  the  principal  direction  of  extension  of  the 
piece. 

''The  greater  the  number  of  gUding  planes  and  the  smaUer  the  size 
of  the  crystals,  the  greater  the  ease  of  working  the  metal." 

Our  own  anneaUng  experiments  with  strip  zinc  have  produced  results 
which  seemed  rather  surprising  in  view  of  Timofeeff's  regular  and  even 
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« 

growth  of  grain  from  one  annealing  temperature  to  another,  i.e.,  we  could 
obtain  no  sharp  control  over  the  grain  size  in  annealing,  as  the  phe- 
nomenon of  selective  grain  growth  seemed  to  predominate  more  or  less 
in  accord  with  certain  generalizations  advanced  by  Jeffries.' 

During  the  last  three  (war)  years  two  foreign  papers  of  considerable 
interest  ill  the  zinc  field  have  appeared: 

(6)  E.  H.  Schulz.  Neuere  Erfahrungen  tiber  W^e  zur  Veredelung 
des  Zinks.    MetaU.  und  En.,  vol.  13  (H.F.4)  Heft  12  (1916)  pp.  279-289. 

(6)  L.  Guillet  and  V.  Bernard.  Recherches  sur  des  Alliages  Riches 
en  Zinc.    Revue  de  MUaUurgie,  vol.  15  (1918),  pp.  407-425. 

Oiu*  review  of  the  technical  literature  in  this  field  wiU  be  concluded 
with  a  brief  summary  of  these  two  papers. 

Schulz's  paper  contains  no  lengthy  tables  of  data  but  deals  in  a  more 
general  way  with  the  properties  of  (1)  unalloyed  and  alloyed  products 
in  cast  form  and  (2)  unalloyed  and  a  few  alloyed  products  as  drawn  or 
extruded. 

The  author  proceeds  from  the  point  of  view  that  wrought  zinc  has  in 
no  way  attained  to  a  position  of  importance  commensurate  with  the 
large  production  of  the  metal  (in  Germany  and  Belgium).  He  observes 
that  there  are  two  possible  methods  of  "ennobling"  or  improving  the 
qualities  of  a  metal,  viz.,  by  alloying,  and  here  he  cites  the  alloy-steels 
as  an  illustration,  and  by«  thermal  and  mechanical  treatment. 

There  follows  a  description  of  the  effects  of  iron,  tin,  aluminum  and 
copper  in  various  percentages  up  to  five  or  six  on  the  grain  characteristics 
(by  fracture),  the  Brinell  hardness,  the  tensile  strength  and  elongation, 
and  the  transverse  (bending)  strength  of  zinc. 

The  material  used  as  a  starting  point  for  these  tests  was  the  German 
"Raffinadezink"  containing  up  to  1.3  per  cent,  of  lead  and  0.2  per  cent, 
of  iron,  some  cadmium,  and  traces  of  other  metals. 

The  author  states  that  such  material  as  cast  in  forms  is  rather  coarsely 
crystalline,  brittle,  39-hard  according  to  the  Brinell  test  and  13  according 
to  the  Shore  test,  and  of  low  strength  (3000  to  4000  lb.  per  sq.  in.),  and 
practically  no  ductility  in  the  tension  test.  While  chiefly  by  pouring  just 
above  the  freezing  temperature,  its  grain  may  be  not  inappreciably  im- 
proved (refined),  nevertheless,  the  limitations  are  such  that  alloying  is  a 
very  logical  procedure  to  adopt. 

As  a  result  of  alloying,  improvement  in  practically  every  property 
except  that  of  ductility  was  attained. 

Relative  to  the  effects  of  the  different  metals,  iron  and  tin  produced 
no  improvement,  while  aluminum  and  copper  appeared  in  a  more  favor- 
able  light. 

Six  per  cent,  of  the  former  metal  raised  the  tensile  strength  of ''  Raffi- 

*  Various  papers  and  discussions  on  Grain  Growth  published  in  the  Tran^adionM 
for  the  years  1916-17. 
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nadezink"  up  to  some  23,000  lb.  per  sq.  in.  and  intermediate  quantities 
produced  intermediate  effects.  The  hardness  of  the  alloy  containing 
4^  per  cent,  of  aluminum  was  72  Brinell  and  29  Shore  and  the  cross- 
bending  strength  of  this  alloy  was  more  than  1  kg.  per  mm',  as  compared 
with  0.4  kg.  per  mm^  for  the  unalloyed  metal.  Considerable  toughness 
is  also  attributed  to  these  aluminimi  allo}^.  In  spite  of  these  favorable 
properties,  the  author  advocates  caution  with  respect  to  the  use  of  alumi- 
nimi in  zinc.  He  bases  this  mainly  on  conclusions  drawn  from  one  of  the 
old  zinc-aluminum  diagrams  according  to  which  about  3  per.  cent,  of 
aluminiim  can  exist  in  soUd  solution  in  zinc.  Beyond  3  per  cent.,  in 
addition  to  the  zinc-rich  solution,  a  second  structure  element  containing 
some  50  per  cent,  of  aluminum  appears  and  it  is  the  segregation  of  this 
Ughter  constituent  which  the  author  fears  when  moderately  large  quanti- 
ties of  aluminum  are  added  to  zinc. 

This  conclusion  should  be  modified  in  the  face  of  newer  and  much  more 
complete  equiUbrium  data  supplied  by  Bauer  and  Vogel,^  viz.,  less  than 
1  per  cent,  (instead  of  3  per  cent.)  of  aluminimi  dissolves  in  solid  zinc  and 
the  second  constituent  contains  scarcely  more  than  20  per  cent,  of  alumi- 
num (instead  of  50  per  cent.),  whereby  the  net  tendency  to  segregation 
would  probably  be  lessened. 

However,  in  addition  to  this  more  or  less  theoretical  evidence,  the 
author  cites  a  practical  disadvantage  of  aluminum,  in  that  it  tends 
strongly  to  promote  unsoundness  in  the  castings.  For  these  various 
reasons  the  author  prefers  to  use  not  more  than  3  per  cent,  of  aluminum 
in  zinc. 

This  question  of  the  effect  of  aluminum  in  zinc  is  .one  which  seems  to 
require  additional  consideration  and  it  may  not  be  amiss  to  point  out  at 
this  time  another  aspect  of  the  situation.  As  will  be  shown  later,  Guillet 
has  also  ascribed  very  favorable  tensile  properties  to  zinc  alloyed  with 
aluminum,  and  his  tests  were  made  with  worked  material  (both  rolled  and 
drawn).  In  fact,  in  reading  the  Uterature  one  cannot  avoid  the  impres- 
sion that  aluminum,  or  aluminum  in  combination  with  copper,  when 
alloyed  with  zinc  produces  a  superior  type  of  material,  at  least  from  the 
standpoint  of  mechanical  properties. 

On  the  other  hand,  we  can  refer  very  positively  to  cases  of  failure 
due  unmistakably  to  the  presence  of  aluminum  in  the  metal.  Such 
failures  are  of  the  nature  of  weakening  or  even  disintegration  under 
extreme  atmospheric  conditions,  or  similar  effects  in  greatly  exaggerated 
form  under  artificially  induced  conditions  such  as  exposure  to  wet  steam. 
Bigg  and  Morse^  have  reported  exposure  experiments  using  steam  at 


*  Beitrag  zur  Kenntnis  der  Aluminium-Zink-Legierungen.     IrUemcU,  Zeiisckr.  fur 
MetaUog,  (1916)  8,  101-178. 

*  Effecta^of ^Impurities  in  Spelter  on  Slush  Castings.     Trans,  Am.  Inst.  Metals 
(1015)  9,  £3. 
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ordinary  atmospheric  pressure  with  cast  zinc-aluminum  alloys  contain- 
ing a  rather  high  percentage  of  aluminum  (20  per  cent.)  and  made  from 
various  grades  of  spelter.  They  encountered  cracking,  swelling,  and  even 
crumbling  in  the  case  of  those  alloys  made  from  common  spelter,  while 
no  such  results  occurred  in  the  case  of  alloys  made  from  high-grade  spelter. 
Failures  of  zinc-base  die  castings  containing  aluminum  have  been  reported 
a  number  of  times  and  yet  in  a  recent  test  we  exposed  a  thin  walled  die- 
casting  containing  (6-6^  per  cent,  tin,  2^^  per  cent,  copper,  and 
^  per  cent,  aluminum)  to  steam  for  more  than  a  week  without  sensible 
alteration. 

We  have,  however,  a  record  of  remarkable  failures  in  the  case  of  zinc 
foil  (0.008  in.  thick)  rolled  in  the  laboratory  from  seven  small  castings  con- 
taining from  0.01  to  0.5  per  cent,  of  aluminum.  After  a  24-hr.  treatment 
in  wet  steam,  all  of  these  except  the  first  became  noticeably  brittle  and 
those  containing  only  a  few  himdredths  or  a  few  tenths  of  a  per  cent,  of 
aluminum  had  blackened,  blistered,  swollen,  and  in  general  become  so 
brittle  that  they  broke  in  mere  handling. 

Similar  tests  were  made  with  foil  containing  various  additions  of  lead, 
copper  and  cadmium  (separately)  but  britUeness  of  this  sort  was  not 
encountered  in  any  case. 

Further  tests  were  made  on  thin  zinc  strip  rolled  according  to  the 
usual  practice  in  the  mill  from  Horse  Head  slabs  alloyed  so  as  to  contain 

1  per  cent,  of  copper  +  1  per  cent,  of  aluminum,  1  per  cent,  of  copper  -h 

2  per  cent,  of  aluminum,  and  3  per  cent,  of  copper  +  1  per  cent,  of  alumi- 
num. All  of  this  material  blackened,  swelled,  and  became  brittle.  A  few 
tests  were  then  made  with  an  aluminum  alloy  prepared  from  a  sample  of 
extremely  pure  zinc.  The  failures  again  occurred  but  in  less  pronounced 
form  than  was  the  case  with  less  pure  alloys  of  similar  composition. 

It  seems  fairly  evident  that  the  deterioration  of  these  alloys  is  primarily 
a  specific  property  of  the  binary  system  zinc-aluminum  within  certain 
concentration  limits  an  the  zinc  side,  but  that  the  presence  of  certain 
impurities  accelerates  the  action. 

Bauer  and  Vogel's  equilibrium  diagram  indicates  two  possible  ex- 
planations: 

1.  That  it  is  due  primarily  to  the  chemical  action  of  water- vapor  on 
the  compound,  AlsZus,  present  in  these  allo3rs. 

2.  That  it  is  due  to  volume  changes  associated  with  the  transforma- 
tion of  the  compound  into  the  two  solid-solution  phases  (saturated  zinc- 
rich  solution  containing  0.75  per  cent.  Al  +  saturated  aluminum-rich 
solution  containing  25  per  cent,  zinc)  which  occurs  at  256^  C. 

While  we  cannot  go  into  this  matter  exhaustively,  the  fact  that  heat 
treatment  alone  does  not  produce  disintegration  and  the  additional  fact 
that  in  cases  of  half-way  or  uncompleted  disintegration  perfectly  good 
material  is  found  in  the  interior  of  the  sample  {i.e.,  the  action  pro- 
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ceeds  from  the  surface  inwards)  determine  our  preference  for  the  first 
explanation. 

In  order  to  avoid  any  possible  misconception  as  to  the  general  behavior 
of  nine  and  aluminum  in  combination,  it  should  be  emphasized  that  the 
disintegration  just  described  does  not  occ^ur,  nor  would  it  be  expected,  in 
the  case  of  alloys  containing  very  high  percentages  of  aluminum.  For 
example,  the  compound  AlsZns  does  not  occur  in  an  alloy  composed  of 
80  per  cent,  aluminum  +  20  per  cent,  zinc,  but  the  zinc  remains  in  soUd 
solution  in  the  aluminum.  ^  An  alloy  of  this  sort  behaves  well  in  compari- 
son with  commercial  aluminum  when  subjected  to  corroding  influences. 
Any  one  interested  in  this  subject  will  find  much  valuable  information  in 
Bauer  and  Vogel's  paper. 

Returning  again  to  the  discussion  of  Schulz's  paper,  we  note  that  his 
tests  of  the  copper  alloys  likewise  indicate  considerable  improvement  in 
the  mechanical  properties.  There  is  a  gradual  increase  in  hardness  with 
the  copper  content  and  likewise  a  gradual  increase  in  strength.  For 
•  example,  the  1  per  cent,  alloy  has  a  Shore  hardness  of  16  and  a  tensile 
strength  of  about  8500  lb.  per  sq.  in.,  while  the  4  per  cent,  alloy  has  a 
hardness  of  27  and  a  tensile  strength  of  about  18,500  lb.  per  sq.  in.  Fur- 
thermore, it  is  stated  that  copper  is  effective  in  refining  the  grain  of  cast 
zinc*  Except  for  a  certain  type  of  shortness  ("Kurzbruchigkeit'O 
with  the  higher  copper  contents,  the  author  finds  copper  the  most  suitable 
material  to  choose  for  the  purpose  of  improving  the  quality  of  cast  zinc. 
He  thereupon  proceeds  to  utilize  the  toughening  property  ascribed  to 
aluminum,  by  combining  the  previously  specified  limiting  quantity  of  3 
per  cent,  of  this  metal  with  enough  copper  to  raise  the  tensile  strength  to 
the  desired  value. 

Thus,  a  zinc  alloy  containing  3  per  cent,  of  aluminum  and  2  per  cent, 
of  copper  gives  a  tensile  strength  of  about  10,000  lb.  per  sq.  in.  while  one 
with  3  per  cent,  of  aluminum  and  6  per  cent,  of  copper  gives  nearly  26,000 
lb.  per  sq.  in.  It  is  stated  that  these  alloys  can  be  poured  so  as  to  produce 
a  fine  grain  and  that  they  have  no  pronounced  tendency  to  unsoundness. 

The  latter  alloy  virtually  represents  the  outcome  of  the  author's 
efforts  to  produce  a  highly  improved  cast  zinc.  He  considers  that  it  com- 
pares with  the  more  expensive  copper-brass  alloys  very  much  in  the  same 
way  that  cast  iron  compares  with  steel,  i.e.,  it  is  described  as  an  eminently 
suitable  material  for  many  purposes,  although  perhaps  not  adapted  to 
general  use  as  a  material  of  construction. 

The  last  part  of  Schulz's  paper  deals  with  the  improvement  of  zinc 
by  mechanical  and  thermal  treatment,  viz.,  by  rolling,  drawing,  and 
extruding,  chiefly  the  latter. 


•  We  have  not  found  this  to  be  strictly  the  case  in  our  own  experiments  using 
Horse  Head  spelter  as  a  base. 

VOL,  uuv. — ^21. 
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The  process  of  rolling  is  cited  merely  as  a  well-known  example  of  the 
efficacy  of  thorough  working  at  suitable  temperatures  in  bringing  about 
far-reaching  improvement  of  the  properties  of  the  metal.  '^As  a  result 
of  this  rolling  into  sheet,  when  conducted  properly,  the  metal  zinc, 
ordinarily  so  weak  and  brittk,  becomes  transformed  into  a  material 
possessing  a  tensile  strength  of  27,000  to  35,000  lb.  per  sq.  in.  and  a 
percentage  elongation  of  15  to  18." 

The  properties  of  good  extruded  zinc  (presumably  "Raffinadezink") 
are  summarized  as  follows: 

Yield  point  faintly  marked  at  about  17,000  lb.  per  sq.  in. 

Ultimate  tensile  strength  at  23,000-26,000  lb.  per  sq.  in. 

Percentage  elongation  (100  mm.?),  20-60. 

Brinell  hardness^  40-50. 

Precautions  as  to  soundness  of  the  billet,  temperature  of  extrusion 
and  relation  of  size  of  billet  to  size  of  extruded  rod  are  essential  in  order 
to  attain  the  above  desirable  characteristics. 

On  heating  an  average  sample  of  extruded  rod,  coarse  crystallization- 
occurs  rapidly  at  a  temperature  in  the  neighborhood  of  180-200^  C, 
and  slowly  at  somewhat  lower  temperatures.  The  author  concludes  that 
extrusion  in  this  temperature  region  will  produce  inferior  metal  and  the 
properties  of  a  sample  of  this  sort  are  reported  as  follows:  ultimate 
tensile  strength,  16,500  lb.  per  sq.  in.;  percentage  elongation,  7;  Brinell 
hardness,  41. 

The  author  states  that  it  is  possible  by  rolling  in  grooved  rolls  to 
produce  zinc  rod  whose  properties  approximate  those  of  extruded  zinc. 
Thus  the  following  properties  are  ascribed  to  rolled  rod  45  to  55  mm.  in 
diameter:  ultimate  strength,  20,000  to  21,500  lb.  per  sq.  in.;  percentage 
elongation,  20  to  35;  Brinell  hardness,  44  to  52. 

Finally,  the  effect  of  allo3dng  with  copper  has  been  studied  in  relation 
to  both  rolled  and  extruded  zinc  and  the  following  comparisons  of  prop- 
erties are  given: 


Extruded  Zino 

Containing  1  Per  Cent. 

Copper 


Ultimate  tensile  strength, 

lb.  per  sq.  in. 

Percentage  elongation 

Brinell  hardness 


33,000 
43 
72 


Rolled  Zinc 
Containing  1  Per  Cent. 
Copper 


28,500 
31 
62 


Extruded  Zinc 

Containing  2  Per  Cent. 

Copper 


32,000 
27 
64 


The  paper  by  Guillet  and  Bernard  describes  work  undertaken  in  the 
effort  to  produce  an  alloyed  zinc  in  rolled  or  extruded  form  which  would 
satisfactorily  replace  certain  copper  alloys.  These  authors  enjoyed  the 
co5peration  of  ^'La  Soci^t^  de  la  Vieille  Montague"  in  rolling,  of  "Lem 
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Fonderies  des  Usines  de  Dion  Bouton"  in  casting,  and  ''La  Soci6t6 
du  Duralumin"  in  drawing,  which  established  very  favorable  conditions 
for  the  experimental  working  and  testing  of  these  alloys. 
Six  types  of  material  were  investigated : 
"(a)  Pure  zinc  (Pb  =  0.^)  and  ordinary  zinc  (Pb  =«  1.0) 
(6)  Ordinary  zinc  +  1,  2,  3  or  5  per  cent,  aluminum. 

(c)  Ordinary  zinc  +  1,  2,  4  or  6  per  cent,  copper. 

(d)  Ordinary  zinc  +  2  per  cent,  aluminum  +  2,  4,  6,  8  per  cent, 
copper . 

(e)  Ordinary  zinc  +  4  per  cent,  aluminum  +  2,  4,  6,  8  per  cent, 
copper. 

(J)  Ordinary  zinc  +  8  per  cent,  aluminum  +  4  per  cent,  copper 
(German  type  of  alloy)." 

The  aiithors'  smnm  try  of  tests  is  given  in  Table  5. 

No  adequate  description  of  any  of  these  tests  is  given.  In  particular 
we  deplore  the  lack  of  infonnation  as  to  the  detaUs  of  the  shock  tests 
and  the  significance  of  the  values  given  for  resilience.  The  authors 
merely  cite  the  type  of  sample  and  machine  "Eprouvette  Mesnager, 
mouton  Guillery"  used. 

The  extruded  alloys  are  superior  to  the  rolled  alloys,  particularly 
with  respect  to  ductility.  Furthermore,  some  alloys  which  could  not  be 
rolled  were  successfully  put  through  tha  press  (Nos.  9,  10,  13  and  14). 
No  attempt  was  made  to  roll  alloys  16-20  inclusive  (see  Table  5). 

The  auth6rs  sought  particularly  to  obtain  a  zinc  substitute  for  a  brass 
showing  the  following    properties: 


Ultimate  TenaUe  Strength. 
Lb.  per  8q.  In. 

Percentage  Elongation 

Reailienoe 

40,000-45.500 

25-30 

3-5 

They  were  partly  successful  with  (1)  an  extruded  alloy  containing 
97.6-98  per  cent,  zinc  (1-1.2  per  cent,  lead)  and  1.6-2  per  cent,  copper, 
which  gave  an  ultimate  strength  of  42,500-44,000  lb.  per  sq.  in.,  a  per- 
centage elongation  of  27-28,  and  a  resilience  of  2;  and  with  (2)  an  extruded 
alloy  containing  abut  8  per  cent  aluminum  and  4  per  cent  copper,  which 
gave  an  ultimate  strength  of  61,000  lb.  per  sq.  in.  and  an  elongation  of 
24  per  cent. 

Considerable  attention  was  paid  to  the  question  of  homogeneity  in 
the  extruded  material.  Brinell  impressions  were  not  equiaxial  and  the 
rods  showed  a  poorly  distributed  longitudinal  fiber. 

The  temperature  of  rolling  and  extrusion  was,  in  general,  125-130**  C. 
This  was  selected  after  rather  elaborate  tests  of  hardness  and  resilience 
at  elevated  temperatures;  and  a  combination  of  maximum  hardness 
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Table  5. — Summary  of  Mechanical  Tests  on  Zino^uminum" 


No. 

of 

Alloy 


CompoBition  by  AnalysiB 


Zn 


Al 


1 

98.84 

2 

97.80 

3 

95.93 

4 

95.47 

5 

93.10 

6 

97.95 

7 

97.52 

8 

94.67 

9 

92.36 

10 

89.83 

11 

94.79 

12 

93.31 

13 

90.85 

14 

88.31 

15 

99.43 

16 

92.60 

17 

90.83 

18 

88.96 

19 

87.18 

20 

86.60 

Trace 
1.12 
2.51 
3.11 
5.76 
0.07 


Trace 

2.01 

2.18 

2.23 

2.24 

•   ■  »   ■ 

4.45 
4.45 
4.41 
4.41 
8.53 


Cast  Alloys 


Ultimate 

Strength,* 

Lb.  per 

Sq.  In. 


Brinell  Hardness, 
Diam.  of  Impres- 
sion with  10  Mm. 
Ball  and  1000  Kg. 
Load 


Ultimate 

Strength.* 

Lb.  per 

Sq.  In. 


1.707 
3.215 
8.904 
9.673 


5.206 
10.895 
17.538 
25.219 

3,499 
15,362 
17.438 
20,952 

2.176 
12.232 
23.327 
22.189 
24.323 
23.754 


5.18-5.13 
4.15-^.35 
4.45-4.25 
4.40-4.30 
4.10-4.13 

4.20-4.25 
4.20-4.25 
3.95^.03 
3.90-3.85 
3.65-3.65 
3.78-3.68 
3.55-3.50 
3.40-3.50 
5.80-6.10 
4.01-^.81 
3.80-3.90 
3.50-3.60 
3.60-3.40 
3.47-3.40 


23,754 
18.775 
31.292 
32,999 
33.905 
31.150 
32.715 
43.383 


30.297 
45.650 


20,767 


*  Test  specimens,  13.8  mm.  in  diam.     Test  section.  100  mm.  long. 
^  Test  specimens.  9.4  mm.  in  diam.     Test  section,  68  mm.  long. 


Elongation  and  reduction  of 


and  resilience  was  the  criterion  used  to  define  the  most  favorable  tempera- 
ture. The  curves  indicate  that  the  hardness  would  continue  to  decrease 
beyond  the  maximum  temperature  used  (200®  C),  but  the  resilience 
with  most  of  the  aUoys  rose  rapidly  from  room  temperature  to  a  high 
value  at  about  100**  C.  which  thereafter  changed  only  slightly. 

Nothing  whatever  was  written  relative  to  the  technique  of  rolling 
or  extrusion. 

We  have  already  remarked  upon  the  striking  examples  of  disintegra- 
tion produced  by  aluminum  in  thin  zinc  sheet,  upon  exposure  to  wet 
steam.  Since  Guillet  and  Bernard  have  called  particular  attention  to 
the  favorable  mechanical  properties  of  an  alloy  containing  6  per  cent,  of 
aluminum  in  rod  form  we  will  refer  again  briefly  to  this  subject. 

While  we  have  no  knowledge  of  exposure  tests  made  with  relatively 
thick  material  of  this  composition,  the  fact  that  the  disintegration  works 
from  the  surface  inwards  and  that  even  thin  sheet  lasts  a  long  time  in 
a  moist  atmosphere  at  ordinary  temperature  (many  samples  which  be- 
came hopelessly  brittle  after  24  hr.  in  wet  steam  behaved  fairly  well  in 
laboratory  storage,  although  at  the  end  of  6  months  deterioration  was 
plainly  evident)  leads  us  to  believe  that  such  material  in  rod  form  (with 
a  relatively  high  volume  to  surface  ratio)  would  not  become  seriously 
affected  even  after  long  periods  of  time  under  ordinary  conditions.     How- 
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corp'per  AUoys,  aa  Caat^  RoUed  and  Extruded.    {Ouittet  et  Bernard) 


Rolled  Ban 

Extruded  Rod 

Elonm- 
iiott.Per 
Cent,  in 
68  Mm. 

Per  Cent. 

Reduction 

of  Area 

Brinell 
Hardnees 

Resilience 
(Rhook 
Teat) 

Ultimate* 

Strength, 

Lb.  per 

Sq.  In. 

Elonca- 
tion.Per 
Cent,  in 
68  Mm. 

Per  Cent. 

Reduction 

of  Area 

Brinell 
Hard- 
neat 

Recilience 

(Shock 

Test) 

34.50 
1.47 
4.40 

14.70 
2.94 
1.47 
1.47 
7.35 

79*.  1 
4.2 
8.3 

23.9 
8.3 
4.2 
4.2 

38.0 

•  •  •  • 

•  •  ■  • 

4.2 
8.3 

■  •  •  • 

•  •  •  • 

85.3 

•  •  ■  ■ 

•  •  •  ■ 

•  tt  •  • 

•  •  tt  ■ 

•  •  •  • 

5.25-5.25 
4.40-4.80 
4.35-1.36 
4.40-4.40 
4.50-4.40 
3.00-3.90 
-3.80-3.86 
3.85-3.80 

1.87 
1.87 
1.25 
1.87 
1.87 
1.87 
1.87 
1.25 

■  t  •  • 

•  «  •  • 

1.87 
1.26 

•  •  •  • 

•  •  •  • 

1.87 

•  •••,. 

■  •   •  • 

•  •  ■  • 

•  •  •  • 

•  •  •  • 

29.301 

36.740 
35.281 
39.258 
39.258 
43.383 
47.650 
51.206 
61.345 
45.658 
53.197 
48.788 
54.619 
21,905 
46,939 
51,206 
51.206 
52.201 
50,779 

30.8 

•  •  ■  • 

26.4 

25.0 

26.4 

19.1 

27.9 

22.0 

10.2 

1.4 

8.8 

16.1 

1.4 

2.9 

44.0 

16.1 

11.0 

13.2 

8.8 

24.2 

66.8 

•  •  •  • 

59.0 
47.6 
42.9 
65.5 
56.6 
68.3 
14.3 
6.2 
18.2 
20.1 
8.3 
6.2 
84.5 
22.0 
18.2 
14.3 
10.3 
39.x 

4.90 
4.20 
4.30 
4.70 
4.20 
4.30 
3.90 
3.90 
4.20 
3.65 
3.60 
3.80 
3.80 
3.50 
5.45 
3.90 
3.62 
8.55 
3.65 
3.75 

2.5 
2.5 
2.5 
2.5 
1.9 
1.9 
1.9 
1.6 
1.2 

1.2 

1.47 
4.40 

3.60-8.65 
3.50-3.50 

1.9 
1.2 
1.2 

1.2 

4.70 

5.75-5.65 

2.5 
1.9 

1.2 

1.2 

1.2 

1.2 

area  ■•  approdmatdy  0  in  these  samples. 

ever,  before  selecting  any  of  the  zinc-rich  zinc-aluminum  alloys  it  would 
seem  advisable  to  carefully  consider  the  type  of  service  required  and  until 
the  evidence  is  clearer  on  the  above  point,  we  would  prefer  to  advocate 
the  use  of  a  copper  alloy  as  a  general  thing. 

2.   Properties  and  Behavior  of  Zinc  from  a  Theoretical 

Point  of  View 

In  this  section  of  the  paper  it  is  proposed  to  deal  with  some  of  the 
characteristics  of  zinc  from  a  more  or  less  theoretical  metallographic 
standpoint. 

It  is  self-evident  that  the  properties  of  a  metal  are  primarily  deter- 
mined by  its  constitution  and  modern  metallographic  research  is  tending 
more  and  more  definitely  to  ascribe  a  form  of  constitution  to  the  pure 
metals  which  gives  abundant  opportunity  for  keen  speculation  as  to 
their  probable  behavior  under  different  conditions.  We  refer  to  the 
so-called  amorphous  theory  which  in  its  simplest  elements  proposes  that 
the  crystalline  grains  of  which  a  metal  is  composed  do  not  come  directly 
in  contact  with  one  another  but  are  surrounded  by  a  thin  layer  or  film 
of  metal  in  a  non-crystalline  state,  and  that  when  the  crystalline  grains 
are  permanently  deformed  by  mechanical  action  thin  films  of  non-crys- 
talline material  are  formed  along  the  planes  of  translation  or  slip  within 
the  grain  substance. 
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Thus,  we  must  consider  the  properties  of  even  the  simplest  metallic 
substance — a  pure  metal — ^with  relation  to  the  combined  behavior  of 
these  two  kinds  of  material. 

So  much  has  lately  been  written  on  the  amorphous  theory  that  we 
can  properly  refrain  from  any  lengthy  discussion  of  the  subject.  In 
fact,  we  desire  only  to  point  out  some  of  the  simple  deductions  from  the 
theory  which  apply  to  zinc  and  for  this  purpose,  we  will  make  free  use  of 
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Fig.  2. — Cohesion-temperatubb  cuhves  of  amorphous  and  cbtstaujnb  phases 

OP  ANY  If  BTAi^     (Jeffries,) 

Jeffries'  recent  paper,  "Effect  of  Temperature,  Deformation  and  Grain 
Size  on  the  Mechanical  Properties  of  Metals,  "^  with  the  comment  that 
this  brings  the  subject  quite  up  to  date  and  gives  the  principal  sources 
of  earlier  information. 

A   large  part  of   Jeffries''  theoretical   reasoning  is  based  on  his 
conception  of  the  manner  in  which  the  cohesion  of  the  amorphous  and 
the  crystalline  phases  change  with  the  temperature,  as  represented  by 
t  he  accompanying  diagram  (Fig.  2). 


^  Trans.  (1919)  60,  474. 
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In  explanation  of  this  diagram, 'we  quote  Jeffries*  as  follows:  ''The 
curve  traced  by  a  continuous  line  represents  the  change  in  cohesion  of  the 
amorphous  phase  with  change  in  temperature.  The  cohesion  is  substan- 
tially zero  at  the  melting  point  of  the  metal  and  increases  as  the  tempera- 
ture decreases,  reaching  a  maximum  at  absolute  zero.  The  dotted  curve 
represents  the  change  in  cohesion  of  the  crystalline  phase  with  change 
in  temperature.  The  crystalline  phase  disappears  and  changes  into  the 
amorphous  phase  when  the  metal  is  melted.  On  cooling  from  above  the 
melting  point,  the  crystalline  phase  forms  during  solidification  and  im- 
mediately at  the  melting  temperatiu'e  its  cohesion  assumes  a  finite  value 
many  times  greater  than  that  of  the  amorphous  phase  at  the  same  tem- 
perature. On  cooling  below  the  melting  point,  however,  the  crystalline 
phase  increases  in  cohesion  at  a  very'much  slower  rate  Jbhan  the  amor- 
phous phase.  At  some  temperature  between  the  melting  point  and  ab- 
solute zero  (in  most  metals  not  far  from  0.35  to  0.45  of  the  absolute 
melting  point)  the  cohesion  of  the  crystalline  phase  will  be  the  same  as 
that  of  the  amorphous  phase.  This  temperature  I  have  called  the  'equi- 
cohesive  temperature.'  It  corresponds  in  most,  if  not  all,  metals,  to 
the  lowest  equiaxing  temperature  of  the  severely  cold-worked  metal. 
Just  as  the  equiaxing  temperatiu'e  of  the  metal  is  increased  with  decrease 
in  the  time  of  heating,  the  apparent  equi-cohesive  temperature  increases 
as  the  time  of  applying  the  load  by  which  the  cohesion  is  measured  is 
decreased.  If  a  metal  is  deformed  above  the  equi-cohesive  temperature 
and  kept  at  that  temperature,  the  grains  will  not  remain  permanently 
deformed,  but  will  equiaxe;  the  properties  of  the  metal  will  be  different 
after  equiaxing.  If,  however,  the  grains  are  deformed  below  the  equi- 
cohesive  temperature,  they  will  remain  permanently  distorted.  Below 
the  equi-cohesive  temperature,  the  amorphous  phase  has  not  only 
greater  cohesion  than  the  crystalline  phase  but  its  cohesion  increases 
much  faster  with  decrease  in  temperature. " 

As  noted  above,  Jeffries  has  discovered  that  the  temperatiu'e  of  equal 
cohesion  of  the  crystalline  and  amorphous  phases  is  virtually  identical 
with  the  earliest  temperature  of  recrystallization  from  a  strain-hardened 
condition.  This  makes  it  comparatively  simple  to  determine  this  im- 
portant temperature,  or  at  least  to  get  a  good  idea  of  its  approximate 
location. 

Without  describing  in  detail  the  author's  handliag  of  his  experimental 
material,  we  may  state  that  his  explanation  of  the  properties  determined 
at  various  temperatures  with  copper,  iron,  and  tungsten  after  deformation 
at  various  temperatures,  constitute  a  most  convincing  demonstratio  n  of 
the  validity  of  the  principal  theoretical  contentions. 

In  particular,  he  arrives  readily  at  an  explanation  of  the  increas  e  in 

^^^^— ^M^^^—  ■  ■  ^—  ■■■■  ■■■■  ■■■■  ■—     ■■■  ^— ^^^^.^^M^— M^— ^^^M^i^^^^^  I     ^        ■  ■        ■■  m^^m^t^  ■        "^  -■■■  ■  -^■■■■M 

s  The  Metallography  of  Tungsten.     Trans,  (19  19)  60,  622. 


328  ROLLED   ZINC   STRIP  AND  DRAWN   ZINC   ROD 

I 

ductility  of  copper  wires,  first  discovered  by  Beilby,  which  is  obtained  by 
testing  at  low  temperatures  after  drawing  at  higher  temperatures. 

This  behavior  apparently  classes  under  a  generalization  that  the 
strength  and  ductility  of  material  worked  below  the  equi-cohesive  tem- 
perature will  increase  as  the  temperature  of  test  decreases  below  the 
temperature  of  cold-working. 

This  particular  point  has  not  been  tested  out  in  the  case  of  zinc  and  it 
is  relatively  of  less  importance  in  the  zinc  field  than  in  most  other  branches 
of  metal-technology  because  the  normal  range  of  working  zinc  lies  at  or 
close  to  the  equi-cohesive  temperature  instead  of  far  below  it  as  in  the 
case  of  copper,  brass,  etc.,  and  this  temperature  is  not  far  above  the  tem- 
perature of  appUcation  of  the  metal  as  imposed  by  natural  circumstances. 
Thus  we  cannot  make  use  of  the  improved  properties  which  might  result 
from  working  zinc  just  below  the  equi-cohesive  temperature  and  using 
the  metal  far  below  the  temperature  in  question. 

The  general  bearing  of  the  location  of  the  equi-cohesive  temperature 
on  the  properties  of  metals  seems  to  be  of  the  utmost  importance.  If  the 
temperature  is  below  the  atmospheric  temperature,  as  in  the  case  of  lead, 
the  familiar  and  useful  t3rpe  of  hardening  and  strengthening  by  strain 
(mechanical  working)  cannot  take  place  because  spontaneous  recrystaUi- 
zation  will  occur.  Apparently  we  know  no  metals  in  which  the  crystaUine 
and  amorphous  values  of  cohesion  are  both  very  high  and  equal  at  low 
temperatures.  The  tendency  of  the  grain  fragments  in  a  strain-hardened 
metal  to  coalesce  and  grow  under  the  influence  of  crystallographic  forces 
and  perhaps  surface  tension,  while  specific  in  any  given  material,  seems 
to  be  of  about  the  same  general  order  of  magnitude  in  the  different  metals, 
so  that  it  overcomes  the  rigidity  of  the  enveloping  amorphous  material 
when  the  latter  reaches  a  certain  d^ree  of  plasticity;  which  may  occur 
at  a  very  low  temperature,  as  in  the  case  of  lead,  or  at  an  extremely  high 
temperature,  as  in  the  case  of  tungsten. 

In  the  case  of  zinc,  it  occurs  at  a  moderately  low  temperature  and 
from  the  nature  of  the  properties  entailed,  we  believe  that  this  tempera- 
ture of  equal  cohesion  in  the  case  of  zinc  occurs  at  a  relatively  high  value 
of  specific  cohesion. 

In  other  words,  the  strong  crystallographic  forces  in  zinc  are  able  to 
operate  against  relatively  rigid  amorphous  envelopment.  Practically 
considered,  this  would  determine  a  high  degree  of  usefulness  in  the  sense 
that  in  spite  of  a  low  temperature  of  recrystallization  and  equal  cohesion 
a  fair  amount  of  strain  hardening  should  be  possible  within  the  limited 
temperature  region  available  for  cold  working. 

Thus,  we  have  raised  the  tensile  strength  from  20,000  lb.  per  sq.  in., 
its  value  in  annealed  (coarsened)  material  up  to  nearly  40,000  lb.  per  sq.  in. 
in  the  case  of  thin  samples  rolled  from  common  spelter  (tested  across  the 
grain) . 
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The  following  may  be  said  relative  to  the  location  of  the  equi-cohe- 
sive  temperatures  in  pure  zinc  and  alloyed  zinc: 

We  have  made  hundreds  of  annealing  tests  on  zinc  to  which  practi- 
cally all  of  the  ordinary  metals  have  been  added  singly  and  in  many  forms 
of  combination  up  to  low  values  of  concentration,  such  as  would  permit 
practical  rolling  of  the  product.  In  these  tests,  carried  out  primarily 
for  the  purpose  of  determining  the  softening  characteristics  of  different 
kinds  of  alloyed  zinc,  slabs  ^  in.  thick  were  broken  down  hot  in  lab- 
oratory rolls  to  a  thickness  of  about  }^  in.  and  then  finished  with 
water-cooled  rolls  using  very  light  reductions  to  avoid  heating  to  a  final 
thickness  of  0.020  in.  The  softening  characteristics  were  fuUy  investi- 
gated by  annealing  for  periods  of  5, 15,  30,  60  and  300  min.  and  1  week  at 
the  temperatures;  50^  76^  100^  125^  150**,  200^  260^  300^  360**  and 
400^  C.  The  scleroscope  furnished  a  convenient  and  rapid  means  of 
following  the  softening  characteristics. 

The  presentation  and  analysis  of  this  mass  of  data  would  require 
altogether  too  much  space  but  some  pertinent  conclusions  may  be  offered, 
viz. : 

Very  pure  zinc  (containing  0.004  per  cent,  of  lead  and  0.005  per  cent, 
of  iron)  cannot  be  rolled  at  room  temperature  so  as  to  retain  any  appre- 
ciable amount  of  strain  hardening.  As  the  rolling  progresses,  the  casting 
grain  gradually  becomes  refined  quite  according  to  the  early  succession  of 
structures  shown  in  Plate  II  although  this  illustration  is  taken  from  a 
common  grade  of  metal  broken  down  hot  according  to  the  universal 
practice  in  zinc  rolling  mills.  At  the  finish  the  metal  possesses  a  rather 
fine  equiaxed  grain  which  is  illustrated  in  Fig.  A  of  Plate  I.  (The  grain 
diameter  is  in  the  neighborhood  of  0.02  mm.). . 

If  precautions  are  taken  to  keep  the  metal  and  the  rolls  cold,  the 
rolled  sheet  will  show  an  increase  in  hardness  of  a  few  Shore  units  above 
that  of  fully  annealed  metal. 

The  above  observations  do  not  indicate  that  the  recrystallization-  or 
equi- cohesive  temperature  is  below  room  temperature,  say  20**  C,  because 
there  must  be  some  internal  heating  of  the  metal  during  rolling,  so  that 
the  equiaxed  structure  is  produced  at  a  temperatiu*e  somewhat  above  this 
value.  Annealing  tests  check  this  conclusion,  as  softening  on  anneal 
begins  at  some  40^  or  50^  C.  and  short  or  long  periods  of  anneal  produce 
about  the  same  effect. 

The  equi-cohesive  temperature  of  pure  zinc  is  thus  in  the  neighbor- 
hood of  40^  C. 

Practically  all  metals  raise  the  equi-cohesive  temperature  of  zinc 
even  when  added  in  very  small  quantities,  i.e.,  amounting  to  tenths  of  a 
per  cent.  This  may  not  be  manifested  in  the  form  of  an  elevated  soften- 
ing temperature  but  it  is  at  least  evident  in  the  increased  hardness  of  the 
roDed^sheet. 
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The  precise  effects  of  the  different  elements  vary  in  this  respect. 
Thus,  lead  alone  gives  a  harder  sheet  which  softens  at  low  temperatures; 
cadmium  gives  a  very  much  harder  sheet  which  also  softens  at  low  tem- 
peratures but  in  a  measure  is  considerably  dependent  upon  the  period  of 
anneal;  the  metals  of  the  iron  group  widen  the  range  of  softening  necessi- 
tating quite  high  temperatures  for  a  full  anneal;  magnesium  is  very 
effective  in  hardening  and  raising  the  softening  temperature  but  it  also 
seriously  embrittles  the  sheet ;  copper  is  effective  in  raising  the  hardness 
and  also  in  raising  the  softening  temperature  when  present  near  the 
limit  of  its  solid  solubiUty  in  zinc  (some  2  per  cent.) ;  the  hardening  effect 
of  aluminum  is  later  offset  by  (chemical)  softening  and  disintegration  as 
previously  pointed  out. 

Sheet  rolled  from  a  common  spelter  containing,  say  0.75  per  cent, 
of  lead,  0.33  per  cent,  of  cadmium  and  0.01  or  0.02  per  cent,  of  iron 
will  show  a  Shore  hardness  of  30,  as  against  15  for  the  very  pure  zinc 
and  will  require  more  than  a  week  for  a  full  anneal  at  100^  C.  Its 
equi-cohesive  temperature  in  all  probability  lies  50°  C.  above  that  of 
the  pure  zinc. 

Since  the  equi-cohesive  temperature  of  pure  zinc  is  not  far  above  room 
temperature,  i.e.,  the  temperature  at  which  the  metal  must  stand  service, 
and  since  this  condition  makes  it  impossible  to  maintain  the  metal  in  a 
strain-hardened  condition  without  keeping  it  artificially  cooled,  we  must 
turn  to  an  impure  or  alloyed  zinc,  possessing  a  higher  equi-cohesive  tem- 
perature, if  we  desire  to  roU  permanent  temper  into  the  metal.  Thus, 
from  a  practical  point  of  view,  the  most  important  effect  of  alloying  on  zinc 
is  the  possibility  which  it  opens  of  hardening  the  metal  more  or  less  as 
copper,  brass,  etc.,  are  hardened  by  cold  working.  The  possibilities  are, 
indeed,  Umited  in  this  respect,  but  sufficiently  marked  to  be  of  use. 
More  information  on  this  subject  will  be  given  in  the  later  sections  of  this 
paper. 

Another  characteristic  of  zinc  which  can  be  most  readily  appreciated 
when  reviewed  from  the  standpoint  of  the  amorphous  theory  is  its  capac- 
ity to  yield  more  readily  under  slowly  applied  stresses  than  under  rapidly 
applied  stresses.*  The  amorphous  phase  in  a  metal  not  far  removed 
from  its  equi-cohesive  temperatwe,  i.e.,  in  zinc  at  atmospheric  tempera^ 
tures,  is  conceived  to  be  of  a  plastic  nature.  While  it  might  readily 
yield  under  a  steadily  applied  stress  and  permit  the  enclosed  crystals  to 
deform  it  would  be  more  resistant  to  the  same  stress  applied  more  rapidly 
just  as  pitch  or  heated  glass  would  behave  under  similar  circumstances. 
At  lower  temperatures  its  internal  friction  increases  and  it  becomes 
stiffer,  however  the  load  is  applied. 

A  general  effect  of  alloying  is  to  stiffen  the  amorphous  phase  so  that 


*  Cf .  Martens,  Meyer  and  other  authors  reviewed  in  the  first  part  of  this  paper. 
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plastic  flow  is  less  prooounced  under  the  same  temperature  conditions. 
A  good  illustration  of  this  is  seen  in  the  stress-defomiation  curves  of  Fig. 
14.  The  Horse  Head  rod  (No.  1)  etretches  more  under  a  given  stress 
applied  at  a  given  rate  than  the  alloyed  rods,  all  tested  at  room  tempera- 
ture, which,  however,  is  nearer  the  equi-cohesive  temperature  in  the  case 
nf  Horse  Head  rod  than  in  the  case  of  the  other  rods.     A  brass  rod  would 


FiO.  3. — Apparatus  tor  tensilb  tebtino  at  elevated  tempekatureh. 

stretch  less  under  the  same  conditions  primarily  because  it  would  be 
still  further  removed  from  its  equi-cohesive  temperature.  Here  the 
efiFect  of  rate  of  loading  would  become  prominent  only  in  tests  at  ele- 
vated temperatures. 

Stiffness  is  as  a  rule  a  desired  property  in  rod  material  and  pure  zinc 
is  therefore  likely  to  be  less  sati^actory  in  this  respect  than  alloyed  or 
impure  zinc.  The  conditions  may  be  quite  different  in  the  case  of  metal 
intended  for  preea  work.  Much  data  will  be  given  in  a  later  section  on 
the  effect  of  rate  of  forming  cups  of  the  Erichsen  type  using  different 
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kinds  of  zinc.  Here,  Horse  Head  metal  has  shown  a  decided  superiority 
over  all  other  tjrpes  tested. 

Considerable  interest  is  attached  to  the  behavior  of  metals  when 
tested  at  elevated  temperatures.  We  have  already  referred  to  tensile 
data  of  this  sort  in  the  case  of  zinc.^^  Similar  tests  have  been  made  in 
the  Palmerton  laboratory.  Two  kinds  of  material  were  used  (1)  a  com- 
mon zinc  containing,  by  analysis,  0.37  per  cent,  of  lead,  0.016  per  cent, 
of  iron  and  0.04  per  cent,  of  cadmium;  (2)  a  relatively  pure  zinc  containing 
0.065  per  cent,  of  lead,  0.018  per  cent,  of  iron  and  no  cadmium.  Both 
metals  were  in  a  strain-hardened  condition,  the  former  showing  a  sderoe- 
copic  hardness  of  27  and  the  latter  23-24.  Photomicrographs  of  the 
respective  samples  are  given  in  Figs.  B  and  C  of  Plate  I. 

A  photograph  of  the  set-up  used  in  these  tests  is  given  in  Fig.  3.  -Very 
Uttle  description  is  necessary  to  make  this  clear.  The  furnace  contained 
a  wire-wound  electric  heating  element  with  windings  spaced  so  as  to  give 
I  flat  thermal  gradient,  and  considerable  heat  insulating  packing  between 
this  and  the  outside  shell.  The  test  specimen  was  about  15  in.  long, 
the  central  two-thirds  of  which  was  located  in  the  furnace  tube  at  the 
start  of  the  test.  The  hot  junction  of  the  carefully  calibrated  thermo- 
couple was  fixed  in  contact  with  the  specimen  as  shown.  The  cold  junc- 
tion, wrapped  around  the  bulb  of  the  thermocouple,  was  kept  in  a  thermos 
bottle. 

Table  6. — Tensile  Data  from  Tests  an  Zinc  Strip  ai  Elevated  Temperor 

tures 

{Average  of  three  to  six  iesU) 


No.  I  Strip  (Common)  0.066  In.  Thick 


No.  2  Strip.  (Hone  Head)  0.066  In.  Thick 


With  Grain 


AcroM  Grain 


With  Grain 


AcroBs  Grain 


Tempera- 
ture. 
Degreea 


Ultimate 

Strength, 

Lb.  per 

Sq.  In. 


Peroenta^e 

Elongation 

in  2  In. 


Ultimate 

Strength, 

Lb.  per 

Sq.  In. 


Percentage 
Elongation 


Ultimate 

Strength. 

Lb.  oer ' 

Sq.  In. 


Percentage 
Elongation 


Ultimate 
Strength. 
Lb.  per 
Sq.  In. 


Pecentafte. 
Elongation 


28 

23 

25 

50 

76 

100 

110 

116 

126 

130 

136 

140 

146 

160 

160 

176 

200 


29.862 

26.067 
22.162 
17,383 

16.675 
14.233 
12.400 
13.967 
11.026 

11,476 

9.714 
9,343 


42.5 

•  •      V      • 

47.3 
61.7 
67.2 

•  «   •   • 

68.6 
78.2 
81.0 
78.3 
68.7 

•  •  •  • 

69.6 

•  •   •   ■ 

47.7 
41.9 


38.800 
30.676 
24325 
19.760 


17.926 
16.622 
16.312 
16.376 
14,380. 
16,800 

14,600 
13,300 


a  •  a  a 
•  •  ■  • 

31.2 
34.6 
37.4 
39.4 


41.0 
43  .D 
32.6 
46.1 
29.3 
83.6 

•  •  •  « 

20.8 
19.0 


20.575 


15.700 
13.000 
10.800 
11.120 
10.150 
9.986 

9.976 

8.906 
8.587 
8.265 
8.400 
6.610 


78.9 


63.8 
63.0 
68.2 
71.2 
76.6 
67.6 

66.7 

64.0 
63.4 
60.7 
48.1 
46.0 


28.200 

21.850 
17.417 
15.000 
14.176 
14.600 
15.150 


ZUO  V.4)«<>  «1.V  lO.OUU  IV. U  O.OIU  40.U  J 

^*  Data  supplied  by  Martens  is  given  earlier  in  this  paper  (see 


13.520 

13.375 
10.400 


41.2 

63.2 
46.6 
60.5 
46.7 
41.6 
34.4 


22.6 

23.2 
19.1 


Table  8). 
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26  60  76  100  126  160  175 

Temperature  of  Specimen  in  Degree*  Centigrade 

Fio.  4. — ^Tensile  strength  of  rolled  «inc  at  elbyated  temperatures. 
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Specimens  were  milled  in  the  center  to  give  a  test  section  ^  in.  wide 
and  a  little  more  than  2  in.  long.  The  material  tested  was  0.055  in. 
thick.  Heating  of  the  specimens  to  the  desired  temperature  before  pull- 
ing required  from  5  to  15  min.,  depending  upon  the  temperature.  The 
pulling  speed  was  0.285  in.  per  min.    The  results  are  given  in  Table  6. 

Curves  showing  the  change  of  strength  and  elongation  with  the  tem- 
perature may  be  seen  in  Figs.  4  and  5,  respectively. 


50  75  100  125  150  ITS         200 

Temperature  of  Specimen  in  Degrees  Centigrade 

-DUCTILITT    or   BOLLED    ZINC    AT   VARIOUS   TEMPERATURES. 

It  is  observed  that  the  strength  of  both  kinds  of  zinc  decreases  through- 
out the  temperature  range  of  testing.  This  would  be  expected  on  the 
ground  that  both  the  amorphous  and  the  crystaUine  phases  decrease  in 
cohesion  as  the  temperature  increases.  The  fracture  is  transcrystalline 
throughout  the  series,-  showing  that  even  at  the  higher  temperature, 
200°  C,  the  cohesion  of  the  amorphous  metal  has  not  decreased  sufficiently 
to  cause  fracture  at  the  grain  boundaries  under  the  given  conditions  of 
loading. 

There  is  a  perceptible  change  in  the  rate  of  decrease  of  strength  with 
the  temperature  at  about  100°  C.  in  the  case  of  the  Horse  Head  material 
and  somewhat  higher  in  the  case  of  the  less  pure  material.  This  doubt- 
less has  to  do  with  recrystallization  in  the  metal  during  the  test. 

Turning  to  the  temperature-dongation  curves,  we  observe  that  the 
change  in  this  temperature  region  is  much  more  pronounced.    Thus,  the 
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elongation,  in  general,  increases  with  the  temperature  owing  to  increasing 
plasticity  as  long  as  the  amorphous  material  can  be  freely  formed  by  a 
breakdown  of  the  grain  substance  during  the  test,  reaching  its  maximum 
just  below  the  point  where  spontaneous  recrystallization  can  first  occur 
in  the  severely  deformed  (highly  stretched)  material  but  thereafter  de- 
creasing to  correspond  with  the  tendency  for  recrystalhzation  to  occur 
at  an  early  stage  of  deformation  (after  moderate  stretching)  if  the  tem- 
perature is  high  enough,  i.e.,  the  lower  the  degree  of  deformation,  the 
higher  the  recrystallization  temperature. 

The  conditions  for  high  static  ductility  in  zinc  are:  (1)  Uniformity 
of  quaUty  (absence  of  segregation  of  impurities),  (2)  very  fine  grain  or 
amorphization  to  a  high  degree,  (3)  a  moderately  elevated  temperature. 

We  take  exception  to  the  conclusions  of  earlier  authors  that  the  maxi- 
mum  ductiUty  and  low  strength  shown  in  the  tensile  test  at  some  100^- 
150**  C.  are  proper  criteria  to  use  in  specifying  the  best  conditions  for  all 
sorts  of  working.  Thus,  there  is  no  point  in  raising  the  temperature 
of  zinc  to  get  extremely  high  ductility  at  a  sacrifice  of  strength  if  the 
operation  in  hand  requires  the  metal  to  resist  high  stresses  while  chang- 
ing its  form  as  in  deep  drawing  operations.  In  reality,  the  results  of  the 
static  test  have  little  bearing  on  such  questions  as  will  be  pointed  out  in 
a  later  section  of  this  paper. 

3.  Effect  of  Obdinary  Rolling  Variables  on  Zinc  as 

Compared  with  Copper  and.  Copper-base  Alloys 

« 

The  following  quotation  from  Jeflfries"  will  serve  as  an  introduction  to 
this  subject.  It  represents  a  normal  transition  from  theory  to  practice 
and  summarizes  what  a  metallographist  would  be  incUned  to  consider 
the  vital  element  imderl3dng  the  commercial  working  of  zinc:  "Cast 
zinc,  or  worked  zinc  made  coarse  grained  by  a  high  temperature  anneal, 
may  be  brittle  at  room  temperature  and  workable' at  160°  C,  and  after 
this  working  the  ductiUty  at  room  temperature  wiU  be  greater  than  before 
working.  It  is  now  known  that  this  increase  in  ductility  of  zinc  is  due  to 
a  substitution  of  a  fine-grained  structure  for  the  coarse-grained  one.  It 
is  known  that  150°  C.  is  above  the  annealing  temperature  of  worked  zinc 
and  consequently  in  the  hot  working  region.  The  refinement  of  the  grain 
in  zinc  by  working  at  100°  to  150°  is  analogous  to  the  breaking  down  of 
the  coarse  grains  in  a  steel  ingot  by  working  above  a  red  heat.'' 

Perhaps  we  should  add,  although  this  has  also  been  well  enough 
brought  out  in  the  contemporaneous  Uterature,  that  coarse-grained  zinc 
is  specifically  brittle  because  a  crystal  tends  to  separate  along  a  cleavage 
plane  when  called  upon  to  bear  stress  operating  unfavorably  against  it, 
and  that  fine-grained  zinc  is  not  brittle  because  of  intergranular  reinf  or6e- 

»  Trans.  (1919)  eo,  594 


S36  HOLLED   ZINC   STRIP  AND   DRAWN   ZINC   ROD 

ment  with  more  or  less  plastic  amorphous  material  and  because  of  the 
support  which  any  unfavorably  located  crystal  derives  from  its  numerous 
neighbors,  otherwise  orientated,  and  hence  capable  of  withstanding  the 
stress  in  question. 

This  condition  carried  to  an  extreme  would  render  the  metal  conglom- 
erate practically  isotropic,  i.e.,  its  properties  would  be  quite  independent 
of  any  directional  element  in  the  method  of  testing.  This  is  exactly  the 
explanation  commonly  accepted  to  account  for  the  superior  shock- 
resisting  qualities  of  a  sted  casting  in  which  the  grain  has  been  refined  by 
heat  treatment  as  compared  with  a  casting  in  its  untreated  (coarse- 
grained) form. 

Coarse-grained  copper  and  brass  do  not  manifest  this  form  of  weak- 
ness; because  the  crystal  slips  or  slides  rather  than  parts  along  a  cleavage 
— or  more  properly  slip-plane — whatever  the  intensity,  direction,  or  rate 
of  application  of  the  stress  (within  reasonable  limits). 

Fine-grained  zinc  is  also  characterized  by  movements  of  slip,  rather 
than  cleavage,  under  all  ordinary  conditions  of  deformation  or  loading, 
i.e.,  it  is  a  useful  materiid  in  the  same  sense  that  copper  and  brass  are 
useful  materials. 

We  may  add  here  that  its  highest  degree  of  utility  in  this  sense  is 
attained  when  the  average  grain  diameter  measures  0.02-0.04  mm.  This 
is  the  order  of  grain  size  obtained  in  pure  ^%2  brass  by  annealing  at 
450®  to  650®  C.  after  hard  rolling.^*  Brass  usually  shows  its  best  drawing 
properties  when  somewhat  coarser  grained  than  this,  i.e.,  after  anneal  at  a 
higher  temperature. 

As  the  grain  size  of  zinc  increases  beyond  the  upper  limit  given  above, 
the  characteristic  "cry"  can  be  detected  by  sharp  bending  (or  shearing) 
close  to  the  ear.  This  "cry"  may  be  utilized  as  a  rough  test  to  indicate 
poor  drawing  characteristics.  The  "  cry  "  can  be  heard  without  difficulty 
in  rather  undesirably,  coarse-grained  sheet. 

The  process  of  rolling  strip  zinc  is,  in  its  mechanical  features,  similar 
to  the  familiar  process  of  roUing  a  flat  brass  bar  ultimately  into  a  long 
coiled  strip  of  thin  metal. 

The  same  variables  come  into  play,  viz.,  soundness  of  the  casting, 
rolling  reductions  and  number  of  passes,  speed  of  operating  the  rolls, 
lubrication,  surfacing  of  rolls,  continuity,  and  efficiency  of  handling,  etc. 

In  addition,  the  question  of  temperature  is  important  and  for  the  best 
results  rigorous  control  of  these  various  factors  in  their  relation  to  one 
another  is  far  more  important  than  in  the  rolling  treatment  of  brass. 

There  are  these  important  differences  between  the  rolling  of  zinc  and  of 
brass,  for  example  : 

"  W.  H.  Baasett  and  C.  H.  Davis:  A  Comparison  of  Grain-size  Measurements 
and  BrineU  Hardness  of  Cartridge  Brass.     Trans.  (1919)  60,  428. 
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In  the  latter  case,  a  wide  range  of  temper  can  be  obtained  simply  by 
varying  the  degree  of  cold  reduction  after  the  last  anneal,  viz.,  the  tensile 
strength  may  be  more  than  doubled  whereby  the  percentage  elongation 
falls  from  a  high  value  to  almost  nothing. 

In  the- former  case,  the  possibilities  of  varying  the  temper  in  this  way 
are  much  more  limited.  We  find  it  desirable  to  divide  this  product 
simply  into  two  classes;  hard-rolled  strip  and  medium  hard-rolled  strip. 
The  hard-rolled  strip  will  show  a  tensile  strength  as  high  as  40,000  lb. 
per  sq.  in.  (minimum  in  a  test  specimen  cut  parallel  to  the  direction  of 
rolling  and  maximum  in  a  specimen  cut  at  right  angles  to  the  direction  of 
rolling).  The  medium  hard-rolled* strip  will  test  in  the  neighborhood  of 
30,000  lb.  per  sq.  in.  There  is  no  such  drop  m  elongation  as  occurs 
with  brass.  In  fact,  good  hard  metal  should  stretch  from  30  to  50  per 
cent,  in  2  in.  and  it  is  only  with  very  impure  grades  of  spelter  that  trifling 
values  of  elongation  are  obtained.  The  elongation  is  always  greater  in 
samples  cut  with  the  grain  than  in  samples  cut  at  right  angles  to  the 
direction  of  rolling.  ' 

The  microstructure  of  a  typical  specimen  of  medium  hard-rolled  strip 
is  shown  in  Fig.  B  of  Plate  I  and  that  of  typical  hard-rolled  metal  in  Fig. 
D  of  the  same  plate. 

The  soft  tempers  in  brass  are  obtained  by  annealing  hard-rolled  metal 
at  various  temperatures  between  460°  and  760**  C.  In  this  way,  the  hard 
metal  is  softened  for  further  rolling  and  the  product  is  brought  into  a 
suitable  condition  of  temper  for  a  variety  of  cold-working  operations 
such  as  deep  drawing,  stamping,  etc.  No  such  treatment  is  permissible 
in  the  case  of  zinc.  The  metal  can  be  made  structurally  equivalent  to 
annealed  brass  but  this  must  be  done  directly  by  rolling,  i.e.,  the  metal 
must  leave  the  rolls  in  this  condition.  The  structure  of  typical  soft- 
rolled  metal  of  Horse  Head  quality  is  shown  in  Fig.  A  of  Plate  I,  and  the 
structure  which  is  ordinarily  obtained  in  the  earliest  stages  of  annealing 
hard-rolled  metal  is  shown  in  Fig.  E.  It  is  observed  that  very  large 
grains  have  grown  in  places  after  this  brief  anneal  of  1  min.  in  boiling 
Water.  The  structure  and  drawing  properties  are  quite  different  from 
those  represented  by  Fig.  A  although  the  hardness  is  about  the  same. 

From  what  has  been  written  in  the  previous  section  it  should  be  quite 
evident  that  soft  rolling  of  different  grades  of  zinc  cannot  be  conducted 
in  precisely  the  same  manner,  chiefly  owing  to  the  influence  of  impurities 
on  the  recrystallization  temperature.  Thus,  we  have  distinguished  be- 
tween a  soft  equiaxed  metal  of  Horse  Head  quality,  as  represented  in 
Fig.  A  of  Plate  1,  and  a  soft  equiaxed  metal  containing  several  tenths  of 
1  per  cent,  of  lead.  This  is  represented  by  the  last  figure  of  the  plate. 
While  the  properties  of  these  two  soft  strips  are  similar  in  some  respects, 
the  longitudinal  banding,  which  is  so  prominent  in  the  leaded  material, 
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(Horse  B,  Medium  hard-rolled  strip  Einc  con- 

taining 0.2-0.3  per  cent,  lead,  0.03  per 
cent,  cadmium  and  0.01  per  cent.  iron. 


E.  Hard-rolled  strip  annealed  1  min.  in      F.  Soft-rolled  strip.    Analysis  as  above. 

boiling  water. 
Plate  I. — Structdhal  ttpes  of  strip  zinc.     Samples  etched  with  an  aqdeoub 

BOLOTIOJJ  OF  CHftOmC  ACID  AND  SODIUM  SULFATE.        X  250. 
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A.  Slab  A.     As  cast. 


C.   Slab  D.     37   J 


E.  Slab   G.    85   per  cent,  total  be-    F.  Slab   U.    87   per  cent,  i 

DwcTiON.     X  100.  DtrcnoN.     X  100. 

Plate  II, — Grain  rbunino  of  iinc  bt  rolling.     Samples  etched  with  ai 


bolled  zinc  strip  and  drawn  zinc  rod 


C.  Slab  K.    95.5  peh  cent,  total  re-     D.  i 


E.  Slab  N.     98,8  per  cent,  total  re-    F.  Sl.ib  0. 

DUCTION. 

Plate  III. — Hard  and  soft  rolling  of  btbip  zinc.     Samples  etched  with 

F  CHROiaC  ACID  AM)  SODIUM  SULFATE.      X  250. 
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I  AMD  75°  C.     X  250. 


E.  Ttfjcal  of  all  anneals  at  150°  C.     F.     Typical  o 

X  250. 
Plate    J V.—Un annealed   and    anneal 

ETCRbD  WITH  AN   AQUEOUS  SOLUTION  O 


:   STRIP    AND    DRAWN    ZINC   HOD 


?.  Typical  op  unakkealbd  stoc 

ANNEAUS   ■KT  50   AND   75°    C;    AND 
.    OR     30-MIN.     ANNEALS     AT     100° 


?.     Stbccture     represented    by     D,    F.    Typical  of  all  a 
3ut  at  lower  maonification.    x  20.  x  250. 

Plate  V. — A  and  B  reprehekt  hard-rulled  strip  zinc;  C,  D,  E  and  F,  medium 
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AT  125°  C.     B.  Typical  o 


C.    UN ANNEALED 


E.  Unannealed  stock.  F.   Ttpical  of  . 

to  300°  C.     X  260. 
Plate  VI. — A  akd  B  repkesbnt  uediom  babd-rolled  strip  hnc;  C  and  D, 

BOFT-BOLLED    STRIP    ZINC)    E    AND    F,    DEAD    aOrr-BOLLED    STRIP    IINC    (HoRBE    HeaD 
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constitutes  a  certain  source  of  weakness  and  is  largely  responsible  for 
the  superiority  of  the  Horse  Head  strip  product. 

It  may  be  well  at  this  point  to  state  that  our  tests  and  direct  obser- 
vations have  been  made  principally  on  the  so-called  strip  product.  There 
is  another  form  of  rolling,  called  pack-rolling,"  which  offers  a  better 
opportunity  for  an  even  distribution  of  the  impurities  present  in  common 
grades  of  spelter.  We  have  made  numerous  examinations  of  pack- 
rolled  sheet  and  have  observed  much  variation  in  the  quantity  and  dis- 
tribution of  the  fiber.  It  may  be  said  that  the  fiber  characteristics  of 
metal  of  Horse  Head  purity  after  rolhng  to  a  long  strip  without  crosswise 
rolling  at  the  finish  are  certainly  not  inferior  to  those  of  pack-rolled 
zinc  of  ordinary  purity. 

In  pack-rolhng,  the  finishing  gage  of  the  various  sheets  composing 
a  pack  is  more  or  less  out  of  control  and  rigid  requirements  in  this  respect 
are  difficult  to  meet.     No  such  difficulty  is  experienced  in  strip  rolling. 

Thus,  strip-rolling  of  a  sufficiently  pure  grade  of  zinc  appears  to 
offer  the  advantage  of  producing  a  long  strip  of  metal  true  to  gage  and 
substantially  equiaxed  in  its  structural  characteristics. 

In  order  to  illustrate  the  important  process  of  grain  refining  by  strain 
and  spontaneous  anneal  during  the  rolling  process,  a  partial  summary 
of  rolling  data  with  correlated  tensile  data  and  micrographs  has  been 
prepared.  The  numerical  values  are  given  in  Table  7  and  the  micro- 
graphs in  Plates  II  and  III.  The  appearance  of  the  fractured  surfaces 
of  the  test  pieces  is  fairly  well  indicated  in  Fig.  6. 

With  the  aid  of  this  illustrative  material,  the  principal  features  of  the 
process  may  be  made  clear  in  a  few  words. 

Fig.  A  of  Plate  II  represents  the  structure  of  the  cast  slab.  After 
rolling  to  a  total  reduction  in  thickness  of  some  50  per  cent,  the  coarse 
casting  grain  has  become  gradually  refined  through  the  stages  represented 
by  Figs.  B,  C  and  D  of  this  plate  and  also  B,  C  and  D  of  Fig.  6;  so  as  to 
yield  a  structure  which  corresponds  to  a  very  satisfactory  condition  of 
strength  and  ductility  (compare  Table  7).  The  fracture  at  this  point, 
as  shown  at  E^  Fig.  6,  indicates  uniformity  of  grain  and  it  is  at  this  stage 
that  the  longitudinal  sainples  first  stretch  and  contract  after  the  manner 
of  highly  ductile  material  (see  Table  7).  The  microstructure  of  slab  E 
is  not  shown,  but  from  E  to  G,  the  latter  represented  by  Fig.  E  of  Plate  II, 


"  In  pack  rolling  the  slabs  are  first  broken  down  or  roughed  by  rolling  each  slab 
singly  and  always  in  the  same  direction  down  to  a  thickness  of,  say,  0.1  in.  It  is  then 
cut  cross  wise  into  a  number  of  pieces  which  are  made  into  a  pack  and  rolled  together 
through  a  large  number  of  passes,  all  at  right  angles  to  the  previous  direction  of  rolling 
(roughing)  until  the  required  gage  is  reached.  During  rolling  the  pack  is  split  and 
rearranged  a  number  of  times  owing  to  more  rapid  elongation  of  the  top  and  bottom 
sheets.  The  number  of  sheets  in  a  pack  depends  upon  their  original  dimensions  and 
the  gage  desired  at  the  finish. 


C.    n.    UATHSWSON,   C.    B.   TREWIN    AND   W.    H.    FINKELDBT  345 

there  is  little  change  in  grain  size,  while  Buch  change  in  mechanical  prop- 
erties as  occurs  is  probably  due  to  the  decreasing  thickness  of  the  test 
piece.  It  may  be  pointed  out  in  this  connection  that  samples  from  slab 
F  (9.385  in.  thick)  when  milled  down  to  the  thickness  of  slab  K  (0.057  in. 
thick)  gave  substantially  the  same  average  value  of  tensile  strength  as 
before  but  only  about  half  the  original  ductility.  Thus,  without  accurate 
knowledge  of  the  relation  between  thickness  and  ductility,  grain  size  and 
ductility  cannot  be  properly  correlated  in  thie  set  of  teats. 


r   BROBBN    TB8T    riBCBB    TO    INDICATE    PftOORESB  OT    GRAIN 

REFINING   IN    HNC    AS   ROLLING    PROCBBD9   FROM    ONE    8TAOB   TO   ANOTHER.  "  WiTH  " 

INDICATES    A   TEST    PIECE    COT    PARALLEL   TO    DIBBCTION    OP   ROLLIHO    AND  "across" 
A  BFECIUEN  CUT  AT  RIGHT  ANGLES  TO  DIRECTION  OP  ROLUNO, 

The  average  diameter  of  the  grain  shown  in  Fig.  E  of  Plate  II  (slab 
G)  is  approximately  0.04  mm. 

From  G  to  X  (Table  7)  the  rolling  was  calculated  to  produce  a 
harder  temper.  Thifl  is  indicated  after  the  first  st^e  (G  to  H)  by  the 
appearance  of  strain-hardening  in  the  grain  structure  as  shown  in  Fig,  F. 
The  stage  from  J  to  /  was  marked  by  non-uniformity.  Some  parts  of 
the  metal  are  hard,  as  represented  by  Fig.  A  of  Plate  III  and  other  parts 
are  soft,  according  to  Fig.  B  of  the  same  plate.  The  structure  of  slab 
K  indicates  very  hard  metal  (Fig.  C). 
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Table  7. — Diversified  Rolling  from  Cast  Slab  to  Thin  Strip.    Partial 

Summary  of  Rolling  Data  and  Tensile  Properties.*    Average 

Composition  of  Metal  Pb  -  0.37  Per  Cent.,   Fe  -  0.023 

Per  Cent,     Cd  -   0.04    Per   Cent. 


Mierograph 

Thick- 
ness, 
Inch 

Per  Cent. 

Total 
Reduction 

1 

Ultimate  Tensile  , 
Strength! 

Percentage 

Elongation  in 

2  inches 

Reduction  of 
Area 

SUb 
Letter 

Longi- 
tudinal. 
Lb.  per 
Sq.  In. 

Trans- 
verse. 
Lb.  per 
Sq.  In. 

1 

Longi- 
tudinal 

Tran»- 
verse 

Longi- 
tudinal 

Trans- 
verse 

A 

B 

c 

Plate  II.  Fie.  A 
Plate  II.  Fig.  B 

1.250 
1.062 
0.034 

0.782 
0.625 
0.385 
0.100 
0.162 
0.105 

0.070 
0.057 
0.038 
0.024 
0.014 
0.000 

0.0 
15.0 
25.0 

37.0 
50.0 
60.0 
85.0 
87.0 
01.0 

04.0 
05.5 
07.0 
08.0 
08.8 
00.2 

60.0 

1.880 

6.046 

12.210 

16.550 
17.720 
18.280 
10.340 
10.610 
22.716 

23.875 
27.040 
21.350 
20.830 
30.560 
33.010 

17.030 

1.834 

7.560 

15,320 

17.800 
10.660 
20.440 
21,800 
26.880 
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Plate  III.  Fig.  B 
PUte  III.  Fig.  F 

30.1 
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SlabF 
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*  As  the  metal  was  sampled  only  after  specified  passes,  the  full  rolling  schedule  is  not  shown  above. 
Temperature  date  are  also  omitted.    All  tebulated  values  represent  averages  from  four  separate  teste . 
t  Rate  of  pulling  specimens  0.28  in.  per  min. 


From  KtoL  and  from  LtoM  the  metal  was  rolled  soft,  as  represented 
by  Fig.  D;  while  hard  rolling  was  used  at  the  finish  as  represented  by 
Figs.  E  and  F.  The  latter  corresponds  to  an  average  tensile  strength 
(with  and  across  the  grain)  of  38,000  lb.  per  sq.  in.,  an  average  elongation 
of  27  per  cent,  in  2  in.,  and  an  average  reduction  of  area  of  28. 

4.  Static  Properties  of  Soft,  Medium,  and  Hard  Strip  Zinc  Before 

AND  After  Annealing 

In  beginning  our  study  of  the  mechanical  properties  of  rolled  sine  at 
the  Palmerton  laboratory  we  endeavored  to  obtain  data  of  the  conven- 
tional kind  and  also  additional  data  which  might  seem  of  value  by  way 
of  revealing  any  unusual  or  interesting  behavior  of  the  metal. 

The  earliest  tests  embraced  tensile  strength,  elongation,  reduction  of 
area,  hardness,  cold  bending,  ductility  by  the  Erichsen  method,  and 
temper  by  a  form  of  apparatus  which  measured  the  tendency  of  a  strip 
to  straighten  out  after  being  wound  around  a  mandrel.  Some  figures 
derived  from  these  tests  have  already  been  given  and  it  is  proposed  to 
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give  a  selection  of  others  dealing  with  the  various  kinds  of  material 
both  unannealed  and  annealed  in  this  section  of  the  paper.  The  temper 
tests  are  not  included  as  their  indications  have  not  proved  of  particular 
value. 

Recently  we  have  developed  a  form  of  testing  ductility  dynamically 
which  is  likely  to  be  of  great  value  in  our  study  of  the  drawing  properties 
of  zinc.     Discussion  of  these  results  has  been  reserved  for  the  next  section. 

Before  entering  into  a  detailed  consideration  of  the  effect  of  annealing 
on  the  physical  properties  of  zinc  strip  perhaps  it  would  be  well  first  to 
touch  briefly  on  certain  main  points  of  difference  between  its  annealing 
characteristics  and  those  of  some  of  the  other  common  strip  materials. 

We  have  already  observed  that  a  strain-hardened  zinc  strip  has  a  low 
recrystallization  temperature.  The  exact  temperature  is  dependent  to  a 
great  extent  upon  its  purity  as  well  as' upon  the  character  of  the  rolling 
treatment  the  strip  has  received  during  its  production.  The  ordinary 
hard-rolled  zinc  strip  found  on  the  market  manufactured  from  a  "com- 
mon" grade  of  spelter  will  first  soften  rapidly  and  completely  at  a  tem- 
perature somewhere  in  the  neighborhood  of  100®  to  150°  C,  while  zinc 
strip  of  Horse  Head  quality  if  not  already  equiaxed  will  recrystallize  well 
below  100°  C.  Then  again  there  are  changes  produced  in  the  mechanical 
properties  of  strip  zinc  on  annealing  which  would  hardly  be  expected 
in  view  of  experience  gained  in  annealing  other  metals  such  as  copper, 
brass,  aliuniniun,  etc.  For  example,  the  ductility  of  thin  hard-rolled 
(70-30)  brass,  as  measured  by  an  Olsen  cupping  machine,  is  greatly 
improved  by  anneal  at  450°  C.  and  the  ductility  will  continue  to  increase 
with  the  annealing  temperature  until  a  temperature  of  at  least  650°  C.  is 
reached.  Just  the  opposite  effect  is  to  be  noticed  on  annealing  hard- 
rolled  strip  zinc.  An  anneal  at  any  temperature  between  its  recrystal- 
lization temperature  and  its  melting  point  will  bring  its  ductility  down  to 
some  30-60  per  cent,  of  the  original  unannealed  value. 

The  present  annealing  experiments  were  carried  out  on  the  four  kinds 
of  thin  zinc  strip  (0.010  in.  thick)  previously  described  in  an  earUer  part 
of  this  paper,  i.e.  (1)  hard-rolled,  (2)  medium  hard-rolled  (3)  soft  rolled, 
(4)  dead  soft  roUed  (Horse  Head  quality). 

The  average  chemical  composition  of  (1),  (2),  and  (3)  is  Pb  0.26  per 
cent.,  Fe  0.02  per  cent.,  Cd  0.08  per  cent.,  while  that  of  (4)  is  Pb  0.06 
per  cent.,  Fe  0.02  per  cent.,  Cd  none.  These  various  kinds  of  strip  zinc 
were  annealed  in  an  oil  bath  at  temperatures  of  50°,  75°,  100°,  125°, 
150°,  225°  and  300°  C;  and  for  periods  of  5  min.,  30  min.,  1  hr.,  and  5  hr. 
at  each  of  the  annealing  temperatures.  The  temperatures  were  measured 
with  a  carefully  calibrated  base-metal  thermocouple. 

In  addition  to  the  mechanical  tests,  careful  microscopic  examinations 
of  the  unannealed  and  annealed  materials  were  made.  The  photo- 
micrographs appearing  in  Plates  IV,  V,  and  VI  were  selected  as  being 
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representative  of  the  various  types  of  microstructures  developed  on 
annealing  the  four  kinds  or  '' tempers"  of  strip  zinc  under  consideration. 

As  a  knowledge  of  the  microstructures  of  these  various  products  is 
essential  to  a  clear  and  proper  understanding  of  the  results  of  the  mechan- 
ical tests  we  think  it  advisable  to  begin  with  a  description  of  the  changes 
which  are  effected  in  the  internal  structure  of  the  metal  by  annealing. 

First  of  all,  the  preparative  technique  may  be  briefly  described  as 
follows:  The  rolled  surface  of  the  zinc  strip  is  sufficiently  smooth  to 
render  the  usual  rough  polishing  stages  of  preparation  on  files  and  emery 
papers  quite  unnecessary.  The  specimen  is  polished  on  each  of  four 
disks  rotating  horizontally  at  fairly  slow  speeds.  The  first  two  disks 
are  covered  with  canvas,  the  third  with  broadcloth,  and  the  fourth  with 
a  jeweler's  polishing  cloth  known  as  '' Syrette."  The  following  grades 
of  emery  powder,  named  in  the  order  in  which  they  are  used,  serve  as  the 
abrasive  material,  SFX,  SF3X,  SFIOX."  The  material  used  on  the 
fourth  wheel  is  a  very  fine  grade  of  emery  powder,  prepared  by  elutriat- 
ing SFIOX  emery,  previously  groimd  for  several  weeks  in  a  ball  mill. 
The  first  three  abrasives  are  applied  to  the  disks  in  the  form  of  a  thin 
mud  while  the  last  abrasive  in  the  form  of  a  heavy  suspension  is  sprayed 
on  the  disks  from  an  atomizer.  In  all  of  the  polishing  steps  the  disks 
are  kept  well  wet  with  water  and  the  abrasive  material  is  used  sparingly. 
It  is  important  to  note  that  care  should  be  taken  at  all  times  to  avoid 
excessive  pressures  in  handling  a  specimen  on  the  polishing  disks. 

After  cleaning  and  drying,  the  polished  specimen  is  etched  from  12 
to  20  sec.  in  a  solution  made  up  as  follows:  10  gm.  c.p.  chromic  acid 
(CrOs),  1.5  gm.  c.p.  sodium  sulfate  (anhydrous),  100  c.c.  water.  This 
etching  solution  was  developed  after  considerable  experimentation 
and  we  have  found  that  it  etches  most  types  of  rolled  or  cast  zinc 
satisfactorily. 

One  characteristic  of  most  of  the  photomicrographs  obtained  from 
rolled  strip  zinc  is  the  presence  of  rather  unsightly  bands  whose  dimen- 
sions and  frequency  are  directly  dependent  upon  the  fead  content  of  the 
metal.  Thus  it  may  be  seen  by  referring  to  the  micrographs  assembled 
in  these  plates  that  the  bands  are  much  less  prominent  in  the  Horse 
Head  metal  than  in  metal  rolled  from  common  spelter.  These  bands 
may  be  easily  developed,  apart  from  any  of  the  other  structural  charac- 
teristics, by  means  of  a  momentary  dip  in  concentrated  nitric  acid.  They 
have  nothing  to  do  with  the  surface  marks  made  on  the  metal  by  the 
rolls  but  represent  a  type  of  fiber  due  to  local  concentrations  of  lead. 

However,  they  give  a  very  exaggerated  picture  of  the  lead  content 

^*  These  grades  of  emery  powder  can  be  purchased  from  the  following  manu- 
facturers: SFX,  Oriental  Emery  Mills  Co.,  New  Haven,  Ct.;  SF3X  and  SFlOX, 
Washington  Mills  Emery  Co.,  North  Grafton,  Mass. 
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for  two  reasons:  (1)  Local  elevations  or  depressions  developed  by  etch- 
ing seldom  show  sharp  boundaries  but  shade  off  more  or  less  indefinitely 
into  the  surrounding  material,  particularly  in  the  case  of  soft  metals, 
and  under  almost  any  form  of  illumination  produce  an  exaggerated  effect. 
(2)  These  bands  are  not  wholly  composed  of  lead  but  probably  originate 
as  follows.  Zinc  containing  a  few  tenths  of  a  per  cent,  of  lead  first  freezes 
pure  or  substantially  pure  until  the  lead  content  has  increased  to  nearly 
1  per  cent.  This  portion  of  the  zinc  in  the  final  slab  would  be  free  from 
lead  and  any  consequent  bands.  During  the  next  stage  of  freezing,  the 
mother  liquor  separates  not  only  zinc  but  at  the  same  time  minute 
droplets^*  of  a  second  solution  (96.5  per  cent.  Pb  +  3.5  per  cent.  Zn) 
in  which  all  of  the  lead  is  concentrated.  At  the  end  of  this  stage  the 
slab  will  be  rigid  and  it  is  this  combination  of  zinc  and  lead  which  later 
rolls  out  into  bands.  The  third  and  fourth  -stages  of  freezing  occur 
within  the  little  droplets  of  the  lead-rich  solution,  and  of  course  do  not 
influence  its  position  in  the  slab  since  thid  has  already  been  fixed. 

Figs.  A  to  F,  Plate  IV,  and  Figs.  A  and  jB,  Plate  V,  illustrate  the  types 
of  structures  existing  in  unannealed  and  annealed  hard-rolled  strip. 
Fig.  A  of  Plate  IV  shows  a  severely  worked  type  of  structure  typical 
of  unannealed  hard-rolled  strip  as  well  as  of  the  same  material  annealed 
for  the  various  periods  of  time  previously  mentioned  at  temperatures 
of  60  or  75^  C,  viz.,  this  treatment  produces  no  appreciable  change  of 
structure  or  properties. 

On  annealing  hard-rolled  strip  for  5  min.  at  a  temperature  of  100^  C, 
the  structure  represented  by  Fig.  B  is  developed.  It  shows  a  few  large 
recrystallized  grains  in  a  matrix  of  material  of  the  worked  type  simOar 
to  that  shown  in  Fig.  A.  The  phenomena  of  grain  growth  are  clearly 
Ulustrated  in  Figs,  fi,  C  and  D.  At  an  annealing  temperature  of  10(9^  C, 
grains  will  apparently  start  to  grow  in  hard-rolled  strip  from  compara- 
tively few  centers.  On  annealing  for  longer  periods  at  the  Same  tem- 
perature, these  grains  continue  to  grow  at  the  expense  of  the  extremely 
fine-grained  hard-worked  material  and  perhaps  some  smaller  recrystal- 
lized grains.  The  growth  continues  until  finally  the  boundaries  of  the 
large  growing  grains  meet,  and  although  grain  growth  does  not  entirely 
cease,  this  «tage  marks  the  cessation  of  rapid  growth  of  the  type  in 
question.  Further  growth  of  grain  will  be  accomplished  through  an 
absorption  of  the  smaller  and  weaker  grains  by  the  larger  and  stronger 
grains;  a  comparatively  slow  process  at  the  temperatiwe  of  100**  C.  in 
strip  of  this  type.  This  latter  statement  is  borne  out  by  the  fact  that 
after  an  anneal  of  30  min.  the  type  of  structure  shown  in  Figs.  C  and  D 


^*  The  little  dropletSi  while  usually  scattered,  frequently  concentrate  in  small 
areas  of  zinc  and  later  these  regions  roll  out  into  bands  of  intimately  mixed  lead  and 
zinc. 
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is  developed  and  continued  annealing  for  1  hr.  or  5  hr.  does  not  materially 
increase  the  grain  size. 

At  higher  annealing  temperatures,  recrystallization  starts  from  a 
greater  number  of  centers  and  we  have  a  resulting  structure  showing 
more  nimierous  grains  of  smaller  size.  The  developpient  of  structures 
revealing  decreased  grain  size  at  the  higher  annealing  temperatures 
holds  true  for  hard-rolled  zinc  strip  up  to  the  highest  temperatures  used 
in  our  annealing  experiments,  i.e.,  a  maximum  of  300^  C.  This  is  illus- 
trated by  Figs.  E  and  F,  Plate  IV,  and  Figs.  A  and  B,  Plate  V. 

The  phenomena  just  described  are  quite  in  line  with  JefiFries'^*  prin- 
cipal generalizations  dealing  with  selective  growth.  Thus,  the  coarsest 
grains  are  foimd  at  an  early  temperature  of  recrystallization  or  in  the 
equiaxing  range,  and  when  the  equiaxing  range  is  passed  rapidly,  as 
must  be  the  case  when  the  samples  are  dipped  directly  into  an  oil  bath 
at  a  high  temperature,  smaller  grains  are  formed.  Note  particularly 
the  small  grains  of  Fig.  B;  Plate  V  (anneal  at  300^  C.)  as  compared  with 
the  large  grains  of  Fig.  D,  Plate  IV  (anneal  at  100®  C).  We  desire  par- 
ticularly to  emphasize  the  fact  that  the  grain-growth  characteristics 
obtained  in  anneaUng  this  thin  sheet  are  of  the  selective  type.  This 
may  be  partly  due  to  the  thinness  of  the  sheet  ^^  but  it  is  doubtless,  to  a 
certain  extent,  specific  with  zinc.  The  graphical  aspect  of  this  situa- 
tion is  well  illustrated  in  the  ductility  curves,  for  example,  Fig.  9,  which 
show  a  drop  to  minimum  ductUity  corresponding  with  maximum  grain 
size  in  the  equiaxing  range. 

Turning  next  to  the  microstructures  of  the  imannealed  and  annealed 
medium  hard-rolled  zinc  strip,  as  illustrated  by  Figs.  C,  D,  E,  and  F, 
Plate  V,  and  Figs.  A  and  JB,  Plate  VI,  Fig.  C  shows  a  type  of  worked 
structure  representative  of  the  unannealed  material  and  of  strip  annealed 
for  the  four  periods  at  50°  and  75°  C,  also  for  the  5-  and  30-min.  periods 
at  100°  C.  Apparently  no  change  in  structure  has  taken  place  during  the 
above  annealing  treatment.  However,  after  the  1-hr.  and  5-hr.  anneals 
at  100°  C.  we  find  that  grains  have  started  to  grow  selectively  as  shown  in 
Figs.  D  and  E,  Plate  V.  The  growing  grains,  scattered  about  in  a  matrix 
of  fine-grained  strain-hardened  material,  can  be  seen  clearly  as  bright 
patches  in  Fig.  E,  Plate  V,  taken  at  a  magnification  of  X20.  The  develop- 
ment of  this  type  of  structure  has  already  been  dealt  with  under  the 
description  of  the  structiu*es  of  annealed  hard-rolled  strip  and  will  not 
be  discussed  again.  However,  in  this  connection,  it  is  important  to  note 
that  the  less  severely  strain-hardened  material,  ue.,  medium  roUed  strip, 
showed  no  selective  growth  when  annealed  at  100°  C.  until  exposed  for  1 


^*  Discussion  of  this  subject  is  in  Trans.  (1916)  54,  658,  and  succeeding  volumes. 
^'  C^ompare  Jeffries  {Trans,  56,  575)  in  this  connection. 
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hr.;  while  the  severely  strain  hardened,  i.e.,  hard-rolled  strip,  showed 
selective  grain  growth  after  a  5-min.  anneal  at  this  t^nperature. 

An  anneal  for  a  period  of  5  min.  at  a  temperature  of  125^  C.  developed 
the  coarse-grained  structure  shown  in  Fig.  F,  Plate  V,  and  Fig.  A,  Plate 
VI.  Complete  recrystallization  has  taken  place  with  the  grains  growing 
selectively  and  completing  their  stage  of  rapid  growth  within  5  min. 
Further  annealing  for  periods  of  30  min.,  1  hr.  and  5  hr.  brought  about  no 
appreciable  growth  of  grain. 

As  in  the  case  of  hard-rolled  strip,  anneals  of  medium-rolled  strip  at 
the  higher  temperatures  up  to  300°  C.  result  in  decreased  grain  size.  Fig. 
B,  Plate  VI,  illustrates  the  structure  obtained  after  annealing  at  a  tem- 
perature of  225°  C.  The  decrease  in  grain  size  is  clearly  evident  when 
Figs.  A  and  B,  Plate  VI,  are  compared.  In  the  case  of  medium  hard- 
rolled  strip,  however,  the  grain  size  produced  by  an  anneal  at  300°  C.  is 
not  as  small  as  would  be  the  case  with  hard-rolled  strip  annealed  at  the 
same  temperature.  The  reason  for  this  doubtless  lies  in  the  fact  that  at 
a  given  high  temperature  reciystallization  starts  from  a  greater  number  of 
centers  in  the  case  of  the  severely  strain-hardened  strip. 

Soft-rolled  and  dead  soft-rolled  (Horse  Head  quality)  strip  zinc  are  so 
nearly  alike  structurally  and  so  similar  in  their  behavior  on  annealing 
that  they  will  be  described  together.  Fig.  C,  Plate  VI,  shows  the equiaxed 
structure  of  unannealed  soft  rolled,  zinc  strip  and  Fig.  Z>,  Plate  VI,  the 
structure  after  an  anneal  at  300°  C.  The  latter  micrograph  is  representa- 
tive also  of  all  anneals  from  50  to  300°  C.  Fig.  E,  Plate  VI,  illustrates 
the  typical  equiaxed  structure  of  unannealed,  dead  soft-rolled  (Horse 
Head  quality)  zinc  strip;  while  Fig.  F,  Plate  VI,  shows  its  structure 
after  anneal  at  300°  C.  and  this  is  typical  also  of  all  anneals  from  50  to 
300°  C.  As  can  be  seen  from  the  micrographs  (Figs.  D  and  F,  Plate  VI) 
the  only  change  which  has  taken  place  in  the  structure  of  either  of  these 
kinds  of  zinc  strip  on  annealing  has  been  an  absorption  of  the  vety  smallest 
grains  by  the  neighboring  larger  grains.  A  development  of  very  large 
grains  does  not  occur  in  either  of  these  varieties  of  strip  doubtless  because 
both  are  already  in  the  equiaxed  condition  with  grains  of  very  nearly 
equal  size,  and  under  such  circumstances  grain  growth  appears  to  be  a 
very  slow  process — virtually  inoperative  within  the  range  of  annealing 
periods  and  temperatures  used  in  our  experiments.  The  grains  shown 
in  Figs.  C  and  E,  Plate  VI,  average  approximately  0.02  mm.  in  diameter 
and  it  is  important  to  note  that  zinc  strip  having  this  grain  size  has  been 
found  in  practice  to  be  most  suitable  for  drawing  operations  and  press 
work  in  general. 

The  mechanical  properties  of  the  various  kinds  of  zinc  strip  before  and 
after  annealing  are  simimarized  in  Tables  8,  9  and  10.  The  usual 
methods  were  followed  in  obtaining  most  of  the  data  contained  in  the 
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Table  8. — Sderoscopic  Hardness  of  Unannealed  and  Annealed  Hard- 
rolled,  Medium  Hard-rolled,  Soft-roUed  and  Dead  Soft-rolled 

{Horse  Head  QiuilUy)  Zinc  Strip 


Scleroeoop 

ic  HardnesB 

Annealing  Temper&- 
ture,  Degrees  C. 

Annealing 
Period 

Hard-rolled 

• 

1 

Medium 
t   Hard-rolled 

Soft-rolled 

Dead  Soft- 
rolled  (Horse 
Head  Qualify) 

Unannea 

led 

29.0 

24.0 

15.5 

16.0 

5min. 

28.0 

24.6 

15.6 

15.0 

50 

30  min. 

28.0 

•25.0 

15.5 

16.0 

Ihr. 

28.0 

25.0 

15.6 

15.0 

6hr. 

28.0 

26.0 

16.0 

15.0 

5  min. 

29.0 

25.0 

15.0 

16.0 

75 

30  min. 

27.5 

24.0 

16.0 

15.0 

Ihr. 

24.0 

23.5 

16.0 

16.0 

5hr. 

18.5 

24.0 

16.0 

16.0  ' 

5  min. 

19.0 

23.5 

16.5 

16.0 

100 

30  min. 

15.0 

20.0 

15.6 

16.0 

Ihr. 

15.0 

19.0 

16.0 

16.0 

5hr. 

15.0 

18.0 

15.0 

16.0 

5  min. 

li.5 

13.0 

16.0 

16.0 

125 

30  min. 

15.0 

13.0 

•    16,0 

16.0 

1  hr. 

15.0 

13.6 

16.0 

14.5 

5hr. 

15.0 

12.5 

15.5 

14.0 

• 

5  min. 

15.0 

14.0 

16.6 

14.5 

150 

30  min. 

15.0 

13.0 

15.0 

14.0 

Ihr. 

16.0 

13.5 

15.0 

14.0 

5hr. 

16.0 

13.5 

16.0 

13.5 

5  min. 

15.0 

14.0 

15.0 

13.6 

225 

30  min. 

15.0 

13.5 

15.0 

13.6 

1  hr. 

14.0 

13.0 

14.5 

13.6 

5hr. 

15.0 

13.0 

14.0 

13.5 

■ 
5  min. 

15.0 

13.5 

15.0 

13.6 

300 

30  min. 

15.0 

13.5 

14.5 

13.0 

Ihr. 

16.0 

13.6 

16.0 

13.6 

5hr. 

16.0 

13.0 

13.0 

13.6 

tables.  Only  the  cold-bending  tests  require  special  description.  The 
method  of  making  these  tests  is  briefly  described  as  follows.  A  test 
specimen  1  by  1 J^  in.  is  cut  from  the  strip  in  such  manner  that  the  grain 
direction  in  the  strip  is  either  parallel  or  at  right  angles  to  the  long  dimen- 
sion of  the  test  piece.  The  test  is  made  by  bending  the  test  specimen 
at  the  middle  back  and  forth  about  an  axis  parallel  to  the  short  dimension 
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of  the  specimen.  If  the  grain  direction  is  at  right  angles  to  the  axis  of 
bending  the  bend  is  said  to  be  '^ across''  the  grain,  while  if  the  reverse  is 
true  the  bend  is  "with"  the  grain.     A  bend  through  180®  is  counted  as 
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one  full  bend,  a  return  bend  back  through  180®  a  second  full  bend,  and 
so  on.  The  results  are  reported  aa  the  number  of  180®  bends  necessary 
to  produce  the  first  sign  of  failure  in  the  strip  along  the  line  of  bending. 
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Table  9. — Cdd  Bend  Values  of  Unannedled  and  Annealed  Hard-roUed, 
Medium  Hard-roUed,  SofUroUed  and  Dead  SoftrroUed  {Horse 

m  • 

Head  Quality)   Zinc  Strip 


Anneal- 
ing 
Period 

Number  of  Cold  Benda 

Annealing 
Tempera- 
ture, 

1 
Hard-rolled 

Medium 

1 

Soft-rolled 

1 

Dead  Soft-roUed 
(Horse  Head  Qual.) 

Degrees  C. 

Acroes 
Grain 

With 
Grain 

Acroea 
Grain 

With 
Grain 

Across 
Grain 

With 
Grain 

1 

Across 
Grain 

With 
Grain 

Tlnannealed 

1.5 

0.5 

4.0 

1.0 

9.0 

4.5 

19.5 

9.5 

j  5  min. 

1.5 

0.5 

4.0 

1.0 

10.5 

5.5 

19.5 

10.0 

50       >  30  min. 

1.5 

0.5 

4.5 

1.5 

11.0 

5.0 

21.5 

11.5 

1  hr. 

1.5 

0.5 

4.5 

1.5 

12.5 

6.5 

19.6 

9.5 

5hr. 

1.5 

0.5 

4.0 

1.0 

9.5 

5.5 

19.6 

10.5 

• 

5  min. 

1.5 

0.5 

3.5 

1.0 

11.5 

5.5 

23.5 

11.5 

75         30  min. 

1.0 

0.5 

4.0 

1.0 

12.6 

5.5 

21.5 

11.5 

Ihr. 

0.5 

0.5 

4.5 

1.0 

11.0 

6.5 

22.5 

10.5 

5hr. 

0.5 

0.5 

3.5 

1.0 

12.5 

7.0 

22.5 

11.5 

5  min. 

2.5 

1.0 

4.0 

1.0 

11.5 

8.5 

22.5 

13.5 

100 

30  min. 

7.5 

1.5 

3.5 

1.0 

10.5 

6.5 

24.6 

12.5 

Ihr. 

7.5 

2.0 

3.5 

0.5 

11.0 

5.5 

19.6 

11.5 

r 

5  hr. 

7.5 

1.5 

4.5 

i.a 

11.5 

5.5 

21.5 

12.5 

5   min. 

10.5 

2.0 

5.5 

1.5 

7.5 

4.5 

21.5 

11.5 

125 

30  min. 

10.5 

3.0 

5.5 

1.5 

10.5 

5.5 

22.5 

12.5 

Ihr. 

10.5 

3.0 

5.5 

1.5 

10.5 

5.6 

22.5 

12.5 

5hr. 

11.5 

1.6 

5.5 

1.5 

10.5 

6.6 

22.5 

12.5 

5  min. 

13.5 

4.0 

7.5 

3.0 

12.0 

11.5 

26.5 

14.0 

150 

30  min. 

15.0 

5.0 

9.5 

3.5 

12.0 

6.5 

25.5 

14.5 

Ihr. 

14.0 

4.0 

9.5 

5.5 

10.5 

5.0 

25.5 

14.5 

5hr. 

13.5 

4.5 

9.5 

3.0 

10.5 

5.5 

26.0 

15.0 

5  min. 

21.5 

7.5 

13.5 

5.5 

8.5 

7.5 

25.5 

15.5 

225 

30  min. 

21.5 

7.5 

14.5 

5.5 

7.5 

7.5 

25.5 

15.5 

Ihr. 

21.5 

7.5 

15.0 

5.5 

8.0 

7.5 

25.5 

15.5 

5hr. 

21.5 

7.5 

13,5 

5.5 

13.5 

7.5 

25.6 

16.5 

5  min. 

14.5 

6.5 

15.5 

5.0 

9.5 

6.5 

28.0 

16.0 

300 

30  min. 

19.5 

5.5 

15.5 

5.5 

9.5 

6.0 

27.5 

11.5 

Ihr. 

18.5 

5.5 

13.5 

3.5 

9.5 

5.5 

26.5 

9.6 

5hr. 

10.5 

4.0 

8.0 

1.5 

7.5 

4.5 

11.5 

5.5 

The  results  included  in  the  tables  of  data  are  illustrated  graphically 
in  Figs.  7,  8  and  9. 

The  curves  of  Fig.  7  show  very  clearly  the  effect  of  annealing  on  the 
scleroscopic  hardness  of  strip  zinc.    In  the  case  of  hard-rolled  strip, 
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marked  softening  occurs  even  after  the  brief  anneals  at  75°  C.  while  com* 
plete  softening  takes  place  after  a  1-hr.  anneal  at  100°  C.  and  is  coincident 


—  -lO  T 


ifl 

.«k 

^ 

n 

,1 

-*o 

e 

f 

T 

?  ' 

.fl 

—w^ 

r 

/ 

1  t 

' 

J 

1 

^.Jk 

1 

J 

. 

1  J 

fl 

-J-, 

T 

1 

1      ll 

T 

^tiwr 

1   II 

l 

HI 

lO 

if   1 

. 

1 

J   1 

H 

_j 

/ 

1 

-ji 

. 

J 

/ 

/ 

\ 

^^ 

-lO 

o 

' 

y 

' 

/  1 

L, 

1 

1 

A 

/  1 

ll 

o  : 

■S  2 

— 

— r 

[ 

3 

« 

9, 

r 

-ir^ 

o 

3 

u 

1   ~f 

- 

*I 

1 

1 

J 

■P4  1 

< 

3 
• 

ll 

1 

"J 

0 

H 

TS? 

ll 

o 

*)l\ 

ii 

ll 

M 

• 

V 

p 

43 
-   it     - 

« 

sn\ 

«  ■ 

c 

11 

H 

1 

I 

u 

^ 

» 

'•IW 

T 
.1 

' 

ll 

« 
^ 

m 

■o 

4> 

|h\\ 

» 

^U 

1 

il 

^ 

« 

• 

"^ 

1 

i 

1 

11 

■4 

^ 

■ 

1 

1 

.kA 

a 

^ 

^ 

a 

'5 

• 

JlL  lil 

Jb| 

*A 

"o 

& 

-It 

'M  f 

il|| 

« 

*4 

£ 

Sill    ^1 

n^{ 

RH 

e 
30, 

« 

T* 

is  I 

P 

• 

T 

• 

finnn 

1  IT 

s 

cr 

■•- 

n\       1 

\ 

e^u 

J 

1 

1 

JS 

iT 

\ 

2>  in  V 

, 

1 

1 

< 

^1^ 

-to 

• 

3 

_U 

I 

1 

«r4 

J 

1 

M 

1 

A  ' 

J 

H« 

aZ 

J 

1 

it^ 

J 

1 

- 

• 

§ 

• 

Ml 

3 

n 

K 

~f 

1 

.;    1 

Ah  ■     1 

nh- 

^ 

H 

-   - 

-[ 

.J* 

^ 

mS 

-    M 

1 

T* 

0 

^ 

1 

•- 

' 

jffl 

1 

.   -       .. 

-»4l 

~E— 

1 

1 

■  d-M 

- 

T 

^ 

_-, 

£2 

1 

\- 

Hr~ " 

■    - 

T" 

-k/H 

o 

o 

1 

-£z 

n 

— 

— -< 

- 

-rH 

JL 

1 

n 

U^ 

«4i< 

~n 

1 

i- 

3^ 

f 

~n 

pll 

a»J 

;  ao«' 

'K'l 

tpadg  pioo  ogl  jo  jaquinN 

O 

a  a  «  s  «  «      4  j 

5l 

o 
fa 

H 

A 


O 

■ 

o 

i 

OQ 

h 
O 

OQ 


QQ 

o 


fa 
o 

CO 

I 

< 


I 

a 
O 


00 


with  complete  recrystallization  (see  Figs.  C  and  Z>,  Plate  IV).    Annealing 
at  higher  temperatures  does  not  further  soften  the  material. 

Medium  hard-rolled  strip  does  not  begin  to  show  a  drop  in  hardness 
until  an  annealing  temperature  of  100°  C.  has  been  reached.    It  is  at 
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Table  10.— DuOaity  {Ohen  Cupping   Testa)   of  Unannealed  and  An- 
nealed  Hardrrolled,  Medium  HardrrcUed,  Sofi-roUed,  and  Dead  Softr 

rolled  {Horse  Head  Quality)  Zinc  Strip 


Annealing 
Period 

Duotility  (Height  of  Cup,  in  Inoh 

t») 

Annealing  Tempera- 
ture* Degreea  C. 

Hard-rolled 

Medium 
Hard-roUed 

Soft-roUed 

Dead  Soft- 
rolled  (Horae 
Head  QoaUty) 

Unannealed 

0.443 

0.354 

0.328 

0.378 

5min. 

0.447 

0.353 

0.340 

0.367 

50 

30min. 

0.429 

0.332   . 

0.312 

0.361 

Ihr. 

0.432 

0.363 

0.323 

0.374 

5hr. 

0.377 

0.364 

0.306 

0.367 

5min. 

0.426 

0.341 

0.S30 

0.378' 

76 

30min. 

0.352 

0.313 

0.313 

0.360 

Ihr. 

0.237 

0.342 

0.306 

0.340 

5hr. 

0.219 

0.304 

0.301 

0.344 

5  min. 

0.262 

0.258 

0.309 

0.381 

100 

30  min. 

0.233 

0.238 

0.314 

0.376 

Ihr. 

0.188 

0.225 

0.301 

0.365 

5hr. 

0.184 

0.222 

0.308 

0.363 

5  min. 

0.259 

0.253 

0.311 

0.372 

125 

30  min. 

0.242 

0.237 

0.310 

0.383 

Ihr. 

0.249 

0.249 

0.313 

0.340 

5hr. 

0.204 

0.214 

0.296 

0.334 

5  min. 

0.275 

0.265 

,      0.291 

0.358 

150 

30  min. 

0.275 

0.263 

0.301 

0.351 

Ihr. 

0.274 

0.234 

0.294 

0.334 

5hr. 

0.264 

0.251 

0.296 

0.339 

5  min. 

0.296 

0.307 

-0.310 

0.358 

225 

30  min. 

0.291 

0.305 

0.311 

0.351 

.     Ihr. 

0.296 

0.298 

0.311 

0.334 

6hr. 

0.293 

0.284 

0.310 

0.339 

5  min. 

0.292 

0.278 

0.300 

0.349 

300 

30  min. 

0.278 

0.309 

0.304 

0.340 

Ihr. 

0.263 

0.289 

0.291 

0.333 

- 

5hr. 

0.225 

0.252 

0.259 

0.300 

this  temperature  that  recrystallization  is  first  noticeable.  Figs.  D  and  E, 
Plate  V.  Complete  softening  is  reached  on  annealing  at  a  temperature 
of  125**  C,  which  is  also  the  temperature  at  which  we  find  complete  re- 
crystallization  (see  Fig.  F,  Plate  V,  and  Fig.  A,  Plate  VI). 

The  hardness  of  soft-rolled  and  dead  soft-rolled  (Horse  Head  quality) 
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zinc  strip  shows  a  veiy.  slight  drop  on  annealing.  The  microstructures 
before  and  after  annealing  in  these  cases  would  lead  one  to  expect  no 
great  change  of  properties. 
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The  effect  of  annealing  on  the  cold-bending  properties  of  the  four 
kinds  of  zinc  strip  is  shown  graphically  in  Fig.  8.  In  general;  annealing 
may  be  said  to  improve  the  bending  qualities  of  the  unannealed  strip. 
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This  improvement  is  most  noticeable  in  the  case  of  the  hard-rolled  and 
medium  hard-rolled  strip  but  is  also  apparent  to  some  extent  with  the 
soft-rolled  and  dead  soft-rolled  (Horse  Head  quality)  strip.  The  improve- 
ment in  the  bending  qualities  seems  to  be  greatest  where  the  direction 
of  bending  is  across  the  grain. 

The  effect  of  annealing  on  the  ductility,  as  measured  by  the  Olsen 
cupping  machine,  is  brought  out  clearly  by  the  curves  shown  in  Pig.  9. 
Hard-rolled  strip  shows  a  decrease  in  ductility  after  anneals  at  75^  and 
100^  C,  reaching  its  lowest  point  after  the  longer  anneals  at  the  latter 
temperature.  The  photomicrographs  of  this  material  (Figs.  C  and  D, 
Plate  IV)  show  the  coarsest  grain  after  anneal  at  100^  C.  As  the  grain 
size  decreases  in  the  upper  temperature  range  of  anneal  (see  Figs.  E  and 
F,  Plate  IV,  and  Figs.  A  and  B,  Plate  V),  we  observe  an  increase  in  the 
ductility  over  its  low  value  at  100°  C. 

Somewhat  similar  effects  are  observed  in  the  case  of  medium  hard- 
rolled  strip,  except  that  the  drop  and  subsequent  rise  in  the  ductility 
curve  are  not  as  marked  as  in  the  case  of  hard-rolled  strip.  The  ductili- 
ties of  soft-rolled  and  dead  soft-rolled  (Horse  Head  quality)  strip  are 
not  changed  materially  on  annealing  for  the  reason  already  advanced  to 
explain  the  hardness  results. 

In  order  to  save  space  and  effort  we  think  it  inadvisable  to  include  data 
rom  tensile  tests  on  the  four  kinds  of  thin  annealed  strip.  Briefly,  the 
indications  of  the  tensile  tests  are  as  follows:  Hard-rolled  strip  suffers  a 
sharp  drop  in  tensile  strength  on  annealing  as  the  coarsening  sets  in, 
viz.,  at  100°  to  125°  C.  The  tensile  strength  in  tests  made  across  the 
grain  may  fall  as  low  as  20,000  lb.  per  sq.  in.  from  an  average  initial 
value  of  40,000  lb.  per  sq.  in.  and  as  low  as  16,000  lb.  per  sq.  in.  in  tests 
with  the  grain,  from  an  initial  value  of  35,000  lb.  per  sq.  in.  It  rises, 
subsequently,  in  the  case  of  annealing  at  higher  temperatures,  owing  to 
the  change  in  grain  characteristics  previously  pointed  out.  The  per- 
centage elongation  in  2  in.  also  decreases  on  annealing,  but  not  as  notice- 
ably. Annealed  values  may  be  as  low  as  30  with  a  subsequent  rise 
usually  carrying  it  up  to  the  initial  value,  of  some  40. 

In  the  case  of  soft-rolled  and  dead  soft-rolled  (Horse  Head  quality) 
material,  the  change  in  tensile  properties  on  anneaUng  may  be  charac- 
terized as  inappreciable  provided  the  material  has  not  been  locally 
strained  before  anneaUng.  In  the  latter  event,  the  results  after  annealing 
are  likely  to  be  erratic. 

The  practical  application  of  the  information  brought  out  in  this  sec- 
tion of  the  paper  will  be  evident  when  the  results  are  considered  in  detail 
with  respect  to  any  given  service  requirement.  We  think  it  unnecessary 
to  discuss  this  subject  in  general  terms. 
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5.    DtNAUIC   DnCTILITIES 

We  find  that  most  customere  who  use  zinc  for  drawing  purpoacB 
baae  their  determination  of  ita  fitness  for  such  work  very  lai^ely  upon 
scleroscopic  hardness  tests  in  connection  with  certain  simple  indications 
ascertained  by  ordinary  handling  and  inspection  of  the  material  (its 
feeling  of  stiffness,  rough  bending  properties,  etc.)> 

There  is  no  doubt  as  to  the  general  val^e  of  the  indications  of  the  sctero- 
scope,  but  the  softness  which  it  indicates  may  appear  as  an  entirely 
misleading  factor  in  judging  the  drawing  qualities  of  the  metal;  for 


Fig.  10. — MoDinKD  Buss  pRsaa  osed  in  makino  dtkamic  ductiutt  TBera. 

example,  in  the  case  of  metal  annealed  so  as  to  produce  a  coarse  grfdn. 
The  ordinary  Erichsen  or  Olsen  cups  also  give  misleading  indications 
when  taken  by  themselves;  for  an  extremely  hard-rolled  strip  is  likely 
to  give  a  deeper  cup  than  soft-rolled  metal  of  the  very  best  drawing  quality 
in  practice. 

We  have  lately  come  to  the  conclusion  that  the  only  means  of  obtain- 
ing reliable  practical  indications  of  the  drawing  quality  of  a  material  is 
to  deform  the  metal  at  a  rate  comparable  with  that  which  obtains  in 
practice  in  actual  press  work.  In  this  connection,  we  have  found  it 
desirable  to  use  a  plunger  and  die  virtually  identical  with  those  built 
into  the  Olsen  ductility  machine,  but  operated  so  as  to  draw  the  cup 
rapidly.    Tests  were  carried  out  on  several  types  of  experimental  appa- 
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ratus  .operating  on  the  principle  of  the  Charpy  impact  testing  machine. 
In  the  course  of  our  experiments  along  this  line,  tests  were  made  on  a  small 
Bliss  press  adapted  to  take  the  necessary  cupping  tools,  etc.  We  foimd 
that  this  method  of  making  dynamic  ductility  tests  was  superior  to  the 
other  methods  tried  for  several  reasons,  among  which  were  ease  of  opera- 
tion, and  control  of  cupping  speed. 

This  machine  is  illustrated  in  Fig.  10,  which  shows  the  plimger,  die, 
and  clamp  for  holding  the  material  tight  to  the  face  of  the  die  while  the 
cup  is  being  made,  thus  duplicating  the  conditions  tmder  which  a  strip 
is  clamped  and  tested  in  the  Olsen  ductility  machine.  The  die  threads 
into  a  steel  plate  bolted  to  the  bed  of  the  machine  and  by  screwing  it 
up  and  down  any  depth  of  cup  within  the  limits  of  the  machine  can  be 
made,  since  the  travel  of  the  plunger  remains  constant.  The  outer  edge 
of  the  top  of  the  die  is  graduated  and  the  stroke  of  the  pltmger  adjusted 
so  that  as  the  die  is  screwed  up  or  down  the  depth  of  cup  thus  determined 
can  be  measured  to  0.001  in.  By  means  of  a  system  of  gears  and  various 
sized  pulleys,  the  press  may  be  made  to  operate  at  quite  widely  varying 
speeds,  i.e.,  from  13  to  102  strokes  per  minute.  When  the  press  is  in 
operation,  the  flywheel  will  be  turning  at  the  predetermined  speed,  but 
by  means  of  a  tripping  device  the  plunger  is  permitted  to  make  only  one 
stroke  whenever  it  is  desired  to  form  a  cup. 

The  testing  procedure  is  briefly  described  as  follows.  The  die  is 
first  set  to  produce  a  cup  the  depth  of  which  represents  an  estimate  of  the 
probable  dynamic  cupping  value  of  the  strip.  One  end  of  the  strip  is 
placed  over  the  die  and  the  strip  is  held  down  tight  against  the  flat  die 
face  by  means  of  the  clamp  shown.  The  press  is  operated  at  a  selected 
speed  and  the  cup  made  in  one  stroke  of  the  plunger.  If  the  cup  shows  no 
break  the  die  is  set  for  a  slightly  deeper  cup  and  this  second  cup  is  made 
in  a  nearby  region  of  the  test  strip.  This  procedure  is  continued  until 
a  fractured  cup  results.  If,  however,  fracture  should  occur  in  the  first 
trial  cup,  a  reverse  procedure  would  be  employed  according  to  which  a 
series  of  cups  would  be  made  with  the  die  set  to  give  decreasing  depths 
of  cup.  Thus,  by  a  series  of  tests  the  depth  of  cup  is  found  at  which  frac- 
ture just  takes  place.  Several  cups  made  at  depths  slightly  above  and 
below  this  point  will  fix  its  location  accurately.  The  dynamic  ductility 
value  is  taken  as  the  depth  of  cup  in  thousandths  of  an  inch,  which  if 
increased  by  a  few  thousandths  will  produce  a  fracture.^  The  end  point 
in  this  method  of  testing  is  as  clearly  marked  as  in  ductility  tests  on  the 
ordinary  Olsen  cupping  machine.  Repeated  trials  with  duplicate  test 
strips  will  give  end  points  checking  the  original  within  0.005  to  0.010  in. 

After  the  various  details  connected  with  the  development  of  this 
testing  method  were  worked  out,  we  studied  the  effect  of  the  rate  of 
cupping  on  the  depth  of  cup  obtained.  These  experiments  were  conducted 
at  speeds  ranging  from  0.34  to  163  in.  per.  min.    Speed  is  defined  in  this 
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connection  as  the  average  rate  of  cupping  in  inches  per  minute.  The 
slowest  speeds  were  obtained  by  using  the  ordinary  Olsen  cupping  ma- 
chine. The  intermediate  and  highest  speeds,  varying  from  3  to  163  in. 
per.  min.,  were  obtained  by  adjusting  the  drive  connected  with  the  Bliss 
press. 

Before  combining  the  data  from  the  two  different  forms  of  apparatus 
we  made  a  direct  comparison  between  the  two  machines  operating  at  a 
very  slow  speed,  viz.,  by  actuating  the  Bliss  press  carefuUy  by  hand  to 
give  two  strokes  per  minute,  which  is  equivalent  to  an  actual  average 
drawing  speed  of  3  in.  per  min.,  and  by  turning  the  wheel  of  the  Olsen 
cupping  machine  at  a  rate  of  126  r.p.m.,  which  is  also  equivalent  to  this 
cupping  speed.  The  tests  made  on  the  two  machines  at  the  above  speed 
gave  cups  whose  depths  agreed  within  some  15  per  cent.  While  we  would 
like  to  see  a  closer  agreement  between  the  results  in  question,  it  must  be 
remembered  that  it  is  difficult  to  operate  the  Olsen  machine  at  anything 
approaching  the  speed  used  in  the  comparison  tests  without  over  running 
the  break  and  it  is  equally  difficult  to  operate  the  press  smoothly  at  any 
Olsen  speed.  It  may  be  mentioned  that  the  motion  of  the  plunger  in  the 
two  machines  is  quite  different.  With  the  Olsen  machine  we  have  uni- 
form motion  in  a  straight  line,  while  in  the  case  of  the  Bliss  press  we  have 
simple  harmonic  motion,  with  the  rate  of  deformation  greatest  at  the 
start.    The  comparisons  can  therefore  be  only  approximate. 


Table  11. — DrictilUy  of  Hari^oUed,  Medium  Hard-roUed,  Soft-roUedf 

and  Dead  Soft-roUed  (Horse  Head  QiudUy)  Zinc  Strip 

at  Different  Speeds  of  Drawing 


Hard-roUed 


Medium  Hard-rolled 


Soft-rolled 


Dead  Soft-rolled 
(Horee  Head  Quality) 


Average  Speed 

of  CuppixijK, 

Inohee  per  Minute 


Depth 

of  Cup. 

Inch 


Average 

Speed  of 

Cuppixig, 

Inohee 

per  Minute 


Depth 

of  Cup, 

Inch 


Average 

Speed  of 

Cupping, 

Inches 

per  Minute 


Depth 

of  Cup. 

Inch 


Average 

Speed  of 

Cupping, 

Inches 

per  Minute 


Depth 

of  Cup, 

Inch 


0.34 

0.415 

0.34 

0.329 

0.34 

0.283 

0.34 

0.341 

1.30 

0.382 

1.30 

0.290 

1.30 

0.295 

1.30 

0.339 

2.60 

0.338 

2.60 

0.250 

2.60 

0.287 

2.60 

0.338 

3.10 

0.264 

2.85 

0.225 

3.00 

0.250 

3.20 

0.245 

16.90 

0.184 

18.10 

0.210 

19.80 

0.254 

21.10 

0.300 

62.00 

0.154 

70.00 

0.195 

79.00 

0.254 

85.00 

0.300 

120.00 

0.150 

135.00 

0.190 

154.00 

0.250 

163.00 

0.286 

Note. — The  tests  at  the  three  lowest  drawing  speeds  were  made  on  the  Olsen 
cupping  machine;  all  others  on  the  Bliss  press. 

Table  11  shows  the  cupping  data  obtained  at  indicated  average 
speeds  varying  from  0.34  to  163  in.  per  min.  The  four  different  kinds  of 
zinc  strip  which,  as  we  have  previously  pointed  out,  just  about  cover  all 
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ordinary  possibilities  as  to  temper,  etc.,  in  a  rolled  zinc  product,  were  all 
used  in  these  tests.    These  are  designated  as  (1)  hard-rolled,  (2)  medium 
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hard-roUed,   (3)    soft-rolled  and   (4)    dead  soft-rolled    (Horse  Head 
quality). 
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The  results  appearing  in  the  foregoing  table  are  shown  graphically  in 
Fig.  11.  The  curves  indicate  clearly  the  utility  of  a  dynamic  ductility 
test,  viz.,  they  indicate  why  certain  kinds  of  zinc  strip  are  better  fitted 
for  drawing  work  than  others.  For  example,  hard-rolled  strip  tested  in 
the  Olsen  cupping  machine  at  the  speed  ordinarily  employed  in  making 
these  tests  will  show  a  better  cupping  value  than  any  other  kind  of  zinc 
strip.  This  same  material  tested  dynamically  at  speeds  commensurate 
with  those  ysed  in  ordinary  drawing  practice  gives  values  which  show 
beyond  question  that  it  is  the  least  adaptable  to  ordinary  drawing 
requirements  of  any  of  the  various  kinds  of  zinc  tested.  The  medium 
hard-rolled  material  shows  somewhat  similar  characteristics  and  although 
its  dynamic  value  is  above  that  of  hard-rolled  material  it  is  still  far 
from  a  good  drawing  zinc.  Soft-rolled  and  dead  soft-rolled  (Horse  Head 
quality)  strip  show  only  slight  decreases  in  ductility  when  tested  at 
the  higher  speeds  of  cupping;  quite  contrary  to  what  was  observed  with 
the  two  other  kinds  of  zinc.  It  is  important  to  note  that,  except  in  the 
case  of  the  hard-rolled  zinc  strip,  all  of  the  curves  shown  in  Fig.  11  indi- 
cate that  after  an  average  cupping  speed  of  approximately  5  in.  per  min. 
is  reached,  there  is  little  variation  in  the  depth  of  cup  with  increase  in 
speed  up  to  163  in.  per  min. 

Dynamic  ductility  tests  were  thereupon  made  on  samples  of  un- 
annealed  and  annealed  hard-rolled,  medium  hard-rolled,  soft-rolled  and 
dead  soft-rolled  (Horse  Head  quality)  zinc  strip.  The  various  kinds 
of  zinc  were  annealed  for  1  hr.  at  each  of  the  following  temperatures; 
50^  76^  100^  126^  160^  226^  and  300^  C.  These  materials  were  first 
tested  in  the  Olsen  machine,  at  an  ordinary  low  speed  of  0.34  in.  per  min. 
We  have  used  the  term  "static  ductility"  to  characterize  the  latter  tests 
and  the  term  ''dynamic  ductility"  to  characterize  the  tests  made  on  the 
Bliss  press. 

In  testing  the  annealed  material  on  the  latter  machine,  a  speed  of  50 
strokes  per  minute  was  selected.  This  corresponds  to  an  average  cupping 
speed  of  60  to  90  in.  per  min.,  depending  upon  the  depth  of  cup,  and  all  of 
these  dynamic  ductility  tests  were  made  at  this  one  speed. 

Table  12. — Static  and  Dynamic  Ductility  Tests  of  Unannealed  and  An- 
nealed Hard-roUed,  Medium  HardrroUed,  Soft-rolled  and  Dead 
Soft-rolled  {Horse  Head  Quality)  Zinc  Strip 


Annealing 
Temperature. 

Desreee  G. 

Time  of 

Anneal,  1  Hr. 


Hard-rolled 


Medium  Hard-rolled! 


Soft-rolled 


Dead  Soft-rolled 
(Horse  Head  Qual.) 


Static     I  Dynamio 
Ductility  I  Ductility 


Static 
Ductility 


Dynamic       Static      Dynamic  '     Static     I  Dynamic 
Ductility  i  Ductility  I  Ductility  {  Ductility  i  Ductility 


Unannealed 

0.389 

0.190 

0.353 

0.180 

0.277 

0.245 

0.360 

0.275 

50 

0.411 

0.195 

0.347 

0.195 

0.286 

0.260 

0.358 

0.280 

76 

0.448 

0.205 

0.323 

0.180 

0.303 

0.265 

0.342 

0.275 

100 

0.216 

0.100 

0.256 

0.140 

0.329 

0.275 

0.352 

0.280 

126 

0.162 

0.170 

0.192 

0.160 

0.308 

0.265 

0.365 

0.285 

150 

0.196 

0.210 

0.217 

0.210 

0.290 

0.255 

0.358 

0.285 

226 

0.195 

0.166 

0.213 

0.170 

0.274 

0.240 

0.383 

0.305 

300 

0.186 

0.175 

0.196 

0.176 

0.257 

0.255 

0.377 

0.290 

• 
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The  results  of  the  tests  are  summarized  in  Table  12,  and  illustrated 
graphicaUy  in  Fig.  12. 
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As  may  be  readily  seen  from  the  chart  representing  these  results,  in 
general  where  there  are  decreases  apparent  in  the  static  ductility  value 
of  a  strip  due  to  the  effect  of  annealing,  similar  decreases  mark  the  dyna- 
mic values.  In  the  case  of  the  dynamic  test,  however,  the  percentage 
decrease  is  not  so  great. 

Hard-rolled  and  medium  hard-rolled  strip  show  minimum  dynamic 
ductility  values  after  an  anneal  at  a  temperature  of  100^  C.  As  has  been 
previously  brought  out,  this  is  the  temperature  at  which  these  products 
coarsen  most  seriously  on  annealing  (see  Figs.  C  and  D,  Plate  IV,  and 
Figs.  D  and  JEf,  Plate  V).  The  dynamic  ductilities  of  soft-rolled  and 
dead  soft-rolled  (Horse  Head  quality)  metal  are  not  changed  materially 
on  annealing. 

In  order  that  some  idea  may  be  had  of  the  drawing  properties  of 
strip  zinc  as  compared  with  those  of  sheet  zinc  and  strip  brass,  static 
and  dynamic  tests  were  made  on  (1)  the  four  kinds  of  strip  zinc,  (2)  four 
samples  of  sheet  zinc,  representing  the  product  of  other  mills,  and  (3) 
samples  of  unannealed  and  annealed  70/30  brass.  The  samples  of  sheet 
zino,  0.010  in.  in  thickness,  are  designated  as  competitive  material  No.  1, 
No.  2,  etc.  The  brass,  0.010  in.  thick,  as  in  the  case  of  the  other  fha- 
terials,  was  tested  after  cold  reductions  by  rolling  amounting  to  23  and 
50  per  cent.,  respectively,  and  also  after  annealing  the  hardest  product 
(16  min.)  at  each  of  the  following  temperatures,  450**,  550**,  650**  and 
750®  C.  The  static  ductility  tests  were  made  in  the  ordinary  manner  on 
an  Olsen  machine  at  a  drawing  speed  of  0.34  in.  per  min.,  while  the  dyna- 
mic tests  were  made  on  the  Bliss  press  operating  at  a  speed  of  50  strokes 
per  min.,  corresponding  to  an  average  rate  of  drawing  of  60  to  100  in. 
per  min.,  as  previously  described. 

The  results  of  these  tests  appear  in  Table  13  and  in  Fig.  13. 

Table  13. — Static  and  Dynamic  Ductility  Testa  of  Hard-rolled,  Medium 

Hard-roUed,  Soft-rolled  and  Dead  Soft-rolled  Zinc  Strip;  Competitive  Sheet 

Zinc;  and  70/30  Brass  Annealed  at  Various  Temperatures 


Strip  Zino 
(0.010  In.) 

DuctiliUee: 
Depth  of  Cup. 
Inches 

Competi- 
tive Sheet 

Zinc 
(0.010  In.) 

Duotilitiee: 
Depth  of  Cup, 
Inches 

70-30  Brass 
(0.010  In.) 

Ductilities: 

Depth  of  Cup, 

Inches 

Static ,  Dynamic 

1 

Static 

Dynamic 

Static 
0.248 

Dynamic 

Hard-rolled 

0.415 

0.155 

C.M.I 

0.291 

0.190 

Reduced  23  per 

0.160 

cent,  by  rolling 

Medium-rolled. . . . 

0.329 

0.195 

C.M.2 

0.291 

0.195   . 

Reduced  50  per 
cent,  by  rolling 

0.228 

0.165 

Soft-roUed 

0,277 

0.265 

C.M.3.... 

0.284 

0.205 

Annealed  K  hr. 
at  450»  C. 

0.446 

0.360 

Dead  toft-rolled... 

0.341 

0.300 

C.M.4 

JO.  283 

0.210 

Annealed  >^  hr. 

at  660°  C. 
Annealed  yi  hr. 

at  660*»  C. 
Annealed  yi  hr. 

0.488 
0.690 
0.536 

0.380 
0.410 
0.410 

• 

at  750°  C. 
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Attention  may  be  directed  to  several  items  of  interest  brought  out 
by  these  tests.  First,  with  respect  to  tests  made  on  the  various  kinds 
of  strip  and  sheet  zinc,  it  is  apparent  that  dead  soft-rolled  and  soft- 
rolled  strip  are  better  for  drawing  than  any  of  the  competitive  sheet 
samples. " 


Fig.  13. — Static  and  dynamic  ductilities  of  (1)  four  kinds  of  strip  zinc,   (2) 
competitive  sheet  zinc,  (3)  70/30  brass  of  various  tempers. 

Turning  next  to  the  static  and  dynamic  ductility  tests  on  brass  we 
find  that  the  same  general  relationship  exists  between  the  two  sets  of 
values  in  the  case  of  brass  as  in  the  case  of  zinc,  viz.,  the  static  ductility 
values  are  uniformly  higher  than  the  dynamic  "ductility  values.  As  may 
be  seen  by  inspection  of  the  curves,  the  static  and  dynamic  values  for 
hard  brass  are  lower  than  the  static  and  dynamic  values  for  either  strip 
or  sheet  zinc,  while  the  static  and  dynamic  values  for  annealed  brass 
are  considerably  higher  than  the  zinc  values. 


'*  We  feel  that  it  would  be  unprofessional  to  give  the  origm  of  this  material,  which, 
however,  was  intended  to  represent  some  diversity  in  its  particular  field.  Obviously, 
we  cannot  authoritatively  report  as  to  the  total  range  of  properties  covered  by  sheet 
zinc,  solely  on  the  basis  of  the  material  in  hand. 
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We  have  not  gone  very  extensively  into  the  question  of  dynamic  prop- 
erties of  brass;  for  example  no  tests  were  made  after  very  light  reductions. 
However,  from  the  general  nature  of  the  comparisons  already  avaUable, 
it  would  appear  that  the  best  drawing  values  of  zinc  are  substantially 
equivalent  to  what  might  be  expected  in  the  case  of  70/30  brass  after 
a  cold  reduction  in  the  neighborhood  of  10  per  cent. 

The  static  and  d3mamic  ductiUties  of  both  80/20  and  90/10  brass 
(annealed)  appear  to  lie  closer  to  one  another  than  in  the  case  of  70/30 
brass  (curves  not  shown). 

It  is  interesting  to  note  that  although  the  static  ductility  values  of 
brass  annealed  at  750  and  450^  C.  are  quite  widely  separated,  the  differ- 
ence is  less  noticeable  in  the  case  of  the  dynamic  ductility  values  given  by 
the  same  material. 

This  would  seem  to  indicate  a  rather  higher  drawing  value  than  has 
usually  been  ascribed  to  brass  annealed  at  quite  low  temperatures.  This 
of  course  does  not  take  the  load  factor  into  consideration,  i.e.,  it  undoubt- 
edly requires  less  energy  to  produce  the  cup  in  coarse-grained  than  in 
fine-grained  brass  and  the  general  depreciation  of  the  drawing  equipment 
would  be  less  under  the  former  conditions. 

6.  Stiffness  of  Worked  Zinc;  Alloyed  Products 

The  early  German  authors  (see  Section  1  of  this  paper)  have  left  a 
very  good  picture  of  the  characteristics  of  impure  hard-rolled  zinc  under 
tensile  loading.  It  is  quite  clear  from  theoretical  considerations  that 
material  of  this  sort  would  under  ordinary  conditions  roll  or  draw  into 
'  a  stiffer  material  than  very  pure  zinc.  This  is  fully  borne  out  by  such 
tests  as  we  have  seen. 

The  ordinary  conception  of  stiffness  in  a  metal  rod,  for  example,  is 
gained  by  handling  it,  i.e.,  by  observing  the  resistance  which  it  offers  to 
bending  whether  it  does  or  does  not  return  to  its  initial  shape  after  such 
manipulation. 

The  simple  engineering  conception  of  stiffness  deals  with  the  action 
of  stresses  within  the  elastic  range  and  is  measured  by  the  slope  of  the 
stress-deformation  curve  below  the  elastic  b'mit,  i.e.,  it  is  in  effect  de- 
fined by  the  modulus  of  elasticity.  In  this  sense  cartridge  brass  and  rolled 
zinc  are  about  equally  stiff,  viz.,  the  modulus  of  elasticity  is  from  11,000,000 
to  11,500,000  in  both  cases  and  the  condition  of  the  metal  as  regards 
temper  does  not  appear  to  affect  this  value  greatly. 

However,  in  such  a  comparison  no  account  is  taken  of  the  extreme 
load  which  the  metal  will  bear  and  stUl  bend  in  accordance  with  the  ratio 
of  stress  to  deformation  as  expressed  in  the  above  modulus.  In  the 
case  of  zinc  this  is  a  very  low  value,  and  after  passing  this  value  the  de- 
formation increases  rapidly  as  the  load  builds  up,  i.e.,  the  metal  bends 
freely.    It  is  also  low  in  the  case  of  annealed  brass,  but  high  in  the  case 
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of  cold-worked  brass.  Thus,  the  latter  material  is  stiff  in  the  full  sense 
that  it  bends  or  stretches  only  slightly  with  each  increment  of  stress  up 
to  very  high  values  of  stress. 

The  stiffness  of  zinc  in  this  sense  may  be  raised  by  alloying.  Thus, 
stress-deformation  curves  1  and  2  of  Fig.  14  represent  relatively  pure 
(Horse  Head)  zinc  rod  and  an  alloyed  rod  containing  1  per  cent,  of  cop- 


0.0065 


0.008 
0.0016  0.0026  0.0086  0.0046 

Unit  Deformations  in  Inches  per  Inch 

Fig.  14. — Stress-deformation  curves  of  pure  and  alloyed  zinc  bod. 

OF  POLLING,  0.052  in.  PER  MINUTE. 


Speed 


per,  respectively.  This  material  was  made  by  roUing  a  2-in.  wire  bar 
through  grooves  of  varying  section  down  to  a  thickness  of  ^  in.  and  then 
drawing  as  cold  as  possible  to  the  final  diameter  of  ^  inch. 

It  is  observed  that  the  soft  pure  zinc  reaches  high  values  of  deforma- 
tion at  relatively  low  stresses  while  the  copper  alloy  requires  much 
higher  stresses  for  similar  values  of  deformation.  For  example,  the  latter 
material  requires  nearly  twice  as  great  a  stress  as  the  former  to  produce 
a  unit  deformation  of  0.004  ia.  per  in.     It  should  be  observed  that  alloy- 
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ing  of  this  character  does  not  produce  any  marked  or  practically  useful 
increase  in  the  range  of  true  elastic  action ;  it  merely  makes  the  material 
more  sluggish  in  flowing  to  accommodate  the  stress. 

Viewed  in  another  hght,  it  produces  an  effect  similar  to  that  which 
would  accompany  a  considerable  increase  in  the  rate  of  loading. 

In  thus  pointing  out  the  true  character  of  these  changes  we  do  not 
desire  to  minimize  their  importance.  The  above  change  in  stressHstrain 
characteristics  really  constitutes  a  very  usefid  improvement  in  stiffness 
according  to  the  ordinary  or  more  or  less  free  interpretation  of  this 
term.  Needless  to  say,  it  does  not  signify  a  type  of  alteration  sufficiently 
drastic  to  bring  zinc  into  competition  with  steel  as  a  material  for  gun 
barrels  on  watch  springs! 

It  is  interesting  to  inquire  into  the  reason  for  the  above  changes  and 
first  of  all  some  classification  of  the  structural  changes  produced  by 
alloying  seems  necessary. 

Most  authors  have  used  either  copper  or  aluminum^  or  both,  in  seeking 
to  improve  zinc  by  alloying.  According  to  the  researches  of  Shepherd,^* 
Tafel,'^  and  Parravano,'^  solid  zinc  can  retain  some  2^  per  cent,  of  the 
former  metal  in  solution  at  all  temperatures  below  the  freezing  point.  In 
the  case  of  aluminum,  early  researches  have  indicated  a  solid  solubility 
of  some  3  per  cent,  in  zinc  but  the  very  recent  authoritative  work  of  Bauer 
and  Vogel^'  places  the  limit  of  solubility  at  ^  per  cent.  There  are  no 
indications  that  any  other  metal  dissolves .  appreciably  in  solid  zinc. 
Thus,  the  common  method  of  profoundly  altering  the  properties  of  a  metal 
by  freely  dissolving  another  metal  in  it  (e.g.,  making  copper  into  the 
most  ductile  brass  by  saturating  it  with  zinc  or  into  the  toughest  bronze 
by  saturating  it  with  tin)  cannot  be  utilized  in  the  case  of  zinc.  Even 
the  most  promising  metal,  copper,  appears  to  be  considerably  less  soluble 
in  solid  zinc  than  the  figures  quoted  above  would  indicate;  we  have 
been  unable  to  introduce  much  more  than  1}4  per  cent,  of  copper  into 
solid  solution  in  zinc. 

There  is  hardly  enough  copper  present  in  the  alloy  used  in  the  tests 
just  described  (1  per  cent.)  to  alter  its  mechanical  properties  to  any  great 
extent — 1  per  cent,  of  zinc  in  copper  does  not  greatly  modify  the  metal; 
it  requires  some  10  or  20  per  cent,  to  produce  a  marked  change  in  proper- 
ties. Hence,  the  marked  difference  between  the  pure  zinc  and  the  copper 
alloy  represented  in  Fig.  14  is  probably  due  solely  to  the  known  tendency 
of  impurities  even  in  small  amount  to  raise  the  softening  temperatiu'e  of 
the  metal  and  cause  it  to  strain  harden  more  effectively. 

If  this  is  true,  a  little  lead  and  cadmium  should  produce  about  the 
same  effect  and,  as  a  matter  of  fact,  ^  in.  rod  made  in  the  same  way  from 


i«  JfiL  PhyB.  Chem.  (1904)  8,  421.  *•  MetaUurffie  (1008)  6^  377  et  seq. 

»  Oau.  Ckim.  lUU.  (1914)  44  (2),  478.  "  Loc,  cU. 
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a  common  grade  of  spelter  shows  about  the  same  stress-deformation 
characteristics  as  the  copper  alloy  in  question.  The  ratios  of  stress  to 
unit  deformation  at  a  deformation  value  of  0.004  in.  per  in.  are  3,500,000 
and  3,360,000  respectively. 

There  is  another  form  of  aUoying  which  might  be  expected  to  prove 
efficient  in  increasing  the  stiffness  of  zinc.  We  refer  to  that  type  of 
alloying  which  is  illustrated  by  the  familiar  relationship  between  soft  iron 
and  annealed  steel.  Here,  we  have  a  hardening  and  stiffening  constituent, 
namely  iron  carbide,  thoroughly  distributed  in  the  form  of  fine  plates  or 
granules  throughout  the  matrix  of  soft  iron. 

The  result  is  a  great  increase  in  the  range  of  stress  through  which  the 
metal  may  be  bent  or  stretched  without  permanent  set. 

While  there  appears  to  be  no  possibility  of  developing  a  structure  in 
zinc  analogous  to  the  pearlitic  structure  of  annealed  eutectoid  steel,  there 
are  other  possibilities  of  incorporating  a  finely  divided  reinforcing  material 
with  zinc  so  as  to  simulate  the  effect  produced  by  cementite  in  a  soft  iron 
matrix. 

The  stress-deformation  characteristics  of  an  alloy  of  this  type  which 
may  be  commercially  worked  into  rod,  wire,  etc.,  are  shown  in  the  upper- 
most curve  (No.  3)  of  Fig.  14.  Here  we  note  a  further  improvement,  in 
respect  to  stiffness.  The  values  of  unit  stress  which  produce  a  unit 
deformation  of  0.004  in.  per  in.  are  1,726,000;  3,360,000;  and  3,700,000 
in  alloys  Nos.  1,  2,  and  3,  respectively. 

7.  Successful  Applications 

Roll(;d  zinc  has  been  known  to  the  public  in  this  country  for  a  number 
of  years.  This  acquaintance  has  been  only  a  casual  one,  having  been 
confined  to  the  use  of  zinc  as  a  covering  for  tables  and  as  a  protector 
under  or  behind  stoves.  It  has  also  been  known  as  an  excellent  material 
for  the  rubbing  part  of  washboards.  In  times  gone  by  most  of  our  bath 
tubs  were  lined  with  zinc,  but  in  recent  years  this  usage  has  entirely 
disappeared. 

Rolled  zinc  (strip  and  sheet)  has  been  used  extensively  in  Europe  for 
many  years,**  but  only  recently  has  it  had  a  wider  application  in  this 
country.  The  uses  for  this  product  are  quite  numerous,  and  are  some- 
what surprising  to  the  newly  initiated. 

The  uses  for  rolled  zinc  may  be  classified  into  four  groups: 

1.  Its  adaptation  due  to  its  electrical  and  electrochemical  properties. 

2.  Its  adaptation  due  to  its  resistance. to  atmospheric  corrosion  and 
its  anti-staining  features. 

**  The  foreign  uses  of  rolled  zinc  in  1905  are  well  described  in  an  article:  "Manu- 
facture and  Uses  of  Rolled  Zinc  "  emanating  from  La  Soc.  de  la  Vieille-Montagne  and 
published  in  L* Industrie  du  Zinc,  pp.  63-66. 
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3.  Its  adaptatioD  to  pressed,  drawn,  or  spwi  articles  of  manufacture, 
due  to  its  cheapness  in  competition  with  brass,  aluminum  and  copper. 

4.  Miscellaneous. 

A  classified  list  of  some  successful  uses  follows: 

1.  On  Account  of  Its  Electrical  and  EUdrochemical  Properties. — 
Boiler  plates,  hull  plates,  cyanide  shavings,  primary  battery  plates, 
soldered  dry  battery  casings,  drawn  dry  battery  casings,  replaceable 
fuses,  non-magnetic  boxes  enclosing  electrically  operated  switches,  drawn 
cases  for  electrical  measuring  instruments. 


Fio.  IS. — Drawn  and  boldkred  battbrt  cans. 

2.  On  Account  of  Its  Permanency  and  Anti-ataining  Features. — Sheet 
zinc  roofs,  zinc  shingle  roofs,  hip-rolls,  ridge-rolls,  valleys,  leaders  or  con- 
ductor pipes  and  gutters,  roofing  nails,  weather  stripping,  glaziers'  points, 
art  glass  windows,  electrical  fittings  exposed  to  the  atmosphere,  corset 
eyelets  and  corset  steel  tips,  washboards,  linings  for  mechanical  washing 
machines,  metal  tags,  shoe  polish  boxes,  shoe  and  other  lacing  tips. 

3.  Pressed,  Drawn  or  Spun  Ariidea. — Addressograph  plates,  jar  tops, 
piano  binges,  smokeless  powder-box  linings,  automobile  fittings  such  as 
edging  used  around  ruomng-boards,  etc.;  oil  cans,  grease  guns;  tire  valve 
boxes  and  certain  parts  of  tire  valves;  lighting  fixtures,  electric  fixtures, 
switch  plates,  plug-casings  and  socket  casings;  base  metal  for  silver-  and 
nickel-plated  articles;  lead  pencil  ferrules  and  tips. 

4.  Miscellaneous.— Dials,  grain  screens,  casket  linings  and  cremation 
urns,  shoe  nails,  file  protectors  and  name  plates. 

In  the  consideration  of  these  various  applications,  it  may  be  well  to 
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discuss  certain  of  them  in  detail  and  introduce  merely  a  few  words  of 
explanation  in  other  cases. 

The  use  of  rolled  zinc  for  boiler  plates  and  hull  plates,  as  well  as 
for  shavings  in  cyaniding,  is  well  known.  In  certain  types  of  primary 
batteries,  rolled  zinc  elements  are  being  successfully  used.  Rolled  zinc 
is  used  extensively  for  the  casings  of  dry  batteries.  The  cases  for  the 
No.  6  dry  cell  arc  built  up  and  soldered.  The  seamless  drawn  zinc 
.  battery  shell,  which  has  lately  found  appUcation  in  the  smaller  batteries 
for  pocket  lights,  has  caused  considerable  favorable  comment.  The  stepB 
followed  in  the  drawings  of  a  case,  together  with  the  finished  case,  are 
illustrated  in  Fig.  15,  along  with  a  soldered  No.  6  case. 

The  use  of  zinc  for  replaceable  electric  fuses  has  been  quite  extensive 
of  late.  Metal  for  this  purpose  must  be  accurate  as  to  gage  and  have 
uniform  electrical  properties.  Kolled  zinc  with  a  minimum  of  impurities 
is  probably  best  for  this  purpose,  due  to  the  tendency  of  the  finbhed 


Fio.  16.— Strip  z. 

article  always  to  fail  at  the  proper  amperage.  Zinc  is  non-magnetic 
and  for  this  reason  finds  application  in  the  form  of  casings  for  electrical 
measuring  instruments,  and  other  electrical  apparatus. 

The  relative  permanency  and  anti-staining  properties  of  zinc  have 
long  been  recognized  abroad.  Zinc  has  been  used  for  metal  roofs  on  the 
Continent  for  a  number  of  years.  These  roofs  have  been  described  on 
many  occasions.  The  foreign  method  of  application,  together  with  the 
probable  life,  are  excellently  set  forth  in  an  article  by  W.  H.  Seaman  in 
the  Engineering  and  Mining  Journal,  Oct.  5,  1918. 

Considerable  prejudice  against  zinc  exists  in  tliis  country  among 
tinsmiths,  due  mainly  to  a  lack  of  knowledge  of  the  physcial  properties 
of  the  metal. 

In  the  first  place,  there  is  some  opinion  that  zinc  cannot  be  soldered. 
Reference  to  the  manufacture  of  dry  batteries  will  clearly  show  the  fal- 
lacy of  this.  Second,  zinc  is  considered  too  britcle  to  work  extensively. 
This  is  true  of  some  grades  of  sheet  zinc.  Properly  rolled  Horse  Head 
strip,  however,  is  far  from  brittle,  as  shown  by  the  deep  drawing  illus- 
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trated  in  Fig.  17  and  by  the  bende  made  in  a  strip  of  metal  according 
to  Fig.  16.  Third,  a  proper  conception  of  the  expansion  and  contrac- 
tion of  the  metal  at  extremes  of  temperature  is  necessary  in  order  to 
properly  lay  zinc  on  a  roof.  This  latter  subject  is  covered  in  a  nmnber 
of  contributions  to  foreign  and  domestic  trade  papers.**  Recently,  The 
New  Jersey  Zinc  Co.  has  erected  a  metal  shingle  zinc  roof  on  a  two- 
family  dwelling  at  Palmerton,  Pa.  The  shingles,  valleys,  ridge  rolls, 
gutters  and  leaders  were  all  fabricated  from  zinc  by  the  National  Sheet 
Metal  Roofing  Co.,  of  Jersey  City,  N.  J. 


Fio.  17. — Development  oy  dbbp  drawn  dnc  tube. 

Zinc  gutters  are  used  quite  extensively  on  buildings  bavii^  stone 
copings.  The  salts  running  from  a  gutter  made  of  copper  would  badly 
discolor  the  stone,  whereas  the  common  salts  of  zinc  are  white  and  no 
staining  results. 

Probably  this  non-staining  feature  of  zinc  was  first  appreciated  by  the 
corset  manufacturers,  for  brass  corset  eyelets  and  brass  tips  for  corset 
steels  soon  make  the  garment  unsightly  and  unfit  for  wear.  It  has  been 
found  that  Horse  Head  zinc  possesses  superior  non-staining  qualities 
and  also  superior  drawing  qualities;  it  is,  therefore,  demanded  by  many 
corset  manufacturers  for  their  eyelets. 

■<  DiSeTent  Kinds  of  Zinc  RooBng,  Vieille-Montagae,  PampUel  25,  Li^,  1897; 
Various  Systems  of  Roofing,  liutrnetion*  pratique,  Vieille-Montagne  (1900); 
W.  H.  Se&man:  Sheet  Zina  for  Roofing,  Enff.  db  Min.  Jvi.  (1918)  106,  620-639; 
Use  of  Zinc  by  Sheet  Metal  Coutrsctors  Metal  Worker  (1919)  91,  58; 
Wm.  Neubeoker:  Covering  Dome-shaped  Roofs,  Metoi  W(yrktir  (1919)  91,  575-577; 
Wm.  Button:  Zinc  as  a  Roof  Covering,  Jl/etol  Worker  (1919)  91,  370-371; 
Practical  Talks  on  Zmo  Roofing,  Practieal  Sheet  Metal  Work,  S,  93-103. 
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Zinc  has  been  quite  extensively  used  for  weather  stripping,  but  objec- 
tions have  been  raised  agunst  strip  zinc  due  to  allied  poor  bending 
properties.  As  evidenced  by  the  severe  bends  illustrated  in  Fig.  16, 
properly  rolled  Horse  Head  strip  is  entirely  suitable  for  this  purpose. 
Zinc  glaziers'  points  have  long  been  used;  their  superiority  over  galva- 
nised steel  need  only  be  mentioned  in  passing. 


Fia.  18.- 


Becently  zinc  has  been  applied  to  the  manufacture  of  automatic 
washing  machines  under  conditions  which  cannot  fail  to  severely  test 
the  properties  of  the  metal.  As  an  indication  of  the  value  of  sine  for  this 
service  it  is  to  be  remembered  that  rolled  zinc  has  been  used  on  wash* 
boards  for  several  generations. 


Fia.  19. — Spun  and  poubhed  abticles  on  left.     Drawk  and   bilvbr-flated 

ABTICLBB  ON  KIOBT. 

Large  quantities  of  strip  zinc  are  being  used  to  manufacture  weather 
resisting  tags,  the  printed  matter  being  stamped  on  by  a  machine  similar 
to  the  addressograph.  Rolled  zinc  is  also  extensively  applied  in  the 
manufacture  of  boxes  used  for  shoe  polish. 

It  has  long  been  thought  impossible  to  satisfactorily  form  many 
articles  from  sheet  zinc,  but  experimental  work  has  developed  a  rolled 
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product  which  will  admirably  withstand  deep  drawing.    A  eimple  draw 
is  the  well-known  Mason  jar  top. 


Fia.  20. — MisCBLL&NKouB  appucationb  or  rolled,  forubd,  bpun  and  plated 


One  of  the  larger  manufacturera  of  lead-pencils  has  lately  made  use 
of  rolled  zinc  for  lead  pencil  tips  and  the  ferrule  placed  on  the  end  of  the 


Fio.  21. — Zinc  rod  and  vibe. 

pencil  to  hold  the  eraser.    These  shapes  were  formed  by  drawing  zinc 
into  quite  a  deep  tube  as  illustrated  in  Fig.  17. 

A  recent  experimental  development  has  been  the  manufacture  of 
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seamless  zinc  tubing,  as  illustrated  in  Fig.  18.  This  tubing  was  made  by 
the  following^  process:  A  blank  6  in.  in  diameter  and  0.065  in.  thick  was 
drawn  on  presses  to  a  cylinder,  the  bottom  sheared  out,  and  the  tubing 
completed  by  drawing  on  a  bench  through  dies  over  a  steel  arbor.  Dur- 
ing these  operations  no  annealing  is  necessary. 

Zinc  has  been  successfully  spun  and  formed  into  electric  lighting 
fixtures.  Ornamental  metal  doors  and  other  similar  objects  have  been 
successfully  manufactured  from  zinc.  Certain  doors  which  have  been 
under  observation  are  exposed  to  the  outside  atmosphere  and  polishing 
with  a  neutral  polish  at  intervals  serves  to  maintain  their  luster. 

One  would  naturally  suggest  the  Use  of  strip  zinc  as  a  base  metal  for 
plated  ware.  Special  selected  metal  is  best  for  this  purpose.  Some 
silver-plated  pieces  are  shown  in  Fig.  19. 

A  number  of  the  miscellaneous  applications  of  rolled,  formed,  spun, 
and  plated  zinc  are  illustrated  in  Fig.  20,  These  require  no  special 
comment. 

During  the  war,  the  manufacture  of  %-in.  diameter  zinc  rod  was  re- 
quested for  use  in  certain  parts  of  field  wireless  equipment.  A  pulled 
section  of  this  rod  having  a  tensile  strength  of  20,300  lb.  to  the  sq.  in. 
and  an  elongation  of  54.5  per  cent,  in  8  in.,  is  shown  in  Fig.  21.  Later, 
the  semi-commercial  manufacture  of  rod  and  wire  between  0.750  in\ 
and  0.005  in.  in  diameter  was  successfully  accomplished  The  rod  has 
found  application  in  the  manufacture  of  parts  on  automatic  screw  ma- 
chines, while  the  wire  is  used  for  shoe  nails,  for  the  fuse  wire  of  fuse 
plugs,  etc. 

An  interesting  development  is  illustrated  at  the  extreme  left  of  Fig. 
18.  Two  rectangles  of  rolled  zinc  were  formed  in  a  press  to  the  cross- 
section  of  a  semiTcircle.  These  two  sections  were  then  electrically  welded 
into  the  finished  tube  as  shown. 

DISCUSSION 

W.  H.  Forth,  New  York,  N.Y. — I  would  like  to  ask  what  effect 
segregation  of  lead  would  have  upon  the  corrosion  of  sheet  zinc;  also  what 
effect  would  abnormal  percentages  of  iron  have  upon  the  ductility  of  sheet 
zinc?  One  of  our  difficulties  seemed  to  be  that  the  cells,  when  standing 
on  the  shelf,  corroded.  We  have  attributed  this  to  local  action  in  the 
zinc  sheet.  We  would  like  to  know  whether  the  segregation  of  these 
impurities  in  this  sheet  zinc  will  have  any  effect  on  the  local  action  occur- 
ring in  sheet  zinc.  Lately  we  have  had  difficulty  in  punching  some  sheet 
zinc,  in  that  the  sheets  split  in  the  die.  The  section  that  split  seemed  to 
have  an  abnormallly  high  percentage  of  cadmium  and  iron;  would  that 
cause  it  to  become  brittle? 
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C.  H.  Mathewson. — Iron  is  one  of  the  most  unwelcome  impurities 
when  high  ductility  is  the  principal  requirement  in  rolled  zinc.  High 
iron  would  certainly  affect  the  drawing  qualities  adversely.  Abnormally 
high  percentages  of  cadmium  localized  in  portions  of  the  rolled  sheet 
would  probably  produce  hard  spots  and  cause  brittleness.  I  don't  feel 
competent  to  definitely  answer  questions  as  to  the  corrosion  of  rolled  zinc 
since  we  have  not  completed  any  very  exhaustive  series  of  tests  along  that 
line.  In  general,  anything  that  tends  to  bring  about  local  variations  of 
concentration  in  metal  is  disadvantageous  from  the  standpoint  of  corro- 
sion,  and  I  should  regard  pronounced  segregation  of  lead  as  disadyanta* 
geous  on  general  principles. 

W.  H.  PoRTH. — To  us,  that  corrosion  seemed  to  be  more  evident  with 
sheet  zinc  that  was  of  rather  high  purity  than  on  zinc  that  was  not  so 
pure;  that  is,  contained  less  lead.. 

F.  G.  Breyer,  Palmerton,  Pa. — May  I  ask,  when  you  speak  of  corro- 
sion, was  that  the  result  of  a  corrosion  test? 

W.  H.  PoRTH. — No,  it  was  not.  We  judge  entirely  by  the  shelf-life 
deterioration  of  a  dry  cell. 

F.  G.  Breyer. — The  trouble  with  the  battery  shelf  deterioration  is 
that  there  are  so  many  other  things  that  enter  into  it  besides  the  metal 
itself.  We  should  develop  a  satisfactory  test  that  has  fewer  variables 
in  it  and  which  can  be  exterpolated  to  shelf  life. 
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Five  FouDdry  Tests  of  Zinc  Bronzes 

BY  C.  P.  KARR,*  PH.  B.,  WASHINGTON,  D.  C. 
(Philadelphia  Meeting,  September,  1019) 

• 

For  several  years,  the  Bureau  of  Standards  has  been  working  in 
cooperation  with  an  Advisory  Committee  on  non-ferrous  metals  on  various 
phases  of  the  production  and  testing  of  zinc  bronzes.  The  work  has  dealt 
especially  with  the  type  of  metal  known  as  "Admiralty  bronze"  in  Eng- 
land and  as  ''Government  bronze"  in  this  country  and  consisting  of 
88  copper,  10  tin,  and  2  zinc.  Several  reports  have  been  made  on  this 
subject  and  these  should  be  considered  in  connection  with  this  paper. ^ 

FniST  Series  of  Five  Foundry  Tests 

A  very  brief  summary  of  the  first  series  of  five  foundry  tests  has  been 
made,^  but  for  the  sake  of  clearness  the  results  are  given  here  in  different 
form.  The  five  foundries  cooperating  in  this  investigation  were:  Ohio 
Brass  Co.,  Mansfield,  Ohio;  Titanium  Alloy  Mfg.  Co.,  Niagara  Falls, 
N.  Y.;  Packard  Motor  Car  Co.,  Detroit^  Mich.;  National  Cash  Regis- 
ter Co.,  Dayton,  Ohio;  Bureau  of  Standards,  Washington,  D.  C.  The 
object  of  the  work  was  to  determine  whether  uniform  results  could  be 
obtained  with  this  alloy  in  different  foundries  working  imder  definite 
instructions. 

One  of  the  participating  foundries  prepared,  from  vu-gin  metal,  a 
stock  of  ingots  of  the  composition  88  copper,  10  tin,  2  zinc,  and  at  the 
same  time  poured  nine  test  bars  from  this  melt  of  virgin  metal.  The 
results  of  the  physical  tests  of  these  bars  are  shown  in  Table  1.  Examina- 
tion of  this  table  shows  that  the  highest  and  most  nearly  uniform  results 
were  obtained  when  the  virgin  metal  was  cast  flat  in  chill  molds  and  the 
lowest  and  most  variable  results  were  encountered  when  it  was  cast 
vertical  in  green-sand  molds.  In  this,  as  in  all  other  tables,  the  mean 
deviation  was  obtained  by  the  usual  method  of  taking  the  average  of  the 
differences  of  the  individual  values  from  the  average  values. 


*  Associate  Physicist,  U.  S.  Bureau  of  Standards. 

^  Report  of  Work  Done  at  the  Bureau  of  Standards  on  Non-ferrous  Metals 
during  1913.  Trans.  Am.  Inst.  Met.  (1913)  7,  252-287;  Standard  Test  Specimens  of 
Zinc  Bronze.  U.  S.  Bureau  of  Standards  Tech,  Paper  59  (1916);  Report  on  a  Series 
of  Comparative  Tests  of  Zinc-bronse  Standard  Test  Bars.  Trans,  Am.  Inst.  Met. 
(1916)  10,  77. 

*  Last  reference  above. 
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A  part  of  the  ingots  were  sent  to  each  of  the  five  foundries  with  instruc- 
tions that^  test  bars  be  made  in  various  stated  ways,  using  not  over  25 
per  cent.pf  gates  and  runners  as  scrap  and  maintaining  pouring  tempera- 
tures between  1100^  and  1200^  C.  The  instructions  specified  also  that 
Albany  No.  2  sand  should  be  used  for  molds;  but  for  skin-dried  molds, 
allowed  the  use  of  any  facing  sand  or  binder  commonly  used  in  good 
foundry  practice. 


Table  1. — Five  Foundry   Tests,   Series    1,    Virgin  Metal,    Composition 
of  charge:  88  copper,  10  tin,  2  zinc.    Averaged  results  of  physical 

tests  with  mean  dedaiions 


Method  of  Casting 

Flat,  skin  dried  sand 

'Vertical,  green  sand    

Vertical,  skin  dried  sand 

In  chill 


Num- 
ber of 
Speci- 
mens 


Tensile 

Strength, 

Lb.  per 

Sq.  In. 


Elongation 

in  2  In.. 

Per  Cent. 


Reduction 

in  Area, 

Per  Cent. 


Number  of 
Specimens 
Contain- 
ing Flaws 


Number  of 
Specimen 
Breaking 
Gage 


40,400 

16.0 

14.8 

±1,600 

±2.0 

±1.5 

38,000 

9.7 

6.3 

±3,300 

±3.8 

±3.2 

38,000 

12.3 

9.7 

±3,300 

±2.9 

±3.1 

44,100 

27.3 

23.7 

1 

±2,900 

±2.4 

±2.3 

1 
1 
1 


Table  2. — Five  Foundry   Tests,  Series    1,   First   RemeU.     Composition 

of  charge:  88  copper,  10  tin,  2  zinc.    Averaged  resuUs  of 

physical  tests  wUh  mean  deviations 


Method  of  Casting 


Flat,  green  sand 


In  chill. 


Num- 
ber of 
i  Speci- 
I   mens 


Flat,  dry  sand 15 

Vertical,  green  sand 15 


Vertical,  dry  sand 


Tensile 
strength. 
Lb.  per 
Sq.  In. 


Elongation 

in  2  In.. 

Per  Cent. 


Reduction 
in  Area, 
Per  Cent. 


Number  of 
Specimens 
Contain- 
ing Flaws 


I  Number  of 

Specimens 

Breaking 

Outside 

Ga^e 

Limits 


36,590 
±3,190 
37,000 
±2,800 
33,830 
±4,700 
32,130 
±  5,570 
42,100 
±4,800 


12.0 

10.1 

2 

±4.2 

±3.6 

11.0 

8.9 

3 

±2.6 

±2.1 

9.9 

9.2 

4 

±4.0 

±3.7 

9.7 

9.1 

10 

±4.6 

±3.3 

25.0 

19.7 

2 

±8.8 

±5.8 

9 
7 
5 
5 
6 


The  instructions  as  to  pouring  temperatures  were  not  adhered  to 
strictly  by  some  of  the  foundries  for  the  pouring  temperatures  varied 
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from  1050^  to  1350^  C.  Although  not  specified  in  the  instructions,  all 
sand-cast  specimens  were  supposed  to  be  4K  in.  (11  cm.)  long  and*%  in. 
(1.5  cm.)  diameter  in  the  center  sections  and  all  chill  specimens  were  sup- 
posed to  be  14 J^  by  2  by  l}i  in.  (37  by  5  by  3  cm.).  The  test  bars  made 
*  actually  varied  in  length  from  43^  in.  to  14  in.  in  length  and  from  ^  in.  to 
^  in.  in  diameter,  center  section.  In  addition  to  these  variations  in 
pouring  temperatures  and  size  of  test  bars,  a  large  number  of  the  test  bars 
showed  flaws  and  many  others  broke  outside  of  the  gage  limits  when  being 
tested.  For  these  reasons,  the  results  of  the  tests  have  less  significance 
than  was  expected.  They  are  valuable  mainly  as  an  example  of  the  ex- 
treme care  that  must  be  taken  to  keep  conditions  uniform  in  conducting 
comparative  tests  on  metal  so  sensitive  to  slight  variations  in  method  of 
working  as  Government  bronze  is  known  to  be.  The  results  are  shown  in 
Table  2,  in  which  the  superiority  of  the  chill  casting  stands  out. 

Effect  of  Heat  Treatment 

In  order  to  determine  the  effect  of  heat  treatment  on  the  properties 
of  this  alloy,  a  second  remelt  was  made  in  the  foundry  of  the  Bureau  of 
Standards.    The  results  are  shown  in  Table  3.    Examination  of  this  table 

Table  3. — Five  Foundry  Tests,  Series  7,  Second  RemeU.    Composition  of 
charge:  88  copper,  10  tin,  2  zinc.    All  specimens  were  cast  approxi- 
mately to  size.    Averaged  results  of  physical  tests 


Tenaile 

Elonntion 
in  2  In.. 

Reduction 

How  Cast 

Heat  Treatment 

Strength. 
Lb.  per  Sq.  In. 

41,650 

in  Area, 

• 

Quenched  at  700""  C 

Per  Cent 

Percent. 

Flat.  KT6en  sand 

29 

12 

^    AW  VV     ^fc»  ^^^Z**    q^WA^^^  ■■«•«■«■     • 

Annealed  at  700**  C. 

44,000 

39 

25 

None 

41,230 

17 

13 

Flat,  skin  dried  sand 

Quenched  at  eOO""  C. 

45,300 

37 

22 

Annealed  at  600''  C. 

46,610 

39 

27 

None 

41,790 

27 

19.6 

Vertical,  green  sand 

Quenched  at  700**  C. 

43,780 

39 

22.7 

■ 

Annealed  at  700**  C. 

44,550 

46 

29.5 

None 

42,000 

27 

10.6 

Vertical,  akin  dried  sand . 

Quenched  at  600**  C. 

47,940 

38 

13 

Annealed  at  600**  C. 

49,380 

35 

17 

None 

39,850 

25 

17.5 

In  chill 

Quenched  at  600**  C. 

29,640 
32,890 

17 

11 

Quenched  at  700**  C. 

25 

16 

Quenched  at  700**  C. 

29,000 

22 

3 

Annealed  at  600°  C. 

29,800 

19 

13 

Annealed  at  700**  C. 

27,900 

19 

10 

None 

31,875 

5 

3.5 

None 

25,300 

5 

2.0 

None 

26,000 

5 

2.5 

I 

L 


C.   p.   KARR 


381 


Table  4. — Five  Foundry  Teats.    Composition  of  charge:  88  copper,  10  tin^ 

2  zinc.    Showing  effect  of  continued  remeUing,    All  melts  except 

thai  of  virgin  metal  were  made  ai  the  Bureau  of  Standards. 

Averaged  results  of  physical  tests  with  mean  deviations 


■ 
Method  of  Casting 

N  amber  of 
Melt 

Number  of 
Specimens 

Tensile 

Strength, 

Lb.  per  Sq.  In. 

Elongation 

in  2  In., 

Per  Cent. 

Reduction 

in  Area, 

Per  Cent. 

Flat,  green  sand 

1 

2 

3 

38,200 

10.0 

8.5 

±800 

±0.6 

±1.1 

3 

3 

42,600 

7.3 

11.5 

±1,000 

±0.6 

±1.0 

4 

3 

40,100 

9.0 

10.5 

±3,800 

±2.0 

±3.3 

Flat,  skin  dried  sand 

1 

3 

40,490 

16.0 

14.8 

±1,600 

±2.0 

±1.5 

2 

3 

40,400 

11.0 

8.1 

±600 

±1.3 

±1.2 

3 

3 

42,800 

14.0 

20.0 

±1,300 

±0.3 

±5.0 

4 

3 

48,100 

15.0 

18.0 

±2,400 

±3.0 

±4.0 

Vertical  green  sand . 

1 

3 

38,000 

'    9.7 

6.3 

±3,300 

±3.8 

±3.2 

2 

3 

38,200 

15.0 

13.5 

.±2,300 

±0.6 

±3.9 

3 

3 

36,500 

4.7 

10.0 

±2,000 

±0.2 

±0.3 

4 

3 

35,500 

9.0 

8.0 

±1,300 

±1.6 

±2.0 

Vertical,  skin  dried 

1 

3 

38,000 

12.3 

9.7 

sand 

±3,000 

±2.9 

±3.1 

2 

3 

36,700 

12.3 

10.3 

±2,600 

±3.5 

±3.8 

3 

3 

37,500 

8.5 

13.0 

±  1,950 

±2.0 

±2.3 

4 

35,400 

9.0 

9.5 

1,000 

±2  0 

±1.3 

In  chill 

1 

3 

44,100 
±2,900 

27  3 

23.7 

±2.4 

±2.3 

2 

3 

43,800 

20.0 

16.2 

±3,500 

±6.0 

±5.8 

3 

3 

31,600 

4.0 

6.0 

±3,700 

±0.8 

±3.1 

4 

6 

25,600 

1.8 

2.6 

±3,200 

±0.3 

±1.1 
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shows  that  the  physical  properties  of  the  specimens  cast  in  sand  vr^lte  im- 
proved somewhat  by  heat  treatment,  annealing  being  more  effective  than 
quenching.  In  the  specimens  cast  in  chills,  the  ductility  of  the  metal 
was  increased  markedly  by  heat  treatment,  but  the  tensile  strength  was 
not  altered  materially.  The  sand-cast  specimens  of  the  second  remelt 
are  better  than  the  chill  castings  of  the  first  or  second  remelts.  These 
results  are  in  general  accord  with  those  of  other  investigators.' 

Effect  of  Continued  Remei/hng 

To  determine  the  effect  of  continued  remelting  on  the  alloy,  three 
remelts  of  the  same  metal  were  made  at  the  Bureau  of  Standards.  The 
pouring  temperatures  being  kept  at  about  1 100°  C.  The  results  are  shown 
in  Table  4.  In  the  case  of  specimens  cast  in  chills,  the  virgin  metal  gave 
the  highest  values  and  there  was  a  m&rked  falling  off  in  strength  wtih 
continued  remelting.  No  marked  effect  due  to  remelting  is  noticeable 
in  the  specimens  cast  in  sand.  This  may  be  due  to  the  maintenance  of  a 
low  pouring  temperature  for  it  is  well  known  in  foundry  practice  that 
Government  bronze  tends  to  deteriorate  after  two  or  three  meltings.* 

Second  Series  of  Five  Foundry  Tests 

After  discussion  in  committee,  it  was  decided  to  repeat  the  first 
remelt  series  of  tests  conducted  by  the  five  co5perating  foundries  but 
to  use  longer  test  bars  cast  in  molds  made  from  core  sand  and  linseed 
oil  and  baked  in  a  core  oven.  These  molds  were  all  made  for  pouring  flat 
and  were  all  provided  with  reservoir  gates,  the  gates  being  made  in  green 
sand.  The  shape  and  dimensions  of  the  mold  and  gate  are  the  design 
of  Mr.  McKinney  of  the  Naval  Gun  Factory  and  are  shown  in  Fig.  1. 
It  was  decided  further  to  conduct  a  similar  series  of  tests  on  ingots  of 
the  composition  88  copper,  8  tin,  4  zinc.  The  pouring  temperatures 
varied  somewhat,  from  1100°  to  1300°  C.,  due  to  established  practice 
in  the  various  foundries,  but  otherwise  conditions  were  kept  as  uniform 
as  possible.  The  care  taken  in  making  this  series  of  tests  was  justified  by 
the  facts  that  none  of  the  specimens  broke  outside  of  the  gage  limits  while 
being  tested  and  none  showed  flaws.  The  results  of  the  physical  tests 
are  shown  in  Tables  5  and  6. 


*  £.  S.  Shepherd  and  G.  B.  Upton:  JrU.  Pkys.  Chem.  (1905)  9,  441-476. 
St.  Etienne:  Soc.  de  L'Ind.,  Stoye  Memoriale  (Mch.,  1911)  138. 

H.  S.  and  J.  S.  G.  Primrose:  Jnl.  Inst.  Met.  (1913)  9,  161. 

M.  S.  Guillet:  Re».  de  Met.  (1905)  2, 118. 

JohnDewrance:  Jnl.  Inst.  Met.  (1914)  11,  216. 

C.  P.  Karr  and  H.  S.  Rawdon:  Tech,  Paper,  U.  S.  Bureau  of  Standards. 

H.  C.  H.  Carpenter  and  0.  F.  Elam:  JrU,  Inst.  Met.  (1918)  19,155. 

*  Deeourcy  Brown:  Trans.  Am.  Inst.  Met.  (1914)  8,  63.    Brass  World  (1913) 
9,  176. 
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Table  6. — Five  Foundry  Tests,  Series  II.    Composition  of  charge:  88  copper, 
10  tin,  2  ginc.    AU  specimens  were  cast  approximately  to  size,  hori- 
zontal, in  baked  care^sand  molds  with  reservoir  gates.    Averaged 
resvUs  of  physical  tests  with  mean  deviations 


Foundry 


Number  of 
Specimens 


Proportional 
Limit 


Teniaile  Strensth, 
Lb.  per  Sq.  In. 


Elongation  in 
2  In.,  Per  Cent. 


Reduction  in 
Area,  Per  Cent. 


A 

6 

11,250 

33,600 

22.3 

18.0 

±1,300 

±1,400 

±1.1 

±2.0 

B 

6 

13,100 

43,100 

39.7 

24.3 

±1,050 

±3,350 

±4.5 

±2.2 

C 

6 

13,750 

42,600 

31.3 

24  6 

±600 

±2,200 

±5.0 

±3.4 

D 

6 

10,000 

31,100 

17.8 

15.8 

±1,600 

±2.500 

±4.4 

±4.3 

e 

6 

13,100 

43,800 

25.1 

22.5 

I 

±900 

±1,960 

±4.5 

±4.5 

Total 

30 

12,200 

38,900 

25.3 

21.0 

1 

±1,600 

±5,250 

±5.9 

±4.7 

Table  6. — Five  Foundry  Tests,  Series  II.    Composition  of  charge:  88  cop- 
per, 8  tin,  4  zinc.    AU  specimens  were  cast  approximately  to  size, 
horizontal,   in   baked  core-sand  molds  with  reservoir  gales. 
Averaged  results  of  physical  tests  and  mean  deviations 


Foundry 


Number  of 
Specimens 


Proportional 
Limit 


Tensile  Strength,         Elongation  in      '    Reduction  in 
Lb.  per  Sq.  In.     j    2* In.,  Per  Cent.     Area,  Per  Cent. 


A 

5 

12,400 

46,000 

40.0 

30.0 

±1,700 

±1,000 

±3.0 

±1.7 

B 

6 

11,900 

43,300 

36.0 

28.0 

±900 

±1,850        \ 

±4.5 

.±4,5 

C 

6 

10,200 

34,600 

29.6 

24.4 

±1,000 

±2,400 

±6.2 

±3.0 

D 

6 

9,600 

36,400 

31.5 

23.6 

±1,400 

±2,400 

±5.7 

±3.4 

E 

3 

11,300 

.    35,900 

15.3 

14.6. 

±2,900 

±  3,760 

±7.1 

±5.6 

Total 

26 

11,000 

39,400 

32.0 

25.0 

±1,650 

±4,200 

±7.0 

±4.6 

Examination  of  these  tables  shows  that  even  with  rather  carefully 
standardized  methods  of  making  test  bars  of  this  type  of  alloy,  there 
may  be  considerable  variation  in  the  physical  properties  of  bars  produced 
in  the  same  foundry  and  greater  variation  in  those  from  different  foun- 
dries.   The  results  for  the  alloy  88  copper,  8  tin,  4  zinc  compared  with 
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those  for  88  copper,  10  tin;  2  zinc  indicate  that  it  is  a  somewhat  more 
ductile  metal  than  the  88-10-2  mixture,  has  about  the  same  tensile  strength, 
but  a  lower  proportional  limit.  It  is  interesting  to  note  that  some  of  the 
foundries  that  produced  specimens  with  highest  values  with  the  88-10-2 
alloy  made  bars  with  the  88-10-4  alloy  that  gave  some  of  the  lowest  values, 
and  vice  versa.    This  is  probably  due,  largely,  to  the  pouring  tempera- 
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Mold 


End  View  of  Test  Bar 


Side  Elevation  of  Test  Bar 
Fig.  1. — Type  of  test  bar  used  in  second  berieb. 

tures  used  in  the  foundries  in  question  being  more  suitable  for  one  alloy 
than  for  the  other. 

SuiOfABY 

In  conducting  comparative  tests  of  alloys  of  the  Government  bronze 
type,  great  care  must  be  taken  to  keep  uniform  all  conditions  affecting 
the  quaUty  of  the  finished  castings,  such  as  composition  of  charge,  pour- 
ing temperature,  shape  and  size  of  test  bars,  kind  of  mold  used,  method 
of  pouring  and  gating,  etc. 

With  rather  carefully  standardized  methods  of  making  test  bars  of 
this  type  of  alloy,  considerable  variation  in  physical  properties  of  test 
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spedmens  from  the  same  foundry  are  to  be  expected  and  greater  varia- 
tion in  those  from  different  foundries. 

The  two  alloys  studied  gave  the  following  average  values  for  test 
bars  cast  approximately  to  size  horizontal  in  baked  core-sand  molds 
with  reservoir  gates. 


Compoflition 

Namber  of 
Specimena 

Proportional 
Limit 

Tensile 

Strexucth. 

Lb.  per  Sq.  In. 

Elongation 

in  2  In., 

Per  Cent. 

Reduction 

in  Area. 

Per  Cent. 

88  Cu.  10  Sn.  2  Zn 

30 

,  26 

12,200 
±1,600 

11,000 
±  1,650 

38,900 

±5,250 

39,400 

±4,200 

25.3 
±5.9 

32.0 
±7.0 

21.0 

88  Cu,  8Sn,  4Zn. 

±4.7 
25.0 

±4.6 

DISCUSSION 

W.  M.  Corse,  Mansfield,  Ohio. — We  have  sometimes  seen  in  indi- 
vidual tests  ultimate  tensile  strengths  as  high  as  55,000  lb.  per  sq.  in. 
being  attained  under  electric  furnace  practice.  These  results,  of  course, 
average  much  lower  than  that,  but  with  better  methods  of  melting,  can 
we  hope  to  get  the  strength  up  to  somewhere  near  the  figure  attained 
by  these  individual  tests? 

C.  P.  Earr. — Yes,  because  with  the  electric  furnace  you  can  lessen 
the  oxidation  by  means  of  the  impurities  always  found  in  the  melting. 
But  one  of  the  most  important  things  in  making  88-10-2  bronze  of 
this  class  is  to  use  a  corensand  mold  with  a  very  open  grain,  so  that  the 
gases  jcarried  down  will  have  a  chance  to  escape  through  the  sand,  and 
thus  increase  the  tensile  strength. 

The  Chairman  (W.  H.  Bassett,  Waterbury,  Conn.). — Do  I  under- 
stand that  pouring  temperatures  of  1120°  to  1270°  gave  equally  good 
results  and  with  variations  beyond  the  temperatures  either  way,  the 
properties  are  affected? 

C.  P.  Earr. — If  you  go  much  below  1100°  you  will  not  get  very  high 
results.  If  you  go  above  1270°  you  will  have  some  of  the  oxidation 
products  in  the  metal.  Professor  Carpenter  carried  my  experiment 
further  and  heated  some  of  the  metal  up  to  1450°  and  allowed  the  metal  to 
cool  in  the  pot  to  somewhat  below  1270°.  The  original  valuable  prop- 
erties of  the  metal  were  restored,  while  the  metal  was  cooled  back 
within  that  temperature' range,  which  was  certainly  a  very  remarkable 
discovery. 

VOL.  LXXT. — ^26. 


386  PIVB  FOUNDRY  TESTS  OP  ZINC  BRONZES 

W.  M.  Corse. — With  88-10-2  bronze  in  very  thin  castings',  it  seems 
very  difficult  to  get  the  elongations  specified  by  the  Navy  specifications, 
14  and  15  per  cent.  I  would  like  to  ask  Mr.  McKinney  if  he  has  had 
similar  experiences  with  thin  castings  of  this  metal? 

P.  E.  McKinney,*  Washington,  D.  C. — Of  all  the  metals  we  handle, 
probably  the  red  bronzes,  containing  approximately  10  per  cent,  of  tin, 
are  the  most  delicate  and  susceptible  to  slight  changes  in  foundry  practice, 
and  the  range  is  so  very  close  that  the  restricting  of  the  size  of  the  gate 
or  the  increasing  of  the  temperature  by  very  slight  margins  will  very 
frequently  destroy  the  entire  object  sought;  that  is,  the  elongation  will 
suddenly  drop  to  nothing  and  you  will  have  a  fracture  either  in  the  casting, 
or  the  test  bar,  that  is  entirely  crystalline  and  apparently  rather  segre- 
gated. I  think  Mr.  Karr's  paper  has  shown  very  clearly  that  very  small 
changes  in  practice  effect  big  changes  in  the  results  obtained,  a  great 
deal  more  than  in  the  case  of  some  of  the  bronzes  that  don't  have  the 
excess  of  free  eutectic  that  will  freeze  out  and  give  us  erratic  grain  condi- 
tions and  intercrystalline  cracks  and  various  troubles  of  that  kind. 
Mr.  Corse's  question  requires  every  individual  casting  to  be  considered 
on  its  own  merits,  and  foundry  practice  developed  for  that  casting  that  is 
typical  of  that  casting  alone. 

Mr.  Karr  states  that  the  test  bar  used  in  the  experiments  was  a 
design  of  my  own.  I  would  like  to  correct  that  impression,  because 
while  we  have  used  it,  the  design  is  practically  identical  with  the  original 
Webert  bar. 


*  Chemist  and  Metallurgist,  U.  S.  Naval  Gun  Factory. 
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Physical  Properties  of  Nickel  * 

BT  DAVID  H.  BROWNB   AND  JOHN  F.   THOBCFSON,t  NBW   YORK,   N.   T 

(Philadelphia  Meeting,  September,  1919) 

Foreword 

The  literature  dealing  with  the  physical  constants  of  nickel  is  so 
fragmentary  and  unrelated  that  a  synopsis  presents  unusual  difficulties. 
It  is  only  within  the  last  few  years  that  investigators  have  understood  the 
importance  of  placing  on  record  not  only  the  determinations  they  have 
made  but  also  the  composition,  physical  treatment,  and  past  history 
of  the  material  investigated.  For  this  reason  much  of  the  earlier  litera- 
ture is  valueless.  Determinations  have  been  made  of  the  same  physical 
constants  on  samples  differing  widely  in  origin,  composition,  and  treat- 
ment, and  the  results  differ  widely  among  themselves. 

In  the  first  place  nickel  is  almost  as  flexible  a  term  as  steel.  Its 
physical  properties  are  widely  influenced  by  its  composition  and  treat- 
ment. It  absorbs  large  quantities  of  gases  and  is  exceedingly  difficult 
to  prepare  in  a  state  of  chemical  purity  comparable  to  gold,  silver,  or 
copper.  It  is  vitally  affected  by  thermal  and  mechanical  treatment. 
Hence  in  the  following  pages  the  recorded  literature,  where  quoted, 
must  be  accepted  with  a  certain  reserve  and  Used,  as  far  as  possible,  as  a 
check  on  later  observations,  in  which  these  important  factors  are  noted. 
In  every  case  where  new  determinations  are  given,  an  attempt  has  been 
made  to  record  all  available  information  concerning  the  composition 
and  treatment  of  the  material  used  so  that  the  data  may  serve  as  step- 
ping-stones toward  a  wider  knowledge  of  the  properties  of  the  metal. 

As  this  synopsis- is  an  attempt  by  men  of  metallurgical  training  to  do 
what  should  long  before  have  been  done  by  physicists,  it  is  to  be  exj)ected 
that  certain  errors  may  have  crept^in.    Any  corrections  or  suggestions 


*  The  preparation  of  this  paper  was  begun  by  the  late  David  H.  Browne  and 
myself  some  years  ago  in  an  endeavor  to  collect  for  our  own  use  the  best  available 
data  on  the  more  valuable  properties  of  nickel.  The  widely  scattered  sources  of  much 
of  the  material,  together  with  the  fact  that  much  was  unpublished,  made  it  seem  ad- 
visable to  publish  it  for  general  use.  The  work  was  interrupted  by  Mr.  Browne's 
death  and  greatly  delayed  by  the  pressure  of  work  entailed  by  the  war.  The  call  for 
such  data  in  easily  available  form  has  become  greater  as  time  passes  and  I  have 
accordingly  consolidated  and  rewritten  it  into  the  following  necessarily  brief  summary. 

John  F.  Thompson. 

t  Manager  Technical  Department,  The  International  Nickel  Co. 
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will  be  gladly  received  and  acknowledged.  No  apology  is  made  for  our 
attempts  to  simplify  the  physical  formulas  recorded.  It  is  felt  that  in  a 
paper  intended  for  use  by  practical  men,  no  explanation  of  properties, 
units  of  measurement,  or  methods  of  comparison  can  be  made  too  clear. 
Textbooks  are  often  obscure  because  they  presiune  too  much  scientific 
knowledge  on  the  part  of  the  reader  and  very  often  the  man  who  is 
interested  in  certain  physical  properties  of  metals  finds  himself  unable  to 
understand  the  formulas  given  because  he  has  forgotten  how  to  think  in 
the  terms  or  units  in  which  the  results  are  stated.  For  such,  simple 
explanations  of  the  physical  constants  are  desirable. 

Forms  op  Commercial  Nickel  Produced  by  Various  Repining 

Processes 

There  are  many  processes  for  the  production  of  metallic  nickel, 
and  unless  the  metal  is  subsequently  fused,  it  bears  evidence  in  its  physical 
properties  of  the  method  used  in  its  manufacture.  As  this  treatise  deals 
chiefly  with  the  properties  and  uses  of  nickel,  a  lengthy  discussion  of  the 
metallurgy  involved  in  its  preparation  would  be  out  of  place.  A  brief 
synopsis  of  the  methods  used  for  the  production  of  nickel  will,  however, 
make  clear  the  influence  of  the  method  of  manufacture  upon  the  physical 
properties  of  the  metal. 

Historically  speaking,  the  first  process  used  for  the  manufacture 
of  nickel  was  a  chemical  or  wet  method.*  The  ores,  or  more  frequently, 
the  sulfides  of  nickel  and  other  metals  produced  by  fusion  of  the  ores  were 
dissolved  in  acids,  and  the  copper,  iron,  and  other  metals  were  precipitated 
by  various  reagents.  Finally,  a  nickel  solution  thus  obtained,  free  from 
other  metals,  was  precipitated  by  an  alkali,  such  as  lime  or  soda,  and  the 
nickel  that  was  thrown  down,  as  a  hydrate  or  carbonate,  was  filtered  off 
and  washed.  From  this,  a  nickel  oxide  was  produced  by  calcination  at  a 
low  heat.  This  oxide  was  mixed  with  some  organic  binder,  such  as 
molasses,  and  was  either  formed  into  cubes,  cylinders,  or  other  shapes, 
or  else  was  dried  in  pans  and  broken  up  into  irregular  starch-like  frag- 
ments. These  fragments  or  shaped  forms  of  nickel  oxide  were  then 
heated  with  charcoal  in  closed  crucibles  at  a  heat  below  the  melting 
point  of  nickel.  From  such  treatment,  the  product  was  a  spongy  metal, 
very  porous,  and  often  containing  considerable  amounts  of  carbon  or 
unreduced  nickel  oxide.  This  metal,  on  account  of  its  porosity,  alloys 
easily  with  other  metals. 

All  nickel  was  for  years  produced  in  this  form,  and  any  metal  in  the 
forms  known  as  ''grain  nickel,"  ''cube  nickel"  orl  "rondelles"  is  of  this 


^Schnabel:  "Metallurgy" — ^Louis'    translation,    2,    574.    Macmillan    Co.,    1898. 
Moissan  et  Ouyrard:  "Le  Nickel,"  101. 
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type.  Determinations  of  the  physical  properties  of  unfused  nickel  thus 
produced  cannot  be  looked  upon  as  giving  information  about  the  soUd 
metal. 

The  second  process  for  the  recovery  of  nickel  from  its  ores  depends  on 
its  separation  by  fusion  as  a  sulfide.'  Some  ores  of  nickel,  such  as  those 
of  New  Caledonia,  are  siUcates  and  must  be  mixed  with  sulfur-bearing 
materials  such  as  gypsum  or  iron  pyrites.  Others,  such  as  the  Norwegian 
and  Canadian  ores,  contain  sulfides  of  copper,  nickel  and  iron.  These 
require  no  addition  of  sulfur,  but  are  always  roasted  or  oxidized  to  remove 
part  of  the  sulfur  they  contain.  Fusion  of  these  sulfide  ores,  or  of.  sili- 
cates of  nickel  with  sulfur-bearing  materials,  gives  what  is  technically 
known  as  '^  matte,"  a  sulfide  of  nickel  with  sulfides  of  iron,  and  usually 
of  copper  also. 

The  presence  or  absence  of  copper  determines  the  subsequent  treat- 
ment of  the  matte.  If  it  does  not  contain  copper,  as  in  the  case  of  the 
New  Caledonia  ores,  this  matte  can  be  treated  in  converters  by  the 
Bessemer  process  for  the  elimination  of  iron  just  as  copper  mattes  are 
treated  for  the  production  of  copper.  Nickel  mattes,  however,  cannot 
be  blown  to  a  finished  metal  and  the  process  of  conversion  ceases  with  the 
elimination  of  practically  all  the  iron  and  the  production  of  nickel  sulfide. 
This  nickel  sulfide  is  calcined  to  remove  the  sulfur  and  is  mixed  with 
charcoal  and  reduced  to  metal  in  a  reverberatory  furnace  or  in  crucibles, 
at  a  temperature  higher  than  the  melting  point  of  nickel.  The  melted 
nickel  is  either  poured  into  water  to  form  shot  nickel  or  is  cast  into  blocks 
or  ingots.  In  some  cases,  however,  the  oxide  is  mixed  with  an  organic 
binder  and  reduced  at  a  low  temperature,  as  previously  described. 

The  ores  of  nickel  that  contain  copper,  such  as  those  of  Norway  and 
Canada,  are  treated  in  the  same  way  by  fusion  and  by  Bessemer  conver- 
sion. In  this  case,  however,  the  product  is  a  sulfide  of  copper  and  nickel 
containing  a  small  amount  of  iron,  usually  under  }/i  per  cent.  This 
product,  known  as  Bessemer  matte,  is  treated  by  three  different 
methods  to  separate  nickel  from  copper. 

The  first  of  these  methods  is  the  use  of  an  electric  current.'  This  has 
many  modifications,  but  in  general  it  consists  in  removing  the  sulfur  and 
producing  a  crude  copper-nickel  alloy,  which  is  afterward  used  as  an 
anode  in  a  plating  bath.    After  the  removal  of  the  copper  by  plating  or 


*Schnabel:  Op.  ct/.,  511. 

Moissan  et  Ouvrard:  Op.  ct^.,  65,  96. 
/nL  Iron  and  Steel  Inst.  (1894)  46, 568. 
Charlton:  Jfd.  Soo.  Arts.  (1894)  43,  628. 
^Eng,  &  Min.  JfU.  (1S54)  68,  103.    JrU.  Soo.  Chem.  Ind.  (1902)  21,  1081. 
Can.  Min.  Rev.  (1902)  99. 
ZeU.  Elektrochm.  (1903)  893. 
Hybinette:  U.  S.  Pat.  805555,  Nov.  28,  1905,  and  805969,  Nov.  28, 1905. 
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cementation,  the  nickel  solution  can  lie  electrolyzed  for  the  production  of 
metallic  nickel.  This  nickel  may  be  sold  directly  in  the  form  of  nickel 
cathodes,  or  it  may  be  remelted  and  sold  as  ingots. 

The  second  process  is  the  Mond/  in  which  the  Bessemer  matte,  which 
contains  copper,  nickel,  sulfur,  and  a  very  small  amount  of  iron,  is  roasted. 
The  copper  is  in  part  removed  by  leaching  with  sulfuric  acid,  forming 
copper  sulfate;  the  residue,  containing  nickel  oxide  with  some  copper 
oxide  and  iron,  is  reduced  at  a  low  heat  to  a  finely  divided  metallic  pow- 
der. This  is  carefully  protected  from  contact  with  the  air  and  carbon 
monoxide  is  passed  over  it  at  ordinary  room  temperatures.  This  carbon 
monoxide  dissolves  part  of  the^  nickel,  forming  nickel  carbonyl,  which 
is  a  vapor  at  the  temperature  employed.  The  mixture  of  gases, 
carbon  monoxide  and  nickel  carbonyl,  is  passed  through  an  apparatus  con- 
taining small  shot  nickel  heated  to  about  300°  C.  At  this  temperature, 
nickel  carbonyl  splits  up  into  monoxide,  which  is  led  back  over  the  met- 
allic powder,  and  metallic  nickel  which  forms  a  coating  over  the  nickel 
shot.  The  nickel  shot  is  alternately  exposed  to  and  withdrawn  from  the 
action  of  this  gas,  and  in  this  way  a  series  of  concentric  layers  of  nickel 
are  built  up  around  the  original  nucleus,  like  the  coats  of  an  onion. 
The  metal  may  be  sold  in  this  form,  or  it  may  be  melted  into  ingots. 
Mond  shot  may  readily  be  recognized ;  hammering  upon  an  anvil  will  break 
open  the  various  coatings  and  show  the  characteristic  structure. 

The  third  method,  whereby  most  of  the  nickel  is  produced  in  the 
United  States,  is  known  as  the  Orford  Process.^  The  Bessemer  matte  is 
melted  with  salt  cake  or  nit^  cake.  These  are  both  forms  of  sodium 
sulfate,  which  in  the  furnace  reduce  to  sodium  sulfide.  This  sodium 
3ulfide  forms,  with  the  copper,  a  soda-copper  matte  of  low  specific  gravity. 
The  molten  material  from  the  furnace  is  allowed  to  cool  in  pots.  After 
the  material  is  cold  the  top  part,  which  contains  the  most  of  the  copper 
with  the  soda  and  some  nickel,  splits  off  from  the  bottom,  which  contains 
most  of  the  nickel  with  some  copper.  Several  treatments  are  required 
to  produce  on  the  one  side  a  crude  sulfide  of  copper  and  soda  and  on  the 
other  side  a  crude  sulfide  of  nickel.  The  sulfide  of  copper  and  soda, 
known  as  "tops,"  goes  to  copper  converters  where  the  copper  is  recovered 
as  blister  copper.  The  sulfide  of  nickel,  known  as  "bottoms,"  goes 
through  a  series  of  roastings  and  leachings  and  finally  becomes  nickel 
oxide.    This  is  reduced  with  charcoal  at  a  heat  above  the  melting 


*  Roberts- Austen;  Proc.  Inst.  Civ.  Engrs.,  186,  29. 
B  John  L.  Thomgon:  U.  S.  Pat.  489882. 

R.  M.  Thompson:  Min.  Ind.  (1892)  1,  357.    A.  Monell:  U.  S.  Pat.  802012,  Oct. 
17,  1905. 

R.  R.  Maffett:  U.  S.  Pat.  802148,  Oct.  17,  1905.    Min,  Ind.  (1905)  14,  466. 
(The  word  Orford  in  this  paper  refers  to  the  Orford  Works  of  the  Intemaibnal 
Nickel  Co.) 
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point  of  nickel  and  is  cast  into  blocks  or  poured  into  water  to  form 
shot. 

For  the  production  of  the  highest  grade  nickel,  a  portion  of  the  metal 
is  cast  into  anodes.  From  these  anodes  pure  electrolytic  nickel  is  depos- 
ited on  cathodes.  These  may  be  sold  uncut,  or  they  may  be  cut  into  small 
pieces  for  crucible  melting,  or  they  may  be  remelted  and  cast  into  ingots 
for  rolling. 

This  brief  sketch  of  the  metallurgy*  shows  that  what  is  called  nickel 
may  be  as  follows: 

1.  Grains,  cubes,  rondelles,  or  powder  reduced  at  a  low  heat  from 
nickel  oxide  and  not  fused  in  process  of  manufacture. 

2.  Nickel  deposited  as  concentric  coats  from  nickel  carbonyl  and  not 
fused  in  process  of  manufacture. 

3.  Nickel  deposited  by  some  electrolytic  method  in  the  form  of  a  cath- 
ode and  not  fused  in  process  of  manufacture. 

4.  Nickel  in  the  form  of  shot  or  blocks  made  by  reducing  nickel  oxide 
at  a  temperature  above  the  melting  point  of  nickel  and  casting  into  shot 
or  blocks  without  deoxidation. 

5.  Malleable  nickel  made  by  treating  molten  nickel  with  some  deoxi- 
dizer  before  casting  into  molds.  This  may  appear  as  un worked  ingots  or 
as  rods,  sheet,  wire  or  other  commercial  forms. 

Most  of  the  nickel  of  commerce  falls  in  class  4. 

Forms  op  Nickel  Produced  by  the  International  Nickel  Co. 

Shot  Nickel. — There  are  two  grades  of  shot  nickel,  A  and  X. 

A  shot  is  a  high  carbon  nickel  used  by  anode  manufacturers. 
It  has  approximately,  the  composition  shown.  X  shot  is  a  purer  material 
used  by  the  manufacturers  of  crucible  nickel  steel  and  of  nickel  silver. 
Its  approximate  analysis  is  shown.  Ingot  nickel  is  almost  identical  in 
composition  with  X  shot.  It  is  sold  in  25-,  50-,  and  100-lb.  ingots  and 
is  used  in  the  manufacture  of  open-hearth  and  electric-furnace  steel. 

Electrolytic  Nickel. — Electrolytic  nickel  is  approximately  as  given. 
It  is  sold  in  cathodes  24  by  36  in.  (60  by  91  cm.)  weighing  about  100  lb. 

A  Shot  Nickel 

Pbr  Cent. 

Nickel 98.40 

Iron 0.60 

Copper 0.26 

Carbon 0.60 

Silicon 0.25 

Sulfur 0.06 


*See  Barlow's  Report,  Part  H,  Ann.  Repl,  Geol.  Survey  of  Canada  (1904)  14. 
Coleman:  Nickel  Industry,  Can.  Dept.  Mines  (1913). 
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X  Shot  Nickbl 

0  Pjbk  Cbnt. 

Nickel 98.90-99.00 

Iron 0.46-0.65 

Copper 0. 15-0.25 

Carbon 0. 18 

Smcon 0.15 

Sulfur 0.035 

ELBCTBOLTnC  NiGKEL 

Pbb  Cbnt. 

Nickel. 99.80 

Iron 0.16 

Copper 0.05 

Carbon 0.0 

Silicon 0.0 

Sulfur 0.0 

(45  kg.)  or  is  cut  into  smaller  squares  for  convenience.     It  is  used  by 
the  manufacturers  of  high-grade  silver  and  cupro-nickel  alloys. 

MaUeable  Nickel, — Malleable  nickel,  intended  for  rolling  into  sheets  or 
rods  or  for  drawing  into  wires,  is  made  in  various  grades  according  to  the 
purpose  for  which  it  is  destined.  All  nialleable  nickel  is  treated  before 
casting  into  ingots  with  some  deoxidizer,  such  as  metallic  magnesium. 
A  very  small  amount  of  this  metal  introduced  into  a  crucible  of  molten 
nickel  removes  any  oxygen  that  the  nickel  may  contain  and  is  at  the 
same  time  itself  removed  as  oxide  of  magnesium.  If  nickel  were  not  so 
treated  it  could  not  be  rolled.  Some  consumers  desire  the  additions  of 
metallic  manganese  also;  this  remains  in  the  finished  nickel  and  makes 
it  more  suitable  for  certain  uses. 


Typical  Analyses  of  Grades  of  Malleable  Nickel 


Gbads  a*  Pbb  Cbnt. 

Nickel 98.90  to  99.00 

Iron 0.50 

Manganese 0.20  to    0.35 

Copper 0.18 

Carbon    0.10 

Silicon          0.10  to    0.20 

Sulfur 0.025 

*  Made  from  specially  refined  nickel. 


Qradb  Ct  Pbr  Cbnt. 

Nickel 96.60  to  97.00 

Iron 0.50  to    1.00 

Manganese 1.60  to   2.00 

Copper 0.20 

Carbon 0.20 

Silicon 0.10  to  0.20 

Sulfur 0.036 

t  High-manganese  nickel. 


Grade  D. — Grade  D  is  a  high-manganese  nickel  made  with  varying 
manganese  contents  for  a  variety  of  purposes.  The  impurities  are  the 
same  in  kind  and  amount  as  in  Grade  A. 

All  metallic  nickel  produced  by  the  Orford  process  contains  about 
0.4  per  cent,  cobalt.  The  properties  of  this  metal  are  so  closely  analogous 
to  nickel  that  the  effect  of  this  small  amount  of  cobalt  is  not  discernible. 
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Unless  otherwise  stated  in  this  paper,  the  cobalt  present  is  considered 
as  nickel  and  reported  as  nickel. 

Analyses  of  Various  Kinds  of  Nickel 

Table  1  shows  the  composition  of  various  kinds  of  nickd.  The 
results  are  not  to  be  taken  as  averages  but  represent,  solely,  the  analyses 
of  individual  samples. 

Atobhc  Weight 

The  International  Committee  on  Atomic  Weights,  for  1913,  places 
the  atomic  weight  of  nickel  at  58.68.  This  figure  is  given  in  Landolt- 
Bomstein  ("Phys.  Chem.  Tab.,"  1912)  and  is  taken  from  the  table  of 
atomic  weights  as  revised  by  the  committee,  which  consists  of  Messrs. 
F.  W.  Clarke,  T.  E.  Thorpe,  W.  Ostwald  and  G.  Urbain.  A  paper  by 
Richards  and  Cushman^  gives  a  chronological  list  of  research  on  the 
atomic  weight  of  nickel  as  follows: 

1826,  Rothoflf 59.1 

1862,  Erdmann  and  Marchand 58.2  -58.6 

1856,  DeviUe .'. .58.85 

1857,  Schneider? 58.07 

1858,  Marignac 58.4  -59.29 

1860,  Dumas 59.02 

1863,  Russell '. 58.74 

1866,  Sommaruga 58.03 

1867,  Winkler 59.45 

1871,  Lee 58.01 

1883,  Baubigny 68.73 

1886,  Zimmermann 68.71 

1890,  Mond,  Langer  and  Quincke 58.58 

1892,  Schatzenberger 68.54 

The  authors  describe  the  method  followed  and  give  the  results  ob- 
tained through  the  analysis  of  nickel  bromide.  Sample  1,  58.677;  sample 
2,  58.683;  sample  3,  58.688;  sample  4,  58.689.  They  conclude  with  a 
statement  of  opinion  that  the  atomic  weight  of  nickel  cannot  be  far 
from  58.69  if  oxygen  is  taken  as  having  an  atomic  weight  of  16. 

Specific  Gravity 

The  specific  gravity  of  nickel  varies  greatly  according  to  i€s  chemical 
analysis,  its  physical  condition,  and  the  mechanical  treatment  that  it 
has  received.  Few,  if  any  of  the  earlier  observers  have  taken  this 
into  account,  hence  various  determinations  ranging  from  7.94  to  9.25 
are  quoted. 

7  Chem.  News  (1897)  76,  284,  306. 
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Table  1. — Composition  oj 


Name 

Source 
y.  Hybinette 

Form 

Cu 

Niand 
Co 

Co 

Fe 

Norway  nickel 

Electro 

EWtro 

{:ieotro 

Electro 

Electro 

8hot 

0.06 

0.010 

0.01 

0.02 

0.10 

0.052 

0.06 

0.03 

0.05 

None 

0.008 

0.15 

0.15 

0.10 

0.20 
0.065 

0.10 

0.13 
0.014 

•  •  •  •  ■ 

0.112 

0.11 

0.13 

0.18 
0.1b 

0.76 

0.12 

0.12 

0.10 

0.12 

0.083 

0.089 

0.10 

0.23 

0.05 

99.52 
99.80 
99.84 
99.80 
98.75 
98.62 
98.98 
99.36 
98.20 
99.80 
99.92 
98.65 
99.05 
98.60 
99.08 
99.80 
99.00 
99.16 
99.41 

+99.00 
99.25 
99.17 
99.57 
99.38 
99.01 
99.09 
99.10 

•  99.60 
99.11 
97.58 
99.40 
99.00 
98.75 
96.75 
97.12 
98.95 
99.37 
99.26 
99.05 
97.99 
99.26 
99.23 
99.20 
99.13 
98.47 
98.96 
98.60 
99.02 
99.29 
98.00 
98.23 
97.87 
98.00 

0.89 

»  •  •  • 

•  •  •  * 

0.80 

»  ■  •  • 

•  •  ■  • 

1.01 
0.06 
.... 
None 
None 
0.80 
0.80 

•  ■  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  ■  • 

•  •  •  • 

•  h    •    m 

»    «    •    • 

•  ■    •    • 

•  ■    •    • 

0.32 
0.80 

•  •  •  • 

•  •  •  • 

•  «  •  ■ 

0.80 

•  •  •  • 

•  •  •  • 

•  •  ■  ■ 

•  ■  •  • 

•  •  •  ■ 

•  •  •  • 

•  •  •  • 

•  •  •  • 

0.88 
1.36 

•  ■  •  • 

0.54 
0.62 

•  «  ■  • 

•  •  •  • 

Trace 
0.12 
Nil. 

•  •  •  » 

•  ■  •  • 

1.45 
1.60 

0.36 
0.12 

0.14 
0.50 
0.55 
0.58 
0.39 
0.80 

0.040 

0.50 

0.47 

0.50 

0.46 

0.50 
0.32 

0.23 

0.51 
0.13a 

0.43 
0.65 
0.50 

0.38 
0.30 
0.55 
0.60 
0.76 
0.65 
0.50 

0.40 
0.40 
0.49 
4.05 
0.31 
0.40 
0.30 
0.80 
0-57 
1.22 
0.21 
0.48 
1.60 
0.98 
0.45 
0.75 

Canadian  nickel 

D.  H.  Browne. 

Orford  niokel 

International  Nickel  Co.. 
International  Niokel  Co.. 

Hybinette  Process 

U.  S.  Nickel  Co 

Orford  nickel 

Electrolytic  nickel 

Nickel  shot 

Niokel  shot 

U.  8.  Nickel  Co 

Shot 

Mond  nickel 

L.  Mond  (England) 

U.  8.  Nickel  Co 

Shot 

Metallic  nickel. . . . , 

Shot 

Mond  nickel. 

Mond  Nickel  Co.. 

Shot 

Mond  nickel 

Mond  Nickel  Co 

Shot 

Nickel  shot 

International  Nickel  Co.. 
International  Niokel  Co.. 
International  Nickel  Co.. 
International  Niokel  Co. . 
L.  Mond 

A  Shot 

Nickel  shot 

X  Shot 

A  Shot 

XShot 

Nickel  shot 

Niokel  shot 

Mond  nickel 

Nickel  shot 

Nickel  cubes 

International  Niokel  Co.. 
U.  8.  Niokel  Co 

X  Shot 

Cubes 

Metallic  nickel 

Le  Niokel 

Cubes 

Cubes 

Niokel  cubes 

Nickd  cubes 

Wiggins. ..........  T ... . 

Cubes 

Grain 

Grain  nickel 

Am.  Niokel  Works 

Ludwiok  Mond 

Mond  niokel 

Grain 

Metallic  nickel 

Le  Niokel. 

Grains 

Rondelle 

Ingots. ........ 

French  nickel 

I/O  Niokel, ..  t ....  ^ «... . 

Niokel  ingots 

International  Nickel  Co. . 
International  Nickel  Co. . 
Le  Niokel 

Niokel  ingots 

Ingots. ........ 

Metallic  nickel 

Brick 

Cylinders 

Rods 

Metallic  nickel 

Le  Nickel.... 

Nickel  rod 

H.  Boker  A  Co 

Electro  malleable  nickel. . 

International  Niokel  Co. . 
International  Niokel  Co.. 
International  Niokel  Co.. 
InternationAl  Niokel  Co.. 
H.  Boker  A  Co 

Rods 

MaUeable  nickel  A 

Malleable  nickel  B 

Malleable  nickel  C 

Nickel  tube 

Rods 

Rods 

Rods 

Tube 

Nickel  castings 

International  Nickel  Ca. 
Fleitmann  Witte  A  Co..'. 

Knipp  (Germany) 

Krupp  (Germany) 

Baker  A  Co 

Castings 

Sheet 

Nickel  sheet 

Malleable  nickel 

Sheet  No.  1 

Sheet  No.  2 

0.001  by  12  in.. 
Coin 

Malleable  nickel 

Rolled  nickel  sheet 

French  25  centimes 

FVance 

20  oentesimi  piece 

Arthur  iDruDD 

Italy 

Coin 

Berndorf.  Austria 

England 

Wire  rod 

'Hin.  wire 

0.081  in.  wire... 

Wire 

Wire 

Various 

Nickel  rod 

Electro  malleable  nickel. . 

Driver-Harris. 

Gas  mantle 

Solez  Co..  Ltd 

MaUeable  nickel 

Fleitmann  Witte  &  Co.. . 
U.  8.  Nickel  Co 

Metallic  nickel.' 

Pure  nickel 

Kalmus  &  Haroer 

Nickel 

New  Caledonia 

0.50 

Nickel 

New  Caledonia 

N  ckel 

Basse  A  Sdve 

0.10 
0.05 

Nickel '. .. 

Deloro  Mininx 

NoTB. — The  nickel  analyses  of  some  of  the  samples  mentioned  by  the  Royal  Ontario  Nickel  Com,- 
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8 

Si 

C 

Mn 

Am 

Snand 
Sb 

Insol. 

Remarks 

■ 

•  •  •  • 

Trace 

Trace 

0.015 

0.006 

0.005 

•  •  *   • 

0.01 

0.01 

0.003 

Analysed  by  Orford  (1908). 

Trace 

•  •  ■  • 



Analysed  by  Orford  (1914). 

0.01 

0.50 

0.26 

•  •  •  • 

Royal  Ontario  Nickel  CommiBsion. 

0.006 

0.19 

0.16 

•  •  •  • 

Trace 

0.003 

0.002 

0.11 

0.11 

0.09 

0.006 

None 

0.05 

•  «  •  • 

Analysed  by  Hadfield  (1899). 

None 

0.007 

0.030 

•  •  •  • 

Analysed  by  Mond  (1915). 

0.06 

0.15 

0.45 

■  «  •  ■ 

0.015 

0.015 

Analysed  by  Orford  (1914). 

0.04 

0.10 

0.18 

•  •  •  • 

0.015 

0.015 

•  •  •   ■  • 

Analysed  by  Orford  (1914). 

0.050 

0.50 

0.034 

0.05 

0.05 

•  •  •  * 

•  •   •  ■ 

Royal  Ontario  Nickel  Commission. 
Royal  Ontario  Nickel  Commission. 

0.035 

0.15 

0.018 
0.41 

0.015 

0.04 

0.176 

0.008 

0.12 

0.07 

•  •   •  • 

Royal  Ontario  Nickel  Commission. 

■  •  •  • 

1.06 
0.03 

Royal  Ontario  Nickel  Commission. 

0.003 

• 

0.23 

•  •   •  • 

•  •   ■   • 

Trace 

Trace 

• 

0.010 

0.109 

0.048 

0.01 

0.024 

0.037 

■    •   •    « 

0.068 

0.04 

0.01 

0.04 

•  •  •  ■ 

0.02 

0.02 

Analysed  by  Le  Nickel  (1905). 

0.06 

0.10 

0.10 

■  •   •  • 

0.015 

0.015 

Analysed  by  Orford  (1914). 

0.01 

0.104 

0.111 

0.006 

0.151 

.0.251 

0.012 

0.13 

0.19 

1.60 

0.015 

0.10 

0.10 

•  •  ■  • 

Trace 

Trace 

Analysed  by  Orford  (1914). 

0.025 

0.10 

0.15 

0.15 

Typical  analyses,  Orford  Works. 

0.025 

0.20 

0.15 

1.75 

Typical  analyses.  Orford  Works. 

0.03 

0.20 

0.15 

1.75 

Typical  analyses,  Orford  Works. 

0.10 

0.13 

1.15 

• 

0.035 

0.16 
0.019 

•    •    •    a 

* 

Typical  analyses,  Orford  Works. 

0.024 

0.17 

0.045 

Trace 

• 

0.045 

0.16 

•0.13 

•  •  •  *  • 

0.13 
1.32 

0.05 

0.07 

0.042 

Trace 
0.17 

0.018 

0.021 

0.01 

0.02 

0.07 

0.22 

0.022 

0.06 

0.16 

0.66 

0.06 

0.16 

0.13 

0.30 
0.15 
0.16 

• 
Royal  Ontario  Nickel  Commission. 

0.025 

0.21 

0.39 

•  •  ■  • 

Trace 

0.025 

0.042 

Nil. 

•  fl  •  • 

t 

Royal  Ontario  Nickel  Commission. 

0.13 

■  •  •  • 



1 

Royal  Ontario  Nickel  Commission. 

0.30 

•  •  •  • 

..... 

1 

Royal  Ontario  Nickel  Commission. 

0.05 

0.19 

Trace 

•  •  •  • 

Royal  Ontario  Nickel  Commission. 

■  •  •  ■ 

Royal  Ontario  Nickel  Commission. 

nuasion  are  only  nickel  while  in  other  oases  they  are  nickel  plus  cobalt. 
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As  nickel  reduced  b^  carbon  or  carbon  monoxide  to  a  metallic  powder 
or  more  or  less  compact  metallic  sponge  may  contain  large  amounts 
of  carbon  and  other  impurities  and  may  also  contain  numerous  voids,  it  is 
evident  that  nickel  in  the  form  of  grains,  cubes,  or  rondelles  may  show  a 
comparatively  low  specific  gravity.  These  samples  stand  in  the  same 
relation  to  pure  nickel  as  sponge  iron  does  to  pure  iron.  Hence  such 
values  as  7.94  for  grain  nickel  and  8.35  for  cast  nickel^  are  very  misleading. 
Even  pure  nickel,  if  in  the  form  of  a  fine  powder,  is  of  low  specific  gravity. 
Mond,  Langer  and  Quincke*  give  8.2834  at  15.4*^  C.  and  8.2928  at  16. I*'  C. 
as  specific  gravity  of  pure  nickel  powder  reduced  by  hydrogen  from 
solutions  of  nickel  made  from  nickel  deposited  by  the  carbonyl  process. 
On  the  other  hand,  Fleming*®  gives  the  specific  gravity  of  pure  annealed 
electrolytic  nickel  as  8.96  at  18''  C. 

With  the  foregoing  in  mind  it  is  clear  that  considerable  variations  in 
specific  gravity  are  to  be  expected  in  nickels  of  varying  composition  or  of 
the  same  composition  but  produced  by  different  processes.    Table  2 


Table  2. — Specific  Gravity  of  Nickel 


Reference 


Kind  of  Nickel  Used 


Sp.  Gr. 


Mond,  Lancer  and  Quincke:  Jnl. 
Chem.  See.,  07,  753. 


American    Nickel    Works*    private 
communication. 

P.   W.   Shimer,   private  communi- 
cation, 1906. 


W.  Campbell,  private  communica- 
tion, 1905. 


Fleming:     Proe,  Roy.    Soc.    Lond. 

(1899)  6«,  52. 
Copaux:   Ann.    Chem.   tt  Pkya.   [8] 

(1905)  e,  540. 


Mond  niekel  dissolved  In  add,  precipitated 
by  ammonia,  and  reduced  by  hydrogen  to 
metallic  powders 

Whartons  grain  nickel,  1904,  reduced  from 
oxide  by  charcoal  but  not  melted,  a  porous 
metal 

Orf ord  cast  nickel  ingot 

Orf  ord  cast  nickel  ingot 

Orford  malleable  nickel   H'in.  plate  rolled 

from  remelted  electrolytic  nickel 

Orford  malleable  niekd   H'-in.  plate  rolled 

from  remelted  electrolytic  nickdl 

Orford  3-in.  bar  rolled  from  cast  electroljrtic 

nickel ^ 

Orford  3-in.  bar  rolled  from  cast  electrolytic 

nickd 

Orford  cast  nickel  ingot 

Orford  malleable  nickel  1.2-in.  plate  rolled 
from  remelted  electrolytic  nickel 

Orford  3-in.  bar  rolled  from  cast  electrolytic 
nickel 

Pure  electrolytic  nickel  annealed 

Chemically  prepared  nickel  of  exceptional 
purity  reduced  by  hydrogen  and  fused 


8.844 

8.803 
8.96 


8.80 
8.64 


Temp. 


8.2834 

15.4«  C. 

8.2928 

15.1«C. 

7.993 

8.860 

62«F. 

8.864 

80"  P. 

8.828 

62»F. 

8.832 

80"  F. 

8.852 

62«P. 

8.863 

80*  F. 

8.873 

62«F. 

62"  F. 

62*  F. 
18*  C. 


'  Quoted  by  Huntington  and  McMillan:  ''Metals/'  376»  1897. 
•  Jrd.  Chem.  Soc.,  Trans.  (1890)  753. 
"  Proc,  Roy.  Soc.  Lond.  (1899)  66,  52. 
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gives  the  results  of  a  number  of  determinations.  A  study  of  all  available 
data  on  American  malleable  nickel  shows  a  range  from  8.71  to  8.90 
with  an  average  of  8.84,  which  quite  closely  represents  the  great  bulk  of 
commercial  material. 


Melting  and  Transformation  Points  of  Nickel 

The  melting  point  of  pure  nickel,  according  to  the  best  data  extant, 
is  1461®  C.  This  property  has  been  determined  by  a  number  of  different 
observers  on  samples  of  varying  purity.  Those  working  on  samples 
of  the  highest  purity  are  in  substantial  agreement,  within  a  few  degrees, 
on  the  temperature  given. 

Nickel  has  also  a  single  transformation  point  corresponding  to  the 
magnetic  transformation  point  of  iron.  It  is  non-magnetic  above  and 
magnetic  below  this  point.  With  increasing  copper  content,  this  point 
is  depressed  while  at  the  same  time  the  magnetic  power  weakens  until 
the  point  is  no  longer  susceptible  to  determination.  Data  on  this 
line  may  be  found  in  the  second  Guertler  and  Tammann  paper  noted  in 
Table  3.  This  table  also  gives  the  result  of  a  number  of  other  determina- 
tions of  the  transformation  point. 


^:5 


Table  3. — Transformation  Point  of  Nickel 


Reference 


Remarks 


Tempera* 

ture. 
Demee 


Copauz:  Ann,  CAmm.  «t  PKy:  [8]  (1905) 

%  fiOS-574. 
Guertler    and   Tammann:    Z«<l.  Anorg. 

Ckem.  (1005)  Ui  206-224 

J.   Hopkinaon:  Proe.   Roy.   Soo.  Lond. 

(1888)  ilk  317. 
Curie:  Compi,  Bend,  (1894)  llt»  1134. . . . 
P4elieaz:  La  Lnmikf  iUetnqm  (1910) 

11^  232-239. 


Qoertler  and  Tammann;  ZeU,  fur  Anorg. 
Chem.  (1907)  5S,  25. 


Cobalt  free  niokdl  of  utmost  purity  ohemioally 
prepared  and  melted  under  hydrogen 


Impure  nickel,  Ni  95.15. 


Cu  0.20;  Fe  trace;  Co  0.15;  C  and  Si  0.00. . 
Cu  0.80;  Fe  trace;  Co  trace;  C  and  Si  0.20. 
Cu  0.40;  Fe  0.60;  Co  0.10;  C.  and  Si  0.15. . 
Cu  trace;  Fe  1.50;  Co  0.50;  C  and  Si  0.10. . 
Cu  trace;  Fe  0.47;  Co  1.80 


340 

325 
310 

340 
345 
340 
345 
335 
320 


Specific  Heat 


In  its  simplest  terms,  the  specific  heat  of  a  metal  is  the  amount  or 
quantity  of  heat  that  is  required  to  increase  its  temperature  one  degree 
as  compared  with  the  amount  of  heat  required  to  raise  an  equal  weight 
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of  water  one  degree.  It  requires  very  much  less  heat  to  raise  the  temperar 
ture  of  a  certain  weight  of  metal  to  a  given  point  than  is  required  to  raise 
the  temperature  of  water  to  the  same  point,  therefore  it  is  said  that 
metals  have  a  low  specific  heat.  This  specific  heat  is  not  the  same  at  all 
temperatures  but  is  generally  greater  at  high  temperatures  than  it  is  at 
low.  In  common  usage/  specific  heat  is  therefore  given  in  one  of  three 
ways.  First,  true  specific  heat  at  some  definite  temperature;  second, 
mean  or  average  specific  heat  between  some  two  extremes  of  temperature; 
third,  specific  heat  expressed  in  a  formula  by  means  of  which  it  may  be 
calculated  for  any  temperature  within  the  range  covered  by  the  formula. 
The  accompan3dng  table  of  the  true  specific  heats  of  certain  of  the  more 
common  metals  at  zero  degrees  centigrade  shows  the  wide  variations 
in  this  property. 

Specific  Heat  of  Metals  at  0°  C. 

Alunflnum 0.2220*  Zinc 0.0906 

Iron 0.11012  Silver 0.0666 

Nickel 0. 10836  Tin 0.0560 

Copper 0.0939  Lead 0!02925 

•  J.  W.  Richards:  "Metallurgical  Calculations,"!,  60seq.  N.  Y.,  1906.    McGraw- 
Hill. 

In  the  table  of  specific  heats  of  nickel,  as  given  by  Behn,  it  is  stated 
that  the  specific  heat  of  nickel  at  186°  below  zero  centigrade  is  0.0572; 
at  79°  below  zero,  it  is  0.0888;  at  zero,  it  is  0.0934;  and  at  18°  above 
zero  it  is  0.109.  This  shows  that  the  specific  heat  increases  as  the 
temperature  rises. 

The  formulas  given  by  Pionchon^^  for  the  temperature  coefficient  of 
specific  heat  for  nickel  prepared  by  calcination  of  chemically  purified 
oxalate  and  reduction  by  hydrogen  are: 

From      0°  to   230°  C,    0.10836  +  0.00004466*. 

230°  to  400°  C,  0.183493  +  0.000564*  +  0.000001399998*«. 
400°  to  1150°  C,    0.099  +  0.00006175*. 

The  variations  show  allotropic  modifications  between  220°  and  400°  C. 
Said  to  be  pure  nickel,  ^^  from  0°  to  320°  C,  0.1043  +  0.0000473*. 
To  know  the  specific  heat  of  nickel  at  150°  C.  therefore,  the  formula 
is  applied  as  follows: 

*  =  150°  C, 
0.10836  +  0.00004466*  =  0.10836  +  (0.00004466  X  150)  =  0.11509. 
The  specific  heat  of  nickel  at  150°  C.  is,  by  this  formula,  0.11509. 


»  Camp,  Rend,  (1886)  108,  1123. 

"  Naccari:  ZeU,  Phys,  Chem,  (1888)  2,  439 
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Table  4. — Specific  Heat  of  Nickel 


Refer  encea 

Remarks 

Temperature, 
Degrees  C. 

Specific 
Heat 

From 

TildeD:  Proe.  Roy.  800.  Lond. 

Usiiis    oiokel    very    carefully 

Mean  -183.4  to  -78.4 

0.0710 

(1000)  ••»  244. 

prepared    from    nickel    cax^ 

Mean  -78.4    to  +15 

0.0075 

bonyl  and  fused  in  hydrogen 

Mean  +15       to  +100 

0.10841 

Tilden:  PhU.  Trans.  Al«<  333. 

dame  material  as  above 

True  at  182.5 

0.0838 

Behn:  Wied.  Ann,  ••,  337 

98  per  cent,  nickel  rolled 

Mean -186      to +18 

0.0857 

Mean  -79        to  +18 

0.0083 

Behn:    Ann,  Phys.    [i]  (1900) 

j  Mean -186     to -79 

0.0743 

1,  361. 

;  Mean -70        to +18 

0.0083 

Mean +18       to +100 

0.100 

True  at  - 186 

0.0573 

True  at -70 

0.0888 

True  at         0 

0.0034 

True  at  +18 

0.1053 

Jaeger  and  Dieeeelhorst:  Berl. 

Impure  nickdl  containing  Co 

True  at        18 

0.1063 

Akad.  der  Wiae.  Sits.  (1809) 

1.4;  Fe  0.4;  Mn  1.00;  Cu  0.10. 

True  at      100 

0.1150 

M,    36. 

Latent  Heat  of  Fusion 

Latent  heat  is  the  quantity  of  heat  that  must  be  communicated  to  or 
abstracted  from  a  body  in  a  certain  state  to  change  it  to  another  state 
without  altering  its  temperature.  The  following  table  shows  the  latent 
heat  of  fusion  of  certain  metals:^' 

Aluminum 100     kilo  calorieB  per  kilo 

Iron 70       kilo  calories  per  kilo 

Nickel 68       kilo  calories  per  kilo 

Ck>pper 44 . 3   kilo  calories  per  kilo 

Silver 24. 35  kilo  calories  per  kilo 

Tin 13. 82  kilo  calories  per  kilo 

Latent  Heat  op  Change  op  State 

On  heating  nickel  past  the  transformation  point,  325^  C.  heat  is 
absorbed  by  the  metal  in  changing  from  one  form  to  the  other.  Richards  ^^ 
gives  this  latent  heat  of  change  of  state  of  nickel  as  4.64  calories  absorbed 
between  230°  and  400°  C.  per  kilo  of  nickel. 

Thermal  Conductivity 

The  thermal  conductivity  of  nickel  is  low  when  compared  with  that 
of  copper,  as  shown  by  the  following: 


Silver 1.096 

Copper 0.72 

Aluminum 0.35 

Iron 0.17 


Nickel 0.14 

Tin 0.14 

Lead O.OS^* 


"Richards:  '' Metallurgical  Calculations,"  1,  58. 

»*  Op.  cit.,  67. 

»  H.  O.  Hofman:     "General  Metallurgy,"  29.    N.  Y.,  1913.     McGraw-HUl. 
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Table  5  shows  certain  detailed  data  concerning  this  property; 
Table  6. — Thermal  C&ndudivity  of  Nickd 


Tempera- 

Condtto- 

Raference 

Remarks 

ture, 

C.O*l'. 
Units 

Baillie:  TraiM.  Roy.  Soo.  Edin. 

Material  contained  Ni  97.22;  Fe  0.75;  Mn 

40 

0.118 

(1897-08)  M,  361. 

1.08:  Ms  0.28.    Tested  by  Forbes'  in- 

fiO 

0.121 

direct  method. 

00 

0.125 

• 

70 

0.130 

" 

80 

0.l33 

90 

0.135 

100 

0.137 

110 

0.188 

120 

0.139 

130 

0.139 

140 

0.140 

160 

0.142 

TMted  by  direct  method 

20  to 

0.130 

260 

0.136 

Lees:  PhU.    Traiu.  (1906)  AS09, 

381 

Nickel  99  per  cent 

18 
18 

0.140 

JMcer    And    Diaaelliont:    Wiaa. 

Ni  97.0;  Co  1.4;  Fe  0.4;  Mn  1.00;  C  0.1; 

0.1420 

Abh.    Phya.    Teoh.    Reicbs    3, 

SiO.L 

-100 

0.129 

1900.  209. 

Magnetic  Properties  of  Nickel 

These  peculiar  properties  of  nickel  are  at  present  of  greater  academic 
than  practical  interest.  They  are,  however,  extremely  suggestive  and 
are  here  given  in  brief  summary  in  order  to  show  that  while  in  some 
respects  the  magnetic  properties  of  nickel  are  less  than  iron,  in  other 
respects  they  are  greater.  On  the  whole,  these  properties  present  a 
field  for  experiment  that  so  far  has  been  but  little  explored  and  which 
may  prove  of  greater  interest  in  the  future  developments  of  applied 
science.  The  cycle  magnetization  of  nickel  wire  (0.068  cm.  diameter 
and  25.4  cm.  long)  has  been  studied  by  Ewing  and  Cowan,"  who  give  the 
following  figures  showing  the  intensity  of  magnetization  I  to  the  force  H. 

Table  6. — Intensity  of  Magnetization  of  Nickel  Wire  (Annealed) 


Macnetiaing 

Force. 

H 

Magnetic 
Intensity. 

Magnetic 

Susceptibility. 

K 

Magnetising 

Force, 

H 

Magnetic 
Intensity, 

Magnetic 
Susceptibility 

0 

22 

24.6 

325 

13.2 

4 

36 

» 

52.6 

371 

7.1 

6.5 

83 

12.8 

79.7 

392 

4.9 

8.0 

177 

22.1 

100.4 

401 

4.0 

9.5 

223 

23.5 

0,0 

284 

10.0 

251 

23.0 

-7.5 

0 

12.3 

273 

22.2 

^•Pka,  Trans.  (1888)  A179,  327. 
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The  last  two  figures  in  columns  H  and  I  show  the  residual  magnetism 
and  'the  coercive  force.  The  greatest  susceptibility  (E  =»  23.5)  at  a 
force  H  of  9.5  corresponds  to  a  permeability  /i  =  283.  This  may  be 
compared  with  the  curve  given  by  Ewing,*^  for  soft  annealed  iron  wire. 
The  maximum  susceptibility  E  =  245  occurs  at  a  force  of  H  »  2.6 
and  the  maximiun  permeability  m  =»  3080. 

The  saturation  value  of  I  in  nickel,  according  to  Ewing,  is  one-third 
or  one-fourth  of  the  satiu-ation  value  in  wrought  iron.  Nickel  is  ex- 
tremely sensitive  in  its  magnetic  properties  to  stresses,^'  its  susceptibility 
being  greatly  increased  by  compressive  stresses  and  greatly  diminished 
by  tensUe  stresses.  The  maximiun  permeability  /i  of  a  sample  of  nickel 
under  no  load  was  about  225,  while  the  permeability  under  a  compressive 
stress  of  6.8  kilos  per  sq.  mm.  was  about  350.  Tables  7  to  id  show  the 
permeability  of  wrought  iron  and  of  nickel  in  a  strong  field.  Under  suf- 
ficiently strong  magnetization  forces  the  intensity  of  magnetization  I 
reaches  a  constant  or  very  nearly  constant  value  in  iron  and  nickel. 


Table  7. — Swedish  Iron 


H 

B 

I 

i> 

1,490 

22,650 

1680 

15.20 

3,600 

24,650 

1680 

6.85 

6,070 

27,130 

1680 

4.47 

8,600 

30,270 

1720 

3.52 

18,310 

38,960 

1640 

2.13 

19,450 

40,820 

1700 

2.10 

19,880 

41,140 

1700 

2.07 

Table  8. — Hard-drawn  Nickd 
(Fe  0.56)  ■ 


H 

B 

I 

i> 

2,220 

7,100 

390 

3.20 

4,440 

9,210 

880 

2.09 

7,940 

12,970 

1   400 

1.63 

14,660 

19,640 

400 

1.34 

16,000 

21,070 

400 

1.32 

Table  9. — Annealed  Nickel 
(Fe  0.75) 


H 

B 

I 

i> 

3,450 

9,850 

510 

2.86 

6,420 

12,860 

510 

2.00 

8,630 

16,260 

530 

1.77 

11,220 

17,200 

480 

1.53 

12,780 

19,310 

520 

1.51 

13,020 

19,800 

540 

1.52 

Table  10. — Nickd  in  Strong 
Fidda 


H 

B 

I 

i> 

550 

6,420 

453 

11.67 

3,410 

9,920 

518 

3.12 

6,290 

12,850 

522 

2.57 

9,600 

16,250 

527 

1.69 

12,620 

19,220 

525 

1.52 

17 "  Magnetic  Induction  in  Iron  and  Other  Metals,*'  3d  Ed.,  82. 
1* Kelvin  Reprint,  2,  382;  Ewing  and  Cowan:  Phil,  Traru,  (1888)  A179,  325  and 
335. 

VOL.  LXIV. 28. 
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Du  Bois^'  found  that  the  Umit  of  intensity  of  magnetiziation  was  530 
in  nickel  and  1630  in  hard  English  cast  steel.  He  gives  the  factors  in  Table 
10  for  best  nickel  wire  hard  drawn  and  said  .to  contain  99- per  cent,  nickel. 

The  effect  of  increase  in  temperature  on  the 'magnetic  properties 
of  iron  is  well  known.  Wrought  iron  is  highly  susceptible  to  magnetic 
induction  as  long  as  the  temperature  does  not  exceed  775^  C.  Up  to  this 
point  the  effect  of  heating  is  to  increase  the  susceptibility  of  iron,  and  at 
775°  C.  the  susceptibility  is  many  times  greater  than  when  the  iron  was 
cold.  But  with  further  heating  an  extremely  rapid  loss  of  magnetic 
quality  ensues  and  when  the  temperature  has  risen  only  11°  higher,  to 
786°  C,  the  iron  has  become  practically  non-magnetic.  Its  permeability 
at  786  is  only  1.1  whereas  at  775  it  is  no  less  than  11,000.^®  In  an  impure 
specimen  of  nickel,  Hopkinson  found  this  change  of  magnetic  quality 
occurred  at  310°  C.^^  This  temperature  marks  the  point  at  which  a  mo- 
lecular change  of  state  occurs.  Rowland, '^  examining  the  susceptibiUty 
of  nickel  at  5°  C.  and  at  230°  C,  found  that  at  the  higher  temperature 
there  was  much  more  susceptibility  to  weak  magnetic  forces  than  at  the 
lower  temperature  but  less  susceptibility  to  strong  forces.  The  main 
points  of  difference  in  the  magnetic  behavior  of  nickel  and  iron,  with 
respect  to  temperature,  is  that  in  nickel  the  effects  of  temperature,  when 
the  temperature  is  low,  are  more  considerable  than  they  are  in  iron, 
that  in  nickel  thccritical  point  is  much  lower  and  that  the  change  from  the 
magnetic  to  the  non-magnetic  state  is  much  less  abrupt.^' 

The  effect  of  stress  on  the  magnetic  properties  of  nickel  is  much 
greater  than  on  iron.*^  Nickel  wire  (0.068  cm.  in  diameter)  tested  under 
tension  shows  an  enormous  reduction  in  its  susceptibility.  With  no 
load,  the  maximum  susceptibility  was  15;  with  a  load  of  2  kilos,  the  sus- 
ceptibility was  8;  and  with  12  kilos,  the  resistance  to  magnetization 
became  so  great  that  the  maximum  of  susceptibiUty  was  not  reached  with 
a  magnetizing  force  of  100  C.G.S.  The  presence  of  tensile  load  reduced 
the  residual  magnetism  even  more  than  it  reduces  the  total  induced 
magnetism.  On  the  other  hand,  compressive  stresses  greatly  increase  the 
susceptibility  and  retentiveness  of  nickel.**  In  testing  a  nickel  rod  under 
increasing  compressive  load,  it  was  found  that  each  addition  of  load  pro- 
duced a  decided  increase  of  susceptibility  and  caused  an  increasing  frac- 
tion of  the  whole  magnetism  to  remain  as  residual  magnetism.  With  a 
maximum  load  19.8  kilos  per  sq.  mm.,  the  induced  magnetism  I  reached 


"PAiZ.  Mag.  [5\  (1890)  29,  293;  Ewing:  "Magnetic  Induction  in  Iron,"  162. 

<o  Hopkinson:  PkU,  TVarw.  (1889)  A180,  443:  Ewing:  Op.  dL,  176. 

"  Proc.  Roy.  Soc.  Lond.  (1888)  44,  319. 

'<  PkiL  Mag.  [4]  (1874)  48,  321;  also  Baur:  Wied.  Ann.  (1880)  11, 

"Ewing:  Op.  cit,  177. 

"  Phil  Trans.  (1888)  A179,  326  and  333;  Ewing:  Op.  cU.,  199. 

»  Pha.   Trans.  A179,  333;  Ewing:  Op.  cU.,  203. 
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a  maximum  of  450,  with  a  magnetizing  force  H  of  30,  and  the  residual 
magnetism  at  this  point  was  430,  or. 96  per  cent,  of  the  maximum  induced 
magnetism.  The  permeability  ^  of  nickel  is  about  75  under  no  compres- 
sive load,  while  with  a  load  of  19.8  kilos  per  square  mm.  it  is  about  360. 

When  nickel  is  subjected  to  a  combined  stress  of  twisting  and  tension, 
some  very  curious  phenomena  are  noted.  Nickel  reverses  its  polarity 
under  the  combined  influence  of  pull  and  twist  while  iron  does  not.  The 
magnetism  of  nickel  increases  with  twist  instead  of  decreasing,  as  it  does 
in  iron.  All  these  changes  may  be  studied  in  full  in  the  papers  by 
Nagoaka,^*  Zehner*^  and  others  mentioned  in  the  foot-notes.  Ewing 
gives  an  admirable  summary. 

Iron  expands  imder  the  in^uenceof  magnetizing  forces  and  the  elonga- 
tion of  the  specimen  increases  as  the  magnetizing  force  increases,  up  to  a 
certain  maximum.  With  higher  forces  still  the  iron  retracts.  With 
nickel,  however,  there  is  retraction  from  the  first.** 

• 
Electrical  Rbsistivitt  op  Nickel 

On  account  of  the  various  methods  of  production  and  the  resulting 
variations  in  chemical  composition,  the  electrical  resistivity  of  nickel  has 
been  variously  reported  on  by  diifferent  observers.  The  average  electrical 
resistivity  of  American  malleable  nickel  of  the  grades  described  are  as 
follows: 

Matbbiax*  Qbadjb  a  Gbaob  C 

Electrical  resistivity 64  ohms  per  mil-ft.  at  24**  F.  80  ohms  per  mil-ft. 

at  24*  F. 
Temperature  coeflEieient.  .0.0023  per  degree  F.  0.0023  per  degree  F. 


^•Jnl  CoU,  Sei.  Imp,  Univ.,  Japan  (1888)  2,  283-304;  (1889)  8,  189;  (1890)  4, 
335.  . 

"  Wied.  Ann.,  (1889)  88,  68;  (1890)  41,  210. 

"  Barrett:  Naiure  (1882)  26,  855.  Shaw  and  Laws:  Electrician  (1901) 
Bidwell:    Proc,    Roy.  Soc.,   Lond.  46,739. 

(1886)  40,  109.  Nagaokaand  Honda:  PhU,  Mag,  [6] 
PhiL  Trans.  (1888)  A179,  205.  (1902)  4,  71. 

Proc.  Roy.  Soc.  Lond.  (1890)  47,  Gray  and  Wood:  Proc.  Roy.  Soc. 
469.  Lond.,  (1902)  70,  294. 

Ewing:  Op.  cU.,  249.  Knott:  Trans.  Roy.  Soc.  Edin.  [3] 
H.  Tomlinson:  Phil  Mag.  [5]  25,  (1902)  40,  535. 

372->379;  Jnl.  Chem.  Soc.  (1888)  Honda  and  Shimezu :  Phil.  Mag.  [6] 
64,  892.  (1902)  4,  343. 

Ewing:  Phil.  Trans.  (1885)  176,  pt.  Knott  and  Roes:   Proc  Roy.  Soc. 
2,  523.  Edin.  (1902)  24;  (1903)  26,  501. 

Ewing  and  Cowan:  Chem.  News,  Nagoa3i:aandKusakabe:  Mach.  and 
(1888)  67,  203.  Phys.  Soc,  Tokyo  (1901-03)  97. 

Chirie:    Compi.   Rend.  (1894)  118,  Riissell:  Proc  Roy.  Soc.  Edin.  (1903 
1134.  -05)  25,  309;  (1908)  29,  38-56 

Leick:  Wied.  Ann.  (1896)  68,  708.  Knott:  Proe.  Roy.  Soc.  Edin.  (1903) 
Beattie:  PhU.  Mag.  (1901)  1,  643.  86,  292-294. 
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The  results  of  other  specific  investigations  follow: 

Matthiessen  and  Vogt,  in  1863,  working  on  supposedly  pure  nickel 
wires  determined  the  resistance  of  these  wires  in  comparison  with  hard- 
drawn  copper  and  silver.**  The  comparison  showed  that  if  hard-drawn 
silver  had  a  conductivity  of  100,  hard-drawn  copper  had  a  conductivity 
99.75  and  nickel  had  a  conductivity  of  13.106.  From  these  figures,  it  was 
calculated,  by  Fleming,  that  the  resistance  per  centimeter  cube  of  nickel 
was  12,357  C.G.S.  units.  This  would  be  12,357  microhms  per  centi- 
meter cube. 

In  1899,  Hadfield  published  his  paper  on  alloys  of  iron  and  nickel.'^ 
In  the  discussion  of  this  paper  Dr.  Fleming  stated  that  he  had,  in  con- 
junction with  Prof.  Dewar,  made  experiments  on  the  resistance  of  nickel 
at  low  temperatures.  .  He  used  a  thin  tube  of  nickel  produced  by  the  Mond 
process.  As  the  metal  was  so  brittle  that  it  could  not  be  drawn  into  wire 
and  as  he  did  not  wish  to  endanger  the  purity  of  the  sample  by  remelting 
it,  he  cut  it  into  a  spiral  and  determined  the  relative  resistance  of  this 
spiral  at  various  temperatiu'es.  The  spiral  was  not  of  uniform  cross- 
section  and  the  only  way  he  could  reduce  his  figures  to  standard  units 
was  to  adopt  Matthiessen's  figure  of  12,357  C.G.S.  units  at  zero.  Hence 
the  published  figures  given  by  Fleming'^  are  not  to  be  taken  as  cor- 
roborating Matthiessen's  determination.  Fleming  simply  took  Mat- 
thiessen's  figures  as  correct.  Fleming  himself  states'*  that  in  experiments 
on  pure  electrolytic  nickel  he  found  a  specific  resistance  of  6935  C.G.S. 
units  (6.935  microhms)  per  centimeter  cube.  This  is  only  about  one- 
half  the  resistance  given  by  Matthiessen. 

Campbell"  reports  exi)eriments  on  two  samples,  the  analysis  of  which 
is  not  given.  A  was  procured  in  Germany  in  1901,  B  was  bought  in 
the  United  States  about  1895;  it  was  presumed  that.  A  was  the  purer. 
The  resistivity  of  A  was  8  microhms  and  that  of  B  12  microhms  per  centi- 
meter cube.  Jaeger  and  Desselhorst'^  give  their  determinations  on  an 
impure  nickel  containing  1.4  per  cent,  cobalt,  0.4  per  cent,  iron,  1.00 
per  cent,  manganese,  and  0.1  per  cent,  copper  as  8.50  microhms  per 
centimeter  cube  at  18"*  C.  and  6.37  at  100°  C. 

Harrison'^  gives  10.288  as  the  resistance  of  nickel.  Copaux'*  working 
on  nickel  of  exceptional  purity  made  from  chemically  purified  oxalate 
reduced  by  hydrogen  to  a  metallic  sponge,  hydraulically  compressed 


»  Ann,  Pogg.  (1863)  117,  431-134;  Pha,  Trans,  (1863)  168,  383. 

w  Proc.  Inst.  Civ.  Engrs.  (1898-99)  188,  4. 

"  PhU,  Mag.  (1893)  86,  271-299. 

'*  Proc.  Roy.  Soc.  Lond.  (1899-1000)  66,  50-58. 

»Elec.Rev,  (1901)48,  1014. 

*«  Berlin  Akad.  der  Wias.  Sitz.  (1899)  88,  726. 

*^  PhU.  Mag.  (1902)6,  191. 

••  Ann.  Chim,  et  Phys.  [8]  (1905)  6,  508^674. 
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and  annealed  in  hydrogen,  found  a  resistivity  of  6.4  microhm  per  centi* 
meter  cube.  P^cheux'^  took  four  samples  of  nickel  and  determined  their 
resistance.     The  figures  for  these  at  zero  are: 

r*Ammt     AWn  RBHSTfYITT   IN 

CoppKB  Ibom  .Cobalt  a!?S.««  Micbohii,  Citbic 

SILICON  CbnTIMBTBRB 

0.20  Trace  0.15  0.0  9 

0.80  Trace  Trace  0.20  10.24 

0.40  O.GO  0.10  0.15  14.25 

Trace  1.50  0.50  0.10  13  25 

Ealmus  and  Harper'*  found  an  analogous  condition  of  variations  in 
their  determinations  of  resistance  of  cobalt.  Commercial  cobalt  unan- 
nealed  was  found  to  have  nearly  three  times  the  resistance  of  chemically 
purified  cobalt.  When  the  samples  were  annealed  this  difference  largely 
disappeared  but  the  authors  state  that  the  electrical  resistance  is  tremen- 
dously influenced  by  impurities  or  by  absorbed  or  occluded  gases.  The 
same  is  undoubtedly  true  of  nickel,  which  accounts  for  the  large  varia- 
tions found  by  various  observers.  It  will,  however,  be  noticed  that 
determinations  made  by  two  reliable  observers  on  exceedingly  pure  nickel 
give  6.396  microhms  (Fleming)  and  6.4  microhms  (Copaux).  These  may 
be  taken  as  the  best  data  at  present  available  on  the  purest  specimens. 

Coefficient  of  Expansion  of  Nickel 

In  Table  11  are  given  a  number  of  the  determinations  of  the  coefficient 
of  expansion  of  nickel.  Its  commercial  value  lies  in  its  near  relation  to 
that  of  steel,  thus  permitting  the  two  metals  to  be  used  in  conjunction 
under  conditions  of  var3dng  temperature  change  without  distortion  or 
relative  changes  of  size  and  shape. 

Occlusion  of  Gases 

Nickel,  at  a  constant  temperature,  absorbs  hydrogen  in  proportion 
to  the  square  root  of  the  pressure  used;  and,  at  a  constant  pressure,  the 
solubility  increases  with  the  temperature  and  shows  a  sudden  increase 
at  the  melting  point  of  the  metals.'' 

Oxygen  is  absorbed  by  molten  nickel  either  by  direct  occlusion  or 
by  solution  of  nickel  oxide  in  the  molten  metal  in  much  the  same  way  that 
copper  dissolves  copper  oxide.  For  this  reason  both  copper  and  nickel 
are  weakened  by  remelting  unless  some  steps  are  taken  to  regulate  the 
oxygen  thus  taken  up.  Manganese,  aluminum,  and  magnesium  have 
the  power  of  renloving  oxygen;  magnesium  is  most  commonly  used. 
A  stick  of  magnesium  is  thrust  by  a  tongs  into  a  pot  of  melted  nickel  and 


»  La  LumOre  tHectrique  (1910)  10,  232-230. 

*•  Jfd.  Ind.  and  Eng.  Chem.  (1915)  7. 

••Ellis:  "Hydrogenation  of  Oils."    Van  Nostrand,  1914. 
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stirred  briskly  around.  About  1}4  oz.  of  magnesiimi  will  deoxidize  100 
lb.  of  nickel.  The  metal  then  cast  into  ingots  can  be  rolled  or  forged. 
A  larger  amount  of  magnesiimi  wiU  do  positive  harm  as^  for  some  reason,  it 
makes  the  melted  metal  thick  and  sluggish  to  pour. 

Table  12. — Ocdrmon  of  Oases 

I  Volumes  of 

Hydr  Often 
uoed 


RefereiMe 


Ronuu'ks 


Ooduc 
bvUnit 
Volttme 
of  Nickel 


Rftoult:  CompL  Bmd.  (1809)  09.  826.. . 
Trooet  and  Hautefeuille:  Compt.  Rend, 
(1875)  SO,  788. 


BeUati  andLueanna:  Roy.  Inat.  Veneti. 

(1888)0 

Neumann  and  Streints:  **Monataheft 

for  Chemie."  857.     1891. 

Baxter:  Am.  CKm,  Jul.  (1899)  SS»  300. 


Mayer  and  Altmayer:  B«r.  Deut.  Chem. 
GeaeU.  (1908)  41,  3002. 


Porous  niokel  cubes,  treated  eleotrolytically I  165.0 

Pure  ingot  heated  to  rodness  in  hydrogen,  cooled 

in  hjrdrogen 0. 20 

Sheets  eleetrolytio  treatment 40. 0 

Sheets  heated  in  hydrogen 10.0 

Sheets  eleotrdlytio  treatment 10. 0 

Powder  by  reduction  of  oxide  in  hydrogen 100.0 

Impure  wire,  electrolytic  treatment 100.0 

Powder  from  oxalate  heated  in  hydrogen 17. 5 

Spongy  metal  freed  from  erery  impurity,  re-  ' 
duoed  from   oxide   by   hydrogen,   treated   by  | 

various  njethods  of  heating  and  cooling 3  to  10 . 7 

Niokel  powder  reduced  from  oxide  by  hydrogen,  ' 

Pressure.  360  mm.  at  300°  C 50.5 

i    Pressure,  UO  mm.  at  500^  C 50. 5 


Tabl£  13. — Occlusion  of  Oases 


Reference 


Remarks 


Tempera-      Milligrams  Hydrogen 
ture.  Dissolved  by  100 

C.  I  Cm.  Nkkel 


Sieverts    and    Erumbhaar: 

Niokel  wire  Ver.  Deut. 

212 

0.16 

Ber.   Deui.   Chem.  GeseU. 

Werke   98.6  per  cent. 

314 

0.22 

(1910)i8,S93.    Zeit.Phy8. 

nickel.     Nickel    wire 

419 

0.30 

Chem.    77,  691.    TaheUes 

Langbeim.     Pfann- 

620 

0.39 

AnnveUea  (1911),  431. 

hausen.     99.2'  per 

620 

0.62 

cent.     Niokel    heated 

721 

0.62 

in     hydrogen      at 

822 

0.72 

923 

0.86 

1023 

0.98 

1123 

1.148 

1226 

1.333 

1 

1266 

1.369 

1300 

1.320 

1327 

1.608 

1346 

1.487 

» 

1400 

1.639 

1461 

Nickel  melts 

1466 

3.60 

1600 

3.69  3.63  3.76 

1600 

8.863.88 
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^     Decoloring  Power 

Nickel  has,  of  all  metals,  the  strongest  decoloring  power  on  copper. 
Even  1  or  2  per  cent,  makes  copper  very  perceptibly  paler  and  an  alloy 
of  25  per  cent,  nickel  and  75  per  cent,  copper  is  almost  as  white  as  pure 
nickel.  Table  14,  from  Brandt's  '^Metallic  Alloys/'  compares  the  de- 
coloring power  of  nickel  with  that  of  tin  and  zinc. 

Table  14. — Decoloring  Power  of  Nickel^  Tin,  and  Zinc  when 

AUoyed  with  Copper 


Copper-nickel  AUoys 

Copper>tin  Alloys 

c 

Per 

Cent. 

Zino 

!^pper-rino  Alloys 

Per  Cent. 
Nickel 

Color 

Per 

Cent. 

Tin 

Color 

Color 

6 

Much    paler    than 

6 

Red    yellow,    gold 

5 

Red  almost  copper 

pure  copper 

like 

color 

10 

light  copper  red 

10 

Reddish  gray   yel- 
low 

10 

Yellowish,     red 
brownish 

16 

Very  pale  red 

16 

Reddish  yellow 

16 

Red  yellow 

20 

White    with    pink 
cast 

20 

Reddish  gray 

20 

Reddish  yellow 

22 

Yellow  gray 

22 

Reddish  yellow 

25 

Nearly  white 

25 

Reddish  white 

25 
27 

Pale  yellow 
YeUow 

30 

Silver  white 

30 

White 

30 

Yellow 

Effect  of  Chemical  Composition  on  Propebties  of  Nickel 

like  iron,  nickel  may  contain  carbon,  silicon,  sulfur,  and  other  ele- 
ments that  modify  its  properties.  As  in  iron  and  steel,  certain  substances 
may  be  purposely  introduced  into  the  nickel  for  the  beneficial  e£Fect8 
they  produce,  while  certain  other  elements,  such  as  sulfur,  are  an  accident 
of  manufacture  and  are  avoided  as  deleterious. 

Carbon. — ^Nickel,  like  iron,  absorbs  carbon  by  cementation.  Samples 
packed  in  a  pipe  with  carbon  and  heated  for  10  hr.  at  700^  to  900^  C.  and 
allowed  to  cool  slowly,  gave  the  following  results. 


Carbon  CoNTBNre 

BbFORS  CnMBNTATION  Ar»B  CXM XMTATEON 


Electrolytic  nickel 
Malleable  nickel. . 


0.15 
0.18 


0.33 
0.43 


Nickel  melted  in  a  cupola  furnace  absorbs  carbon  almost  as  does  pig 
iron  and  samples  of  such  pig  nickel  may  contain  2  or  3  per  cent,  of  carbon, 
most  of  which  is  graphite. 

RufiF  and  Martin^^  f oimd  that  the  solubility  of  carbon  in  nickel  reaches 
a  maximum  of  6.42  per  cent,  at  2100^  C,  above  which  temperature  the 
solubility  decreases  slightly.  The  composition  corresponds  to  NisC, 
which  appears  imder  the  microscope  as  a  brownish  material  very  difficult 


««  M€UiUurffi9  (1012)  9,  143;  Set.  Abh.  (1012)  16A,  Aba.  954. 
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to  etch.  This  substance  decomposes  much  more  rapidly  than  cementite 
(FeaC  with  6.6  per  cent,  carbon)  on  cooling;  the  result  is  that  by  far  the 
greater  part  of  the  carbon  even  in  quenched  nickel  alloys  occurs  as 
graphite.  The  system  according  to  these  investigators  is  quite  analogous 
to  the  FesC  system. 

Ruff  and  Gersten*^  found  that  the  molecular  heat  of  formation  of 
Ni,C  is  -  394  ±  10  cal.  while  that  of  FeaC  is  -  16.3  ±  0.2  cal. 

The  presence  of  carbon  lowers  the  melting  point  of  nickel.  This  has 
been  carefully  investigated  by  Friedrich  and  Leroux,**  who  have  de- 
termined the  melting  point  of  nickel  containing  up  to  2.6  per  cent,  carbon, 
but  point  out  that  the  results  do  not  represent  complete  equilibrium  as 
the  alloys  contained  0.2  to  0.6  per  cent,  iron  and,  on  account  of  the  in- 
stability of  the  high  carbon  alloys,  rapid  cooling  was  resorted  to.  They 
find  that  carbon  lowers  the  melting  point  of  nickel  (1451^  C.)  until  a 
eutectic  point  is  reached  between  2  and  2.5  per  cent,  carbon.  The  eutec- 
tic  line  is  situated  between  the  temperature  Umits  1307^  and  1318°  C. 
Microscopic  examination  confirms  the  thermal  results.  A  2.6  per  cent, 
carbon  alloy  shows  clearly  the  presence  of  the  carbon  carrier,  probably 
a  carbide  of  nickel.  The  quenched  alloys  have  the  same  properties  as 
those  slowly  cooled,  which  confiirms  the  absence  of  critical  points  in  the 
cooling  curves.  The  effect  of  carbon  on  the  meltiiig  point  of  nickel  is 
given  by  Friedrich  and  Leroux  as  follows: 

Tbhpbratdbb  of  BsaiNNZNa  or 
NicxxL  Ibom  Cavbon  Cbtstallmation,  DaoBBBe  C. 

99.9  1461 

98.6  0.6  0.7  1409 

99.0  0.21  0.8  1402 

98.8  0.21  1.0  1361 

98.3  0.21  1.5  1349 

97.8  0.21  2.0  1328 

97.2  0.21  2.6  1328 

Of  all  of  the  elements  commonly  added  to  malleable  nickel  the  in- 
fluence of  carbon  is  the  greatest.  It  adds  to  the  strength  and  hardness  of 
all  grades  of  malleable  nickel.  It  makes  the  metal  work  better  hot, 
especially,  during  the  breaking  down  or  cogging  operation  but  greatly 
increases  the  dij£culty  of  cold  working.  Its  effect  in  this  case  is  twofold, 
in  that  the  higher  carbon  nickel,  when  fully  annealed,  is  harder  than  the 
low  carbon;  it  also  hardens  faster  under  the  influence  of  cold  working. 
At  about  0.40  per  cent,  carbon,  the  separation  of  graphitic  carbon 
begins  to  take  place  and  this  separation  is  accompanied  by  a  progressive 
loss  of  malleability. 

Although  the  alloys  of  nickel  and  carbon  resemble  those  of  iron  and 
carbon  in  the  shape  of  their  freezing-point  diagrams  and  in  the  formation 
of  an  analogous  carbide,  the  nickel-carbon  alloys  do  not  undergo  the 

*^  Ber.  Deut.  Chem,  GeaeU.  (1913)  46,  400;  Chem.  New$  (1913)  107. 
"  MeiaUurgU  (1910)  7,  10-13;  Sei,  Abe.  (1910)  ISA,  Aba.  755. 
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great  number  of  transformations  in  the 
solid  state  that  make  steel  such  a  varied 
and  valuable  product.  As  far  as  is  now 
known,  the  presence  of  carbon  introduces 
no  transformations.  Apart  from  annealing, 
nickel  is  not  susceptible  to  heat  treatment. 
As  noted  before,  it  has  a  transformation 
point  at  about  330"^  C,  dividing  the  mag- 
netic from  the  non-magnetic  states,  but 
this  transformation  is  not  accompanied 
by  any  structural  change  and  has  ap- 
parently no  further  bearing  on  the  proper- 
ties of  the  metal. 

In  Table  15  are  given  four  examples 
of  the  influence  of  carbon  on  the  properties 
of  nickel.  It  is  generally  stated  in  metal- 
lurgical works  that  carbon  is  harmful  to 
malleable  nickel  and  that  its  presence 
should  be  avoided.  This  is  not  the  case. 
The  presence  of  ^aphitic  carbon  is  un- 
doubtedly  harmful.  Apart  from  the  use  of 
a  vacuum  furnace,  we  know  of  no  manner 
in  which  malleable  nickel  ingots,  free  from 
carbon,  can  be  produced.  While  imdoubt- 
edly  the  cold  malleability  is  higher  with 
decreasing  carbon  content,  the  presence  of 
carbon  in  increasing  amounts  improves 
the  quality  of  the  ingot  and  adds  to  its 
hot  malleability  and  also  fiimishes  the 
most  satisfactory  means  of  varying  the 
hardness  and  strength  of  liie  product  and 
so  adapting  it  to  a  variety  of  uses. 

Manganese, — Manganese  is  generally 
absent  from  non-malleable,  commercial 
nickel.  In  malleable  nickel  it  is  almost 
always  present,  being  added  intentionally, 
and  imparts  very  beneficial  properties. 
From  a  manufacturing  standpoint,  man- 
ganese is  chiefly  useful  in  increasing  the 
fluidity  of  the  molten  nickel  and  thus 
rendering  easier  the  production  of  good 
surfaced  ingots.     It  also  renders  the  metal 
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less  tender  just  after  freezing  and  thus  aids  in  the  production  of  ingots 
free  from  pulls  or  hot  cracks.  It  also  renders  the  ingot  less  tender 
during  the  first  hot  rolling  operation.  These  results  may  be  accom- 
plished by  comparatively  small  additions.  Added  in  larger  amounts,  it 
increases  the  resistance  of  nickel  to  oxidation  and  renders  it  less  sus* 
ceptible  to  the  action  of  sulfur  in  the  fuels  used  in  hot  rolling. 
Manganese,  up  to  2  per  cent.,  has  little  effect  on  the  hardness  or  the 
tensile  properties  of  nickel;  the  effect  of  higher  percentages  has  not 
been  studied  in  detail.  It  is  known,  however,  that  alloys  containing  up 
to  10  per  cent,  of  manganese  can  be  hot-rolled  successfully.  Manganese 
decreases  the  electrical  conductivity  of  nickel. 

Iran. — ^In  commercial  nickel,  iron  is  always  present  as  an  incident 
of  manufacture.  It  comes  either  from  the  imperfect  removal  of  iron 
present  in  the  original  ore  or  from  the  tools  used  in  the  roasting  and  refin- 
ing furnaces.  The  amount  present  is  usually  less  than  1  per  cent., 
in  which  case  it  has  practically  no  influence  on  the  properties  of  the 
metal. 

Silicon. — Silicon  is  present  in  small  amounts  in  all  furnace-refined 
nickel.  It  is  usually  under  0.25  per  cent,  and  has  comparatively  little 
effect  in  such  amounts.  Larger  amounts  increase  both  the  hardness 
and  the  strength  with  an  accompan3dng  loss  of  ductility.  Malleability  at 
a  red  heat  is  also  diminished  and  finally  destroyed. 

CobaU. — Cobalt  is  a  common  impurity  in  nickel  produced  from 
Canadian  ores.  It  is  conmionly  determined  with  the  nickel  in  chemical 
analysis  and  is  considered  as  ptlrt  of  the  nickel  content.  As  far  as  is 
known,  this  is  true  of  nickel  containing  up  to  1  per  cent,  cobalt,  which 
constitutes  the  bulk  of  American  production. 

Sulfur. — Sulfur  is  also  an  invariable  constituent  of  all  nickel  except 
electrolytic  nickel.  It  should  be  held  at  as  low  a  point  as  possible,  since 
it  decreases  ductility  both  hot  and  cold. 

Tensile  Properties  of  Nickel 

The  tensile  properties  of  nickel  are  a  function  both  of  the  treatment 
and  of  the  quantity  and  kind  of  impurity  present;  and  in  all  commercial 
malleable  nickel  carbon  is  the  element  of  greatest  weight.  In  the  fol- 
lowing table  are  given  the  ranges  that  may  be  normally  expected  m 
commercial  American  malleable  nickel  in  the  fully  annealed  and  hard 
cold-rolled  states : 

Annsalbd  Cold  Rolled 

Yield  point,  lb.  per  sq.  in 20,000  to  30,000  90,000  to  110,000 

Tenole  Btrength,  per  sq.  in 60,000  to  90,000  100,000  to  120,000 

Ebngation  in  2  in.,  per  cent 40  to  50  15  to  20 

Reduction  of  area,  per  cent                       45  to  55  40  to  50 
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Hardness  of  NickeIi 

The  hardness  of  nickel  and  the  influence  of  varying  chemical  and 
physical  conditions  is  set  forth  in  Table  16.  Attention  is  called  to  the 
preponderating  influence  of  carbon  on  this  property. 

Table  16. — Hardness  of  Nickd 


Chemical  Compotiiion 

Hbat  No.  £154  N16 

Carbon,  per  cent 0.06  0.06 

MftiigaiMse,  per  cent 0. 22  0.00 

Iron,  per  cent.. , 0. 28  0. 63 

Silioon,  per  cent 0.094  0.04 

Sulfur,  per  cent 0.017  0.026 

Nickel,  per  cent 00.27  09.08 


N20 
0.00 
0.16 
0.64 
0.00 
0.024 
08.91 


Ell^S 
0.26 
0.48 
0.56 
0.13 
0.017 
08.54 


CompartMn  of  Bffed  of  Hoi  or  Cold  RoUing 


Annealed  at  900^  and  slowly  cooled 

Hot  rolled  to  a  reduction  of  75  per  cent,  thiekneae. 
Colfl  rolled  to  reduction  of  75  per  cent,  thiekneae. . 


89 

99 

228 


92 
103 
223 


92 
112 
235 


99 
137 
332 


Hot-rolled    bar    before   cold 

rolling 99 

Same  bar  cold  rolled  until  re- 
duced 25  per  cent,  of  its 
thickness 170 

Same  bar  cold  rolled  until  re- 
duced 50  per  cent,  of  its 
thickness 196 

Same  bar  cold  rolled  until  re- 
duced 66  per  cent,  of  its 
thickness 217 

Same  bar  cold  rolled  until  re- 
duced  75  per  cent,  of  ita 
thickness 228 

Same  bar  heated  to  900°  C. 
and  slowly  cooled  in  furnace       89 

Specimen  number,  see  analy- 
sis above E  154 


BJfeet  of  ProgrwHvo  Cold  RoUing 
BuNBLL   Srobx  Bbinbll   Shorp  Bbimsll   Shorb  Bbikxll   Srobb 


13 


28 


28 


103 


170 


212 


15 


28 


29 


112 


187 


217 


13 


28 


33 


137 


241 


293 


14 


34 


39 


33 

217 

33 

235  * 

35 

302 

44 

35 

223 

35 

235 

35 

332 

40 

9 

02 

0 

02 

0 

09 

11 

N  16 


N20 


E153 


Welding  Pbopbbties 

In  the  ordinary  sense,  nickel  cannot  be  welded.  By  this  is  meant 
that  it  cannot  be  heated  in  an  ordinary  blacksmith's  forge  and  hammered 
to  a  soUd  weld,  as  can  be  done  with  wrought  iron.  This  is  due  solely 
to  our  lack  of  knowledge  of  a  proper  flux  that  will  dissolve  and  remove  the 
oxide  of  nickel  produced  by  heating.  Under  suitable  conditions,  in 
which  both  the  heating  and  working  are  conducted  in  reducing  atmos- 
pheres, nickel  welds  readily.  This  is  shown  by  the  fact  that  shaped  forms 
of  nickel  oxide  reduced  by  carbon  at  temperatures  below  the  melting 
point  of  nickel  unite  to  form  the  "cubes"  or  "rondelles"  of  commerce. 

Nickel  can  be  welded  by  means  of  the  oxyacetylene  flame,  by  an 
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electric  spot-welding  process,  or  by  any  of  the  butt-welding  processes 
where  the  two  pieces  form  electrodes  and  are  pushed  together  so  as  to 
extrude  the  oxide  from  the  weld.  In  this  way,  nickel  wire  is  welded  to 
iron  wire  to  form  tips^  or  points,  for  spark  plugs. 

Shrinkage  on  Casting 

The  patternmakers  shrinkage,  or  change  in  size  taking  place  in  nickel 
between  the  customary  pouring  temperature  and  room  temperatures  is 
approximately  ^  in.* (0.244  in.)  to  the  foot. 

Malleable  Nickel 

Most  of  the  nickel  of  commerce  is  non-malleable;  and  since  it  is 
commonly  used  for  the  production  of  nickel  alloys,  this  property  is  neither 
essential  nor  desirable.  For  certain  purposes,  such  as  the  making 
of  rods,  sheets,  wire,  etc.,  malleability  is  essential  and  is  imparted  by  the 
addition  of  0.1  per  cent,  of  metallic  magnesium  to  the  melted  metal  just 
before  pouring  it  into  the  molds.  It  is  essential  that  this  magnesium  be 
thrust  rapidly  under  the  surface  of  the  metal  and  thoroughly  stirred  in, 
otherwise  it  will  ignite  and  burn  on  the  surface  and  the  effect  be  lost.  It 
should  not  be  added  in  the  furnace  or  thrown  into  the  ladle  before  tap- 
ping. The  effect  of  this  small  addition  of  magnesium  is  remarkable. 
Cast  without  it,  nickel  is  weak,  malleable  neither  hot  nor  cold,  while  the 
cast  section  is  generally  honeycombed  with  blowholes.  Cast  with  it,  the 
nickel  is  soimd,  homogeneous,  strong,  and  capable  of  being  worked  either 
in  the  hot  or  cold  state.  With  the  removal  of  the  blowholes  comes  the 
setting  up  of  a  pipe,  which  must  be  taken  care  of  by  the  use  of  proper  risers 
and  of  properly  designed  molds.  In  this  malleable  condition,  it  can  be 
forged,  rolled,  cast,  drawn  into  wire,  spun,  or  otherwise  worked  into  any 
of  the  various  fabricated  forms.  In  all  manufacture  of  malleable  nickel, 
the  influence  of  carbon  must  be  kept  in  mind  and  the  metal  must  be 
f umaced  in  such  a  manner  as  to  give  the  proper  carbon  content  and  also 
either  exclude  oxygen  or  reduce  any  oxygen  absorbed  by  the  bath. 

Hot  Working, — In  the  hot  working  of  nickel,  both  the  temperature 
and  the  condition  of  the  flame  used  should  be  subject  to  careful  control. 
For  rolling,  the  preferable  temperature  is  1200°  C.  and  the  ingots  should 
not  be  subjected  to  any  temperatures  much  in  excess  of  this  as  a  condition 
of  red  shortness  is  reached  at  some  point  between  the  above  temperature 
and  1300°  C.  The  flame  used  should  be  as  nearly  neutral  as  possible 
and  low  sulfur  fuel  (oil)  is  essential  to  successful  heating. 

For  hot  rolling  bars  and  rods  of  the  usual  cross-sections,  the  same 
design  of  rolls  as  is  used  for  steel  may  be  employed  with  success.  Pure 
nickel  and  nickel  alloys  of  high  nickel  content  are  very  easily  ^' guide 
marked"  when  hot;  this  point  should  be  given  careful  attention. 
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Annealing  and  Pickling  of  Nickel 

The  annealing  of  nickel  may  be  considered.purely  from  the  standpoint 
of  relieving  the  strains  set  up  by  cold  work,  t.e.,  any  work  below  the  an- 
nealing temperature.  In  the  regular  grades  of  commercial  nickel,  an- 
nealing begins  at  about  750^  C.  and  the  full  softness  is  obtained  at  900°  C. ; 
the  degree. of  softness  obtained  is  independent  of  the  speed  of  cooling. 
It  is  essential  that  the  metal  be  held  at  the  annealing  temperature  long 
enough  for  the  metal  to  come  thoroughly  to  heat. 

After  a  thorough  study  of  this  matter,  both  on  laboratory  samples  and 
on  commercial  quantities  in  the  course  of  manufacture,  we  wish  to  strongly 
urge  the  necessity  of  using  900°  C.  for  the  commercial  annealing  tempera- 
ture and  the  importance  of  making  sure  that  this  temperature  is  attained 
and  maintained  for  a  sufficient  period  to  give  full  softness. 

Whenever  commercially  possible,  all  nickd  should  be  annealed  in  tight 
boxes  so  as  to  prevent  the  formation  of  oxide  alid  in  order  that  any  oxide 
present  may  be  reduced  by  the  creation  of  a  reducing  atmosphere  in  the 
box  either  by  the  presence  of  a  small  amoimt  of  charcoal  or  the  admission 
of  some  reducing  gas.  When  the  annealing  is  done  in  this  manner,  no 
pickling  is  necessary;  on  account  of  the  difficulty  and  expense,  pickling 
should  only  be  adopted  as  a  last  resort.  If  pickling  cannot  be  avoided, 
it  may  be  done  by  the  use  of  sulfuric  acid  together  with  some  oxidizing 
agent,  such  as  ferric  sulfate  or  chromic  acid,  at  temperatures  around  60° 
to  70°  C.    But  at  best  it  is  a  tedious  and  expensive  operation. 

DISCUSSION 

William  B.  Price*  and  Philip  Davidson,  f  Waterbury,  Conn, 
(written  discussion). — A  few  months  ago  we  became  interested  in  deter- 
mining the  -properties  of  pure  nickel  as  a  metal  for  certain  uses  and 
arranged,  in  cooperation  with  the  International  Nickel  Co.,  a  series  of 
tests  on  cold-rolled  so-called  pure  nickel  and  both  longitudinal  and 
transverse  specimens  annealed  at  100°  intervals  from  250°  to  1050°  C. 
Since  our  tests  confirmed,  in  a  general  way,  the  observation  put  forth  by 
Messrs.  Browne  and  Thompson,  they  are  given  at  this  time. 

A  bar  of  hot-rolled  nickel  about  9  in.  (23  cm.)  wide  and  J^  in.  (12.7 
mm.)  thick  made  by  the  International  Nickel  Co.  of  grade  A  stock, 
analyzing  nickel  plus  cobalt  98.48  per  cent.,  iron  0.67  per  cent.,  manganese 
0.27  per  cent.,  carbon  0.07  per  cent.,  silicon  0.162  per  cent.,  sulfur  0.033 
per  cent.,  and  copper  0.22  per  cent.,  was  cold-rolled  down  to  a  final 
thickness  of  ^0.134  in.,  making  a  73.2  per  cent,  reduction  by  rolling.  Test 
specimens,  9  by  1  in.,  cut  parallel  (marked  longitudinal)  and  normal 
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(marked  transverse)  to  the  direction  of  rolling  were  milled  to  give  a  test 
section  2%  in.  long  by  0.5  in.  wide.  Three  specimens  each,  longitudinal 
and  transverse,  were  annealed  at  one  time  in  a  nichrome-ribbon-wound 
tube  furnace.  The  temperatures  were  taken  with  a  Pt-PtRh  thermo- 
couple in  conjunction  with  an  Engelhard  millivoltmeter.  An  annealing 
period  of  ^^  hr.  plus  25  min.  preheating  was  used  in  all  cases.  Sclero- 
scopic  and  Brinell  hardness  tests  and  static  tensile  tests  were  made  on  the 
rolled  and  annealed  specimens.  The  tensile  tests  are  shown  in  graphic 
form  in  Fig.  7.     The  Brinell  and  scleroscopic  values  are  given  herewith. 


Brinell  Number 

Scleroflcope 

Treatment  of  Specimens 

600  Kg. 

3000  Kg. 

Univemal 
Hammer 

Magnified 
Hammer 

Cold  roUed  }i  in.  to  0.134 

I 

in. 

235 

37.0                 71.0 

250^  C. 

262 

37.0                 68.5 

360**  C. 

255 

36.7                 70.5 

460**  C. 

248 

35.0 

67.0 

550^0. 

228 

32.0 

60.0 

650^  C. 

136 

166 

20.0 

43.0 

750^0. 

74 

112 

0.5 

20.5 

850**  C. 

67 

105 

8.0 

16.5 

OSO**  C. 

63 

101 

7.0 

15.0 

1060**  C. 

61 

101 

6.5 

14.5 

Microstructure, — The  micrographs,  Figs.  1  to  6,  show  that,  struc- 
turally, nickel  behaves  in  practically  the  same  way^as  a  copper-zinc  or 
copper-tin  alpha  solid  solution,  crystal  twinning  being  much  in  evidence 
in  material  annealed  after  cold  working  As  shown  in  Fig.  1,  the  hot- 
rolled  material  has  been  finished  at  a  high  enough  temperature  to  leave 
the  crystals  in  an  equiaxed  condition.  Rolling  deforms  the  grain  and 
produces  etch  bands,  as  shown  in  Fig.  2. 

The  temperature  of  recrystallization  of  hard-rolled  nickel  sheet  is  some 
300^  C.  higher  than  that  of  hard-rolled  alpha  brass.  No  visible  recrystal- 
lization, as  seen  under  moderate  magnification,  is  noted  until  a  tempera- 
ture of  650**  C.  is  attained.  At  750°  C.  complete  recrystallization  takes 
place,  as  shown  in  Fig.  4;  beyond  this  the  grain  size  increases  somewhat 
with  the  rise  in  annealing  temperature. 

Tensile  Tests, — The  results  of  tensile  tests  are  shown  graphically  in 
Fig.  7.  The  first  decided  softening  takes  place  at  650°  C.  and  equilibrium 
conditions  are  nearly  attained  at  750°  C.  Beyond  750°  C,  the  softening 
is  very  gradual.  The  longitudinal  and  transverse  annealed  specimens 
appear  to  behave  very  much  the  same  in  the  case  of  all  values  except  those 
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Fig.  2. — Cold-b 


Fio.  5. — Same  as  Fio.  2,  annealed  at       Fig,  6. — Same  ab  Fig.  2, 
850°  C.    Etch;  HNO,  in  alcohol.  lOSO"  C. 

X75. 
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representing  reduction  of  area.  Here  the  longitudinal  values  are  higher 
than  the  transverse  values  by  approximately  8  per  cent.  In  the  case 
of  the  hard-rolled  specimens,  the  transverse  specimens  have  a  tensile 
strength  some  10,000  lb.  greater  than  the  longitudinal. 


OoM  BolUd  fnoi 


360  460  3C0  660  11^  860 

Annealing  Temperatarei  in  Degree*  Centigrade 

FiQ.  7. 


J. L.  Jones,*  Pittsburgh,  Pa. — If  a  nickel  anode  is  cast  under  commer- 
cial conditions,  will  it  contain  nickel  oxide?  Will  the  nickel  oxide  affect 
the  rate  of  corrosion  in  a  double  sulfate  solution;  or  will  the  nickel  oxide 
dissolve  in  a  double  sulfate  solution?  I  would  also  like  to  ask  whether  a 
98  per  cent,  pure  nickel  anode  will  corrode  as  fast  as  a  96  per  cent,  nickel 
anode;  whether  electrolytic  nickel  will  corrode  less  rapidly  than  nickel 
containing  a  small  amount  of  carbon;  and  whether  the  materials  some- 
times used  in  coating  molds  for  casting  nickel  anodes  will  affect  the  rate  of 
corrosion  of  the  anode?  In  other  words,  whether  an  electrically  non- 
conducting coating  is  likely  to  be  present  that  will  prevent  the  nickel 
anode  from  corroding  rapidly. 

John  F.  Thompson. — The  nickel  oxide  will  not  dissolve  in  the  double 
sulfate  solution,  as  far  as  we  know.  We  do  not  make  the  ordinary  nickel 
anode  of  commerce,  but  we  supply  nickel  to  the  nickel  anode  makers. 
Those  makers  almost  invariably  buy  a  high-carbon  nickel  shot,  ranging 
around  0.45  per  cent,  carbon.     In  their  process,  they  even  further  car- 
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burize  it  so  as  to  get  nickel  that  will  melt  easily  and  be  fluid  enough  to 
fill  the  mold,  so  that  the  ordinary  cast  anode  on  the  market  is  unquestion- 
ably oxide  free.  The  only  time  that  such  an  anode  will  have  oxide  will  be 
through  an  error  in  melting.  Some  cupola  makers  of  anodes  have  had 
trouble  with  oxidation,  but  as  a  rule  the  anodes  are  thoroughly  carburized; 
8o  much  so  that  they  probably  carry  a  couple  of  per  cent,  of  carbon  of 
which  around  1.6  per  cent,  is  graphite. 

■ 

It  is  supposed  by  the  anode  makers  that  the  anode  containing  carbon 
dissolves  more  readily  than  the  carbon-free  anode.  This  belief,  I  think, 
is  pretty  well  supported. 

With  regard  to  the  facing,  I  don't  know;  but  this  fact  may  be  of  in- 
terest to  you:  very  often  the  surface  of  nickel  shot  when  used  in  a  basket 
anode  will  not  dissolve  so  that  the  shot  does  not  go  into  solution  readUy 
until  a  small  hole  is  started  through  the  skin,  and  then  the  metal  inside 
of  the  shot  will  leak  out  and  leave  the  outside  skin. 

J.  L.  Jones. — Is  its  microstructure  different  from  the  rest? 

J.  F.  Thompson. — I  do  not  know;  I  do  not  know  what  causes  it. 

J.  L.  Jones. — Do  you  think  a  similar  condition  would  prevail  in  a 
mold  that  was  very  cold  in  comparison  with  nickel  cast  in  a  mold  that 
was  hot;  would  there  be  a  difference  in  microstructure,  possibly? 

J.  F.  Thompson. — I  think  so.  This  fact  I  ran  across  only  about  10 
days  ago,  and  I  do  not  know  the  reason  for  it. 

R.  S.  MacPherran. — Was  there  any  oxide  outside  of  those  shots; 
was  there  anything  that  would  stop  the  solution? 

J.  F.  Thompson. — No,  the  shot  was  perfectly  bright  and  was  made  by 
swinging  a  sp)out  over  a  big  tank  of  cold  water,  so  that  the  shot  had  a 
short  fall.  The  surface  appearance  of  the  shot  was  perfectly  white,  even 
in  the  case  of  this  shot  where  the  internal  erosions  took  place. 

Mr.  Jones  asked  about  the  electrolytic  nickel.  As  far  as  we  know, 
there  is  no  difficulty  in  using  electrolytic  nickel  as  an  anode  for  plating. 
Some  people  use  it  for  that  purpose. 

W.  H.  Bassett,*  Waterbury,  Conn. — Nickel  cathodes  when  used  as 
anodes  in  plating  solutions  do  not  dissolve  as  rapidly  as  ordinary  cast 
anodes.  When  cathodes  are  used  as  anodes  the  nickel  solutions  become 
impoverished.  It  was  impossible  to  make  nickel  cathodes  give  results 
equal  to  those  obtained  with  cast  anodes  and  it  was  found,  upon  investi- 
gation, that  the  trouble  was  due  to  the  solutions  becoming  impoverished 


*  Technical  Superinteadent  and  Metallurgist,  American  Brass  Co. 
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in  nickel.  Malleable  nickel  will  act  in  exactly  the  same  way,  and  the 
solution  of  malleable  nickel  anodes  was  found  to  be  very  much  slower 
than  that  of  cathode  nickel  when  used  as  anodes. 

J.  F.  Thompson. — I  am  interested  in  that  statement.  In  foreign 
practice,  they  use  a  great  deal  of  rolled  malleable  nickel.  I  don't  know 
how  they  get  it  dissolved,  but  they  say  that  for  the  last  10  years  there  has 
been  quite  a  demand  over  there  for  rolled  anodes. 

W.  B.  Price,  Waterbury,  Conn. — ^The  old  method  was  to  use  double 
nickel  salts;  then,  when  using  single  nickel  salts  with  the  rolled  nickel 
anodes  they  also  introduce  into  the  electrolyte  nickel  chloride,  which 
seems  to  produce  an  active  corrosion  of  the  anodes,  which  doesn't  take 
place  in  the  old  double  nickel  salts  solution. 
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Physical  Properties  of  Certain  Lead-zinc  Bronzes 

BT   HOBCER  F.    STALET,*  B.    A.,    AND   C.   F.    KARR,t   PH.  B.,    WASHINGTON,   D.   C. 

(Philadelphia  Meeting,  September,  1910) 

The  casting  alloy  88  copper,  10  tin,  2  zinc,  commonly  known  in 
England  as  Admiralty  metal  and  in  this  country  as  Government  bronze, 
gmi  metal,  or  Naval  Department  composition  G,  has,  at  its  best,  many 
valuable  properties.  However,  its  physical  properties  are  known  to  vary 
widely  with  slight  changes  in  method  of  manufacture  of  the  castings, 
such  as  slight  variations  in  composition,  variation  in  pouring  tempera- 
ture, kind  of  mold  used,  method  of  pouring  and  gating  of  molds,  size  and 
shape  of  castings,  amount  and  kind  of  heat  treatment,  and  so  forth.  ^ 
The  microstructure  of  castings  made  from  this  alloy  is  influenced  by 
slight  variations  of  composition,  rate  of  cooling,  and  kind  and  length  of 
heat  treatment.  This  is  best  understood  by  reference  to  the  equilibrium 
diagram.  The  part  of  the  diagram  in  which  we  are  interested  and  the 
eflfect  of  the  thermal  equilibrium  relations  on  the  physical  properties  of 
the  alloy  88  copper,  10  tin,  2  zinc,  have  been  discussed  by  Hoyt,  Camp- 
bell, Primrose,  and  Rawdon.* 

In  Fig.  1  is  given  the  equilibrium  diagram  of  the  copper-tin  alloys. 
Briefly  stated,  the  relations  of  composition  and  temperature  changes  are 
as  follows.  Compositions  between  A  and  a  consist  of  but  one  constitu- 
ent— ^the  a  bronze,  which  is  a  solid  solution  of  copper  and  tin,  rich  in 
copper.  On  cooling  from  the  molten  state  these  compositions  gradually 
crystallize,  at  temperatures  above  790°,  into  a  mass  of  interwoven  tree- 
like crystals  or  dendrites.  The  cores  of  the  dendrites  are  rich  in  copper 
and  the  percentage  of  tin  gradually  increases  as  the  surfaces  are  ap- 
proached. As  cooUng  progresses,  after  all  the  metal  has  crystallized,  no 
further  changes  occur  in  the  crystals  other  than  diffusion  within  the  crys- 
tals, which  tends  to  erase  the  dendritic  pattern  and  to  render  the  structure 
more  homogeneous. 


*  Metallurgical  Ceramist,  U.  S.  Bureau  of  Standards, 
t  Associate  Physicist,  U.  S.  Bureau  of  Standards. 
1  A.  D.  Flinn:  Ir(m  Age  (1915)  M,  1292-3. 

C.  P.  Karr:  U.  S.  Bureau  of  Standards  Tech.  Paper  59,  Pt.  1. 
« S.  L.  Hoyt:  Engng.  (1913)  96,  667-7,  704-5. 

William  Campbell:  Trans,  Am.  Inst.  Met.  (1912)  6,  168-172. 

H.  S.  Primrose:  Melal  Ind.  (1916)  14,  202-4. 

H.  S.  Rawdon:  U.  S.  Bureau  of  Standards  Tech.  Paper  59,  Pt.  II. 
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In  compositions  to  the  right  of  a,  the  first  part  of  the  process  of  crys- 
tallization is  similar  to  that  just  described.  At  790°  C,  the  alloy  is  nearly 
solid  and  consists  of  dendrites  of  var3dng  composition  and  a  liquid  con- 
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Fig.  I.-7-Structural  equilibrium  diagram  of  copper  and  tin. 
taining  74.5  per  cent,  copper.  At  this  temperature  a  reaction  occurs 
between  this  liquid  and  some  of  the  already  solidified  portion  to  form  a 
soUd  known  as  the  P  solid  solution.  This  P  constituent  lies  in  the  angles 
between  the  interlocking  fingers  of  the  dendrites.  When  the  cooling 
progresses  to  500°  the  P  solid  solution  breaks  up  into  an  intimate  mixture 
of  a  and  d  solid  solutions.  This  intimate  mixture  or  eutectoid  is  known  as 
"bronzite."  It  is  very  hard  and  brittle  and  therefore  has  an  unfavorable 
effect  on  the  physical  properties  of  the  cast  alloy.  This  type  of  structure 
is  illustrated  in  Fig.  2.' 


•  H.  S.  Rawdon :  Loc,  cU. 
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According  to  the  diagram,  compositions  between  a  (approximately 
9.5  per  cent,  tin)  and  a'  (approximately  13  per  cent,  tin)  should  be  sub- 


A.  Specimen   19.     Remelted  and  al-  B.  Specimen  19.     Datk  portions  are 

lowed  to  cool  in  furnace.     Difference  in  cores  rich  in  copper;  light  angular  spots 

orientation  of  dendritic  structure  marka  are    hard    brittle    eutectoid    inclueiotis. 

out  the  various  crystals.     X  4.  X  8S. 


D.  Specimen  568.    Cracks  (black)  in 

eutectoid  (white)  are  at  right  angles  to 
direction  of  strain.      X  212. 

Fia.  2. — Typical  HicROSTRUcrtrRB  cfr  cast  zinc-bhonzb  (88-10-2).     A  and  B 

WERE    ETCHED    WITH    AMM0M1TM    HYDROXIDE    CONTAINING    HYDROQEH     PEROXIDE;  C 
AND  D  WITH  AMUOKIACAL  COPPER- AMMONIUM  C 


ject  to  the  reaction  mentioned  as  taking  place  at  790°  with  formation  of 
some  &  solid  solution  and  on  further  cooling  should  gradually  change  com- 
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pletely  to  the  a  solid  solutiom  without  the  f  ormatioti  of  any  eutectoid  at 
500°  C.  Actually  these  compositions  may  do  this  or  they  may  cr3r8tallize 
in  the  manner  described  for  either  of  the  two  other  classes  of  compositions. 

In  spite  of  the  great  amount  of  study  the  alloys  of  copper  and  tin  have 
received,  there  is  no  well-defined  agreement  in  regard  to  the  limit  of  the 
a  solution.  It  Varies  from  5  per  cent,  tin  in  Giolitti's^  diagram  to  13  per 
cent,  in  Shepherd's.*  The  percentages  shown  are  by  Gulliver*  and  repre- 
sent condition  of  equilibrium  obtained  either  by  excessively  slow  cooling 
of  the  molten  alloy  or  by  reheating  an  alloy  which  solidified  by  cooling 
at  an  ordinary  rate. 

As  emphasized  by  Hoyt,^  the  addition  of  small  quantities  of  zinc  do 
not  materially  alter  the  structure  of  the  copper-tin  alloys  rich  in  copper. 
Quillet*  has  determined  experimentally  that  as  far  as  structure  is  concerned 
one  part  of  zinc  is  equal  to  one-half  part  of  tin.  If  we  adopt  Quillet's 
suggestion  we  may  consider  that  the  88r~10-2  aUoy  js  equivalent  in  struc- 
ture to  a  copper-tin  alloy  containing  11.1  per  cent,  of  tin.-  This  places  the 
alloy  in  that  part  of  the  diagram  lying  between  the  points  a  and  a',  the 
location  of  which  are  debatable  and  which  limit  a  field  of  compositions 
that  are  apt  to  crystallize  in  a  very  erratic  way,  depending  on  conditions. 
This  conclusion  is  borne  out  by  microscopic  examination  of  castings  of 
the  88-10-2  alloy.  In  the  case  of  forty-five  specimens,  selected  at  random 
from  over  a  thousand,  Rawdon*  found  no  eutectoid  in  a  few  cases,  small 
to  moderate  amounts  in  others,  and  a  great  abundande  in  still  others. 
While  according  to  Rawdon  the  presence  of  oxide  films  in  the  castings 
was  the  predominating  factor  in  producing  castings  with  poor  physical 
properties,  variations  in  the  amount  of  eutectoid  present  and  in  the 
general  type  of  crystalline  structure  were  accompanied  by  marked  varia- 
tion in  the  physical  properties  of  the  alloy. 

As  a  means  of  conserving  tin  during  the  war,  the  Sub-committee  on 
Bearing  Metals  of  the  American  Institute  of  Mechanical  Engineers  sug- 
gested the  use  of  90  copper,  6.5  tin,  1.5  lead,  2  zinc,  in  place  of  the  88- 
10-2  alloy  commonly  used.  The  committee  stated^*  that  the  proposed 
alloy  "is  stronger  and  more  reliable;  is  more  economical  in  foundry  pro- 
duction; is  easier  and  more  satisfactorily  machined;  for  hydraulic  work 
is  less  liable  to  leaks;  in  steam  service  it  is  from  5  to  40  per  cent,  stronger 
than  the  old  composition;  while  at  the  same  time  this  substitute  formula 
offers  a  saving  of  3^  per  cent,  of  tin,  which  is  always  wasted  in  the  old 


<  GioUtti  and  Tavanti:  Goz.  Chim,  (1008)  88,  209. 

•  Shepherd  and  Blough :  Jtd.  Phynk.  Chem.  (1906)  10,  616. 

•  GuUiver:  " MetaUic  AUoys,"  249.    lippincott/ 1908. 
'  Jfd.  Inst.  MetalB  (1913)  10,  236. 

s  Rev.  de.  Met.,  Mem.  (1906)  8,  243. 

•  Loc.  cU.,  66-60. 

^^JfU.  Am.  Soo.  Mech.  Eng.  (1918)  40,  864. 
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formula  inci'dent  to  the  production  of  an  inferior  alloy."  On  Dec.  14, 
1918,  Admiral  D.  W.  Taylor  asked  the  Bureau  of  Standards  to  investi- 
gate this  composition  to  determine  its  fitness  as  a  substitute  for  88-10-2 
alloy.  The  investigation  of  the  alloy  seemed  to  offer  promising  possi- 
bilities. It  has  been  known  since  the  dawn  of  the  art  of  metallurgy  that 
small  amounts  of  lead  improved  the  ductility  and  working  properties  of 
bronzes,  its  use  being  known  to  the  ancient  Assyrians.  ^^  The  advantages 
of  its  employment  have  been  noted  by  many  modern  writers. " 


4    07  8  12  16  20  Sn. 

Fio.  3. — CoMPosrrioN  diagram. 

Following  the  method  of  Guillet"  we  may  consider  the  copper-tin- 
zinc  content  of  this  alloy  as  equivalent,  as  far  as  production  of  structure 
is  concerned,  to  a  copper-tin-alloy  containing  7.7  per  cent,  of  tin.  Since 
lead  is  known  to  be  non-soluble  in  solid  solutions  of  copper  and  tin  and  of 
copper  and  zinc,'  it  must  be  considered  simply  as  a  mechanical  addition. 
We  may  thus  locate  the  alloy  on  the  copper-tin  equilibrium  diagram 
(Fig.  1)  and  on  doing  so  we  find  it  falls  well  within  the  area  of  a  bronzes 
that  crystallize  in  comparatively  constant  and  simple  manner  at  high 
temperatures  and  undergo  no  marked  transformations  during  further 


"  Z.  Agnew:  Chem.  (1914)  27,  I,  612. 

»  Hanns  v.  MiUer:  MetaUurgie  (1912)  9,  70. 

H.  S.  Primrose:  Jrd,  Inst.  Met.  (1914)  12,  254. 

Oregowsky  and  Spring:  Proc,  Int.  Cong,  for  Testing  Materials,  6th  Congress, 
N.  Y.  Sec.  VII. 
"  L.  Guillet:  hoc.  cU, 
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coolii^.  Alloys  crystallizing  in  this  manner  are  much  more  apt  to  give 
castings  with  uniform  physical  properties  in  foundry  practice  than  an 
alloy  with  the  erratic  crystallization  behavior  of  tho  88-10-2  alloy. 

In  order  to  cover  the  field  of  probably  useful  ailojrB  of  this  type,  it 
was  decided  to  investigate  nine  compositions.     These  in  percentages  as 


Fia.  4. — Core 


UAKINQ    SHODLDBRKD    1 


charged  and  calculated  on  the  basis  of  Cu  +  Su  +  Zn  =  100,  together 
with  their  equivalent  compositions  according  to  Guillet  are  given  in 
Table  1.  It  will  be  seen  that  the  series  of  compositions  can  be  divided 
into  three  groups,  according  to  tin  content,  and  each  group  contains 
three  members,  characterized  by  a  certain  lead  content.     The  locations 


Via.  5. — 8Bonu>ESBD  TEST  BAR  AFTER  uACHiKiira. 

of  the  various  compositions,  on  the  basis  of  Cu  +  Sn  +  Zn  =  100,  and 
also  of  the  88-10-2  and  88-8-4  alloys  are  shown  on  a  triaxial  composi- 
tion diagram  in  Fig.  3.  This  method  of  presentation  is  more  satisfactory 
than  the  use  of  the  copper-tin  equilibrium  diagram  and  equivalent  com- 
positions since  it  does  not  involve  the  use  of  assumptions.  The  position 
of.  the  line  x-x  is  taken  from  the  work  of  Hoyt.**     It  should  be  remem- 


'•  Loe.  cit.,  253. 
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Table  1. — Composition  of  AUoya  Studied 


ComporiUonB  Chai 

ced 
Pb 

Equivalent 
Compositions 

• 

Compositions  on     Basis  of 
Cu  +  Sn  +  Zn-.lOO 

Alloy 

Cu 

Sn 

Zn 

Cu 

8n 

Pb 

Cu 

8n 

Zn 

1 

Pb 

88-10-2 

88 

10.0 

2 

•  •  • 

88.9 

11.1 

■  «  *  • 

88.0 

10.0 

2.0 

8^  8-4 

88 

8.0 

4 

•  •  • 

89.8 

10.2 

•  ■  •  • 

88.0 

8.0 

4.0 

A 

90 

6.6 

3 

0.6 

91.8 

8.2 

0.61 

90.46 

6.50 

3.06 

0.60 

B 

90 

6.6 

2 

1.6 

92.8 

7.7 

1.64 

91.37 

6.60 

2.03 

1.62 

C 

90 

6.6 

1 

2.6 

92.8 

7.2 

2.68 

92.30 

6.66 

1.04 

2.66 

D 

90 

6.6 

4 

0.6 

92.3 

7.7 

0.61 

90.46 

5.63 

4.02 

0.60 

E 

90 

6.6 

3 

1.6 

92.8 

7.2 

1.65 

91.37 

6.68 

3.06 

1.52 

F 

90 

5.6 

2 

2.5 

98.8 

6.7 

2.69 

92.30 

6.64 

2.06 

2.66 

G 

90 

4.5 

6 

0.6 

92.8 

7.2 

0.52 

90.45 

4.52 

5.03 

0.60 

H 

90 

4.6 

4 

1.6 

93.3 

6.7 

t.66 

91.37 

4.56 

4.07 

1.62 

I 

90 

4.6 

3 

2.6 

93.76 

6.25 

2.60 

92.30 

4.62 

3.08 

2.66 

bered  that  the  line  of  compositions  I-^  carry  an  addition  of  2.56  parts 
of  lead,  the  next  line  1.52  parts,  and  the  line  Cr-A  0.50  parts.  • 

Eight  heats  of  each  of  the  four  test  specimens  were  made  of  each  com- 
position. The  method  of  making  and  poming  the  molds  was  the  one  that 
had  been  found  satisfactory  for  the  88-10-2  alloy.  ^^  The  making  of  the 
core  sand  molds  was  greatly  facilitated  by  the  use  of  core  boxes  with  con- 
siderable draft  instead  of  boxes  with  perpendicular  sides,  as*  described  in 
the  article  referred  to.  The  expense  of  preparing  the  specimens  for  test- 
ing was  materially  reduced,  without  affecting  the  accuracy  of  the  tests, 
by  casting  the  specimens  with  shoulders  and  using  split  rings  for  holding 
them  in  the  testing  machine.  This  obviated  the  necessity  for  cutting 
threads  on  the  ends  of  each  specimen.  The  type  of  test  bar  and  core 
sand  mold  used  are  shown  in  Figs.  4  and  5. 

A  summary  of  the  determinations  of  the  physical  properties  of  the 
specimens  thus  far  tested  is  given  in  Table  2.  For  the  sake  of  compari- 
son, results  obtained  with  the  alloys  88  copper,  10  tin,  2  zinc,  and  88 
copper,  8  tin,'  4  zinc,  are  given  also.  Attention  is  called  to  the  fol- 
lowing points  shown  by  the  data  in  this  table. 

Effect  of  Pouring  Temperature. — Higher  values  were  obtained  with 
metal  poured  below  1150°  C.  than  with  metal  poured  above  that  tempera- 
ture. Composition  D  is  an  exception  in  that  the  values  were  about  the 
same.  A  satisfactory  pouring  temperature  for  test  bars  made  in  the 
manner  here  described  of  the  compositions  employed  is  1100°  C.  (approxi- 
mately 2000°  F.). 

Effect  of  Heat  Treatment. — ^The  heat  treatment  employed  raised  the 
proportional  limit  of  all  compositions  slightly.  In  respect  to  other 
physical  properties  the  effect  of  heat  treatment  was  slight  or  detrimental. 
Since  all  the  compositions  used  fall  in  the  field  of  a  bronze  on  the  equilib- 


'^  C.  P.  Karr:  Five  Foundry  Testa  of  Zinc  Bronzes,  this  volume. 
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Tabus  2. — Averaged  BesuUa  of  Physical  Teats  with  Mean  Deviatuma 

{AU  apecimena  were  coat  approximaiely  to  aize,  horizontal^  in  baked  core-aand  molda 

with  reaervoir  galea) 


Compofllp 
Uon 


Number  of 
Speoimens 


Pouring 

Teinper^ 

ture  Kance, 

Decrees  C. 


Proportional 

Limit, 
Lb.  per  Sq. 


Teneile 

Stren|^.  Lb. 

per  Sq.  In. 


Elongation 

in  2  In.. 

Per  Cent. 


Reduotion 

in  Area, 

Per  Cent. 


Number  of 
Bad  Break! 
Due  to  Seg- 
regation 


8i^l0-2 

6 

MOO  to 

18,100 

43.100 

29.7 

24.3 

1,140 

±1.050 

±3,350 

±4.6 

±2.2 

( 

88-  8-4 

6 

1,100  to 

11,900 

43.300 

36.0 

28.0 

1,140 

±    900 

±1.850 

±4,5 

±4.5 

A 

12 

1,090  to 

12,200 

40.700 

37.6 

34.1 

1,125 

±    650 

±1,500 

±6.4 

±4.5 

12 

1,170  to 

12.900 

37.600 

28.1 

29.7 

1,200 

±    900 

±2.200 

±4.4 

±3.7 

8" 

1,090  to 

13,300 

35,700 

24.9 

23.2 

1 

1,200 

±1.200 

±3,200 

±4.8 

±5.9 

B 

20 

1,030  to 

12.300 

40.700 

35.3 

31.8 

1,136 

±1.400 

±2,200 

±8.7 

±6.0 

3 

1.170 

10.400 

85.900 

25.6 

32.5 

1 

±1.050 

±4,800 

±8.0 

±6.0 

8" 

1.080  to 

13.700 

41,300 

37.2 

33.6 

1,170 

±     800 

±1.500 

±6.1 

±3.7 

C 

12 

1,100  to 

13.200 

39.600 

27.2 

27.7 

1.140 

±1.100 

±3.200 

±6.5 

±5.7 

12 

I.IM  to 

12.400 

33.600 

18.6 

19.7 

3 

1,200 

±    950 

±3.850 

±9.5 

±9.8 

8" 

1,100  to 

14.000 

34.700 

20.1 

23.5 

2 

• 

1,200 

±1.030 

±4.050 

±7.9 

±7.2         [ 

D 

14 

1,060  to 

12,400 

37.900 

29.3 

30.4 

1,120 

±1,100 

±2,600 

±5.6 

±5.5 

9 

1,160  to 

11,500 

37.700 

31.6 

32.4 

1,180 

±     650 

±3.400 

±6.3 

±5.2 

8- 

1,060  to 

13,250 

37.100 

24.2 

27.3 

1,180 

±    960 

±1.300 

±4.9 

±4.3 

B 

18 

1.060  to 

10.650 

36.200 

31.4 

28. « 

1 

1.140 

±    900 

±3.850 

±8.3 

±10.8 

6 

1,160  to 

9,700 

80.900 

22.8 

18.6 

1 

1,180 

±    400 

±2.300 

±6.5 

±3.3 

8" 

1,060  to 

11,900 

36.000 

28.5 

26.7 

1.180 

±1.250 

±3,300 

±4.9 

±6.1 

F 

6 

1,100  to 

10.850 

36.900 

23.9 

22.6 

1 

1,120 

±    750 

.±5.300 

±3.1 

±3.4 

12 

1.160  to 

9.900 

33.700 

23.3 

28.4 

1.180 

±    600 

±8.100 

±4.7 

±6.1 

5 

1.240  to 

9.550 

29.700 

15.5 

16.6 

1,260 

±1,160 

±2.900 

±3.5 

±4.1 

0» 

1,100  to 

10.450 

33.500 

22.2 

22.8 

2 

1.260 

±    700 

±3.600 

±3.4 

±6.2 

Q 

14 

1,100  to 

9.100 

34.766 

29.4 

25.3 

2 

1.140 

±     800 

±2.300 

±5.7 

±5.9 

8 

1,150  to 

9.200 

32.806 

27.4 

24.4 

3 

1,180 

±     550 

±3.700 

±7.2 

±7.7 

8" 

1.100  to 

9,550 

32.100 

28.8 

21.9 

4 

1.180 

±1,050 

±3.800 

±4.3 

±4.3 

H 

21 

1.100  to 

8.900 

33.600 

26.6 

22.9 

3 

1.140 

±     550 

±2,400 

±4.6 

±4.3 

3 

1.180 

8,200 

28.700 

18.3 

18.8 

3 

±    950 

±1,300 

±3.6 

±1.2 

8" 

1,100  to 

10.200 

31.700 

24.2 

20.6 

1 

1,180 

±    750 

±2,600 

±2.7 

±3.6 

I 

Testa 

not  complete 

1  at  date  of  w 

riting 

*  Heat  treated.     Speoimena  were 
for  30  min.,  and  then  allowed  to  cool 


raised  to  600*  C.  in  50  min.,  maintained  at  that  temperature 
in  furnace,  in  12  hr.,  to  room  temperature. 
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rium  diagram,  we  cannot  expect  heat  treatment  to  have  any  marked  effect 
unless  the  temperature  is  raised  to  the  point  where  the  lead,  which  is 
held  in  mechanical  suspension,  j9ows  in  the  pores  of  the  copper-zinc-tin 
alloy. 

Effect  of  Suhaiitution  of  Zinc  for  Tin. — Comparing  the  corresponding 
numbers  of  the  groups  ABC,  DBF,  and  GHI  poured  at  the  same  tempera- 
ture shows  that,  in  general,  this  substitution  produced  lower  values  in 
physical  tests.  This  is  not  in  accord  with  the  data  shown  for  the  alloys 
88-10-2  and  88-8-4. "  It  should  be  remembered  that  in  the  latter  case 
substitution  of  zinc  for  tin  moved  the  composition  over  the  line  separat- 
ing the  field  of  a  bronze  from  that  of  a  and  5  bronzes. 

Effect  of  SubatitiUion  of  Lead  for  Zinc. — A  comparison  of  the  three 
members  of  each  group  shows  that  this  substitution  resulted  in  lower 
values. 

Effect  of  SubstittUion  of  Lead  for  Tin. — A  comparison  of  composition 
A  with  Ej  B  with  F,  and  D  with  H  shows  that  substitution  gave 
markedly  lower  values. 

Segregation. — The  number  of  bars  showing  segregation  increased 
from  group  to  group  as  the  groups  became  richer  in  zinc  and  poorer  in 
tin.  Within  the  groups  segregation  increased  with  increase  of  lead  and 
decrease  of  zinc.  « 

Place  of  Lead-zinc  Bronze  B  in  the  Series. — ^This  is  the  composition 
recommended  by  the  Committee  of  the  American  Society  of  Mechanical 
Engineers;  it  is  surpassed  by  lead-zinc  bronze  A  only. 

Equivalent  Compositions. — In  order  to  avoid  any  misconception  in 
regard  to  the  term  equivalent  compositions  it  should  be  called  to  mind 
that  Guillet  applied  this  term  to  signify  structural  equivalence  only. 
The  compositions  are  not  equivalent  as  far  as  physical  properties  are 
concerned.  For.  instance,  lead-zinc  bronzes  B  and  D  have  the  same 
equivalent  compositions  except  that  B  contains  more  lead  than  D.  If 
the  compositions  were  truly  equivalent  otherwise,  this  variation  should 
make  B  the  weaker  metal,  but  the  reverse  is  actually  the  case  according 
to  the  physical  tests.  A  similar  example  is  found  in  the  case  of  lead-zinc 
bronzes  C,  E,  and  G. 

The  data  for  six  test  specimens  of  the  88-10-2  alloy  given  in  the  table 
do  not  furnish  sufficient  basis  for  comparison  of  the  lead-zinc  bronzes 
described  with  that  alloy.  A  lot  of  thirty-two  test  specimens  of  the 
88-10-2  alloy  has  been  prepared  in  the  Bureau  of  Standards'  foundry 
in  the  manner  employed  in  preparing  the  lead-zinc  bronzes.  When 
these  are  tested,  a  comparison  can  be  made.  From  the  data  available" 
it  is  possible  to  predict  that  the  best  of  the  lead-zinc  bronzes,  composi- 
tions A,  S,  and  possibly  D,  will  probably  be  found  superior  to  the  88-10-2 
alloy  in  ductility  and  about  equal  to  it  in  other  respects. 

"  See  also  C.  P.  Karr,  this  volume. 
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Qualitative  tests  of  the  machining  properties  of  these  metals  were 
made  in  the  Bureau  of  Standards  machine  shop.  It  was  found  that  all 
the  lead-zinc  bronzes  had  good  machining  qualities  being  free  cutting 
and  giving  short  thick  chips  of  metal  with  cutting  tools.  The  ease  of 
machining  increased  from  group  to  group  as  tin  decreased  and  zinc 
increased.  Within  the  groups  the  thickness  of  the  chips  increased  with 
increase  of  lead.  While  lead-zinc  bronze  A  gave  the  thinnest  chips  of  the 
lead-zinc  bronzes,  still  it  was  a  much  more  free-cutting  material  than 
the  alloy  88  Cu,  8  Sn,  4  Zn,  which  in  the  same  tests  gave  shavings  about 
1  in.  long.  The  latter,  in  turn,  was  superior  to  the  88-10-2  alloy,  which 
gave  thin  shavings  up  to  8  in.  in  length. 

In  this  investigation  it  has  been  shown  rather  conclusively  that,  with 
this  copper  content,  increase  of  either  lead  or  zinc  has  unfavorable  elBPects 
on  the  physical  properties  of  the  alloys.  Moreover  the  most  satisfactory 
composition  A  tested  is  at  one  corner  of  the  series.  It  is  desirable  there- 
fore to  investigate  a  new  series  of  compositions  containing  less  lead  and 
zinc  than  lead-zinc  bronze  A.  Such  an  investigation  is  being  planned  by 
the  Bureau. 

Summary 

The  salient  points  of  this  investigation  may  be  summarized  as 
follows: 

Of  nine  variations  in  composition  of  lead-zinc  casting  bronzes  con- 
taining 90  per  cent,  copper  studied,  the  most  satisfactory  was  lead-zinc 
bronze  A  containing  90  copper,  6.5  tin,  0.5  lead,  3  zinc.  This  composi- 
tion showed  a  proportional  limit  of  12,200  ±  650  lb.  per  sq.  in.,  tensile 
strength  40,700  ±  1500  lb.  per  sq.  in.,  elongation  in  2  in.  of  37.6  ±  6.4 
per  cent.,  and  reduction  in  area  of  34.1  ±  4.5  per  cent. 

Substitution  of  lead,  above  }4  P^r  cent.,  for  zinc  or  tin  and  of  zinc, 
above  2  per  cent.,  for  tin  was  found  to  have  detrimental  elBPects  on  the 
physical  properties  of  the  castings. 

A  pouring  temperature  of  1100°  C.  (approximately  2000°  F.)  was 
ound  satisfactory  for  these  lead-zinc  bronzes. 

Heat  treatment  had  but  slight  or  detrimental  effect  on  these  bronzes. 

The  results  obtained  have  justified  the  prediction  of  the  qualities 
of  the  alloys  by  a  priori  reasoning  based  on  the  copper-tin  equilibrium 
diagram. 

The  writers  wish  to  acknowledge  their  indebtedness  to  Mr.  R.  S. 
Johnston  and  Miss  H.  C.  Baker,  of  the  Engineering  Materials  Testing 
Laboratory  of  the  Bureau  of  Standards,  for  suggestions  in  regard  to 
the  shoulder  type  of  test  bar  and  for  the  painstaking  care  used^in^testing 
the  specimens. 
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DISCUSSION 

W.  M.  Corse,  Mansfield,  Ohio. — Outside  of  the  oommercial  valu- 
ation of  the  material,  for  what  purpose  does  this  alloy — 90  per  cent,  of 
copper,  6J^  per  cent,  tin,  2  per  cent,  zinc,  and  1}^  per  cent,  lead — 
seem  to  be  eminently  fitted? 

C.  P.  Karr. — So  far  as  our  tests  go,  it  would  be  eminently  fitted 
for  steam  valves  and  pistons,  and  for  the  work  for  which  88-10-2 
bronze  is  generally  used,  although  for  very  large  castings  it  would  not 
be  superior  to  88-8-4  bronze. 

P.  E.  McKiNNBY,  *  Washington,  D .  C. — Some  time  back,  due  to  a  desire 
to  avoid  some  of  the  objectionable  features  of  88-10-2  bronze,  particu- 
larly on  heavy  castings,  also  to  save  tin  where  possible,  we  took  up  the 
question  of  a  substitute  for  88r~10-2  bronze,  where  red  bronze  was 
ordinarily  specified.  After  trying  most  of  the  mixtures,  we  found  that 
when  using  as  low  a  tin  content  as  is  given  in  this  proposed  composi- 
tion, one  very  valuable  property  of  general  red-bronze  casting  construc- 
tion is  |sacrificed;  namely,  its  excellent  bearing  properties  and  rigidity. 
In  other  words,  the  material  has  a  lower  Brinell  hardness  than  either  the 
88-10-2  or  the  88-8-4  bronze,  and  when  used  as  a  bearing  (of  course,  we 
are  not  speaking  of  even  88r-10-2  as  a  bearing  metal  for  extreme  service) 
there  is  a  tendency  on  the  part  of  the  softer  alloys  to  pick  up.  On  the 
other  hand,  the  88-8-4  bronze  gives  practically  the  same  Brinell  hardness 
as  the  88-10-2  and  has  sufficient  bearing  properties  and  superior  water- 
tight properties  in  castings  of  anything  but  very  thin  cross-section;  that 
is,  a  heavy  casting  of  any  kind,  when  made  from  a  carefully  prepared 
alloy  of  88-8-4  is  probably  an  ideal  water-tight  casting,  particularly  if 
a  little  lead  is  introduced  to  close  the  grain.  The  effort  to  reduce  the  tin 
content  in  the  casting  is  very  necessary.  Even  this  6  per  cent,  of  tin 
would  be  far  superior,  because  there  is  no  excess  of  tin  to  form  a  beta 
constituent. 

It  would  be  a  good  proposition  if  everybody  interested  in  the  use 
of  red  bronzes  would  conduct  experiments,  from  time  to  time,  with 
the  introduction  of  nickel.  Nickel  seems  to  have  some  excellent 
properties.  With  a  reduction  of  the  tin  and  letting  the  zinc  remain  low, 
nickel  seems  to  toughen  the  bronze;  in  addition  to  tin,  it  gives  a  very 
desirable  combination  of  toughness  and  hardness.  At  this  time  there  is  a 
very  good  commercial  reason  for  considering  the  use  of  nickel  in  the  red 
alloys.  As  a  result  of  the  war,  there  is  a  lot  of  material  that  would  be 
perfectly  good  casting  copper  if  it  were  not  contaminated  with  nickel, 
due  to  the  manufacture  of  rotating  bands  for  shells  of  various  calibers. 


*  Chemist  and  Metalluigist,  U.  S.  Naval  Gun  Factory. 
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The  utilization  of  these  cupro-nickel  alloys,  that  is,  alloys  containing 
from  1  to  3  per  cent,  of  nickel,  would  offer  a  very  economical  method  of 
introducing  copper  into  these  alloys. 

I  feel  that  this  question  should  be  taken  up  by  foundries  producing 
heavy  castings,  because  while  results  obtained  from  test  bars  are  ex- 
tremely valuable  and  show  .what  can  be  obtained  under  standard  condi- 
tions, you  cannot  get  the  same  results  in  a  heavy  casting  that  you  can  in 
the  sn^all  casting  made  in  a  miniature  cross-section. 

R.  F.  Wood,*  Sandusky,  Ohio. — Mr.  Karr's  alloy  B  is  very  similar  to 
an  alloy  that  I  have  used  for  the  past  couple  of  years  with  1  per  cent, 
nickel  substituted  for  1  per  cent,  of  the  copper,  and  in  making  castings  of 
about  3000.  lb.  weight  it  has  given  very  good  results  in  producing  water- 
tight castings. 

C.  P.  Kabr. — Have  you  made  any  test  bars  of  the  metal  in  question, 
and  if  so,  will  you  give  us  the  results? 

R.  F.  Wood. — I  have  a  much  less  complete  set  of  results  than  I 
wish  I  had,  but  in  regard  to  its  water-tightness  I  can  say  that  it  worked 
very  nicely.    The  following  shows  some  typical  results. 


Weicht 
Caatinc 


1000 
4020 


Ultimate 
Strength, 

Lb.  per. 

Sq.  In. 


Yield 

Point, 

Lb.  per 

Sq.  In. 


Elongation  in  2  In.. 
Per  Cent. 


Copper,  I     Tin, 
Per  Cent. 'Per  Cent. 


'     Zinc  and 
Lead,  Nidcel, 

Per  Cent.  Per  Cent,  by 
DiflFerence 


44,600 
32,100 

41,100 
42,500 


17,400 
25,000 

24,900 
25,000 


28.0 
5.0 

21.0 
25.0 


89.30 
87.41 


6.59 
7.10 


1.72 
1.55 


2.39 
3.94 


The  second  tensile  test  broke  outside  the  gage  marks. 

C,  P.  Kabr. — What  hydraulic  pressure  was  used  ? 

R.  F.  Wood. — These  castings  were  \i  in.  thick,  were  tested  to  150 
lb.  without  backing,  and  carried  about  2000  or  3000  lb.  pressure,  backed. 


*  Metallurgist,  Sandusky  Foundry  k  Machine  Co. 
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Relationship  of  Physical  and  Chemical  Properties  of  Copper 

Bt  Fbank  L.  Amtibbll,*  Perth  Ambot^  N.  J. 

(New  York  Meeting,  FebniAry,  1030) 

Cbrtain  physical  and  chemical  properties  of  copper  are  so  intimately 
related  that  a  change  in  variation  of  the  physical  pj'operties  indicates  a 
certain  chemical  change.  The  standard  specifications  of  copper  of  the 
American  Society  for  Testing  Materials  are  based  upon  ph3rsical  charac- 
teristics with  one  exception,  namely,  the  copper  contents.  The  physical 
standard  includes  electrical  properties,  defects  in  the  "set  or  casting," 
variation  in  dimensions,  weight,  etc.  Paragraph  4  of  the  specifications 
states,  "  Wire  bars,  cakes,  slabs  and  billets  shall  be  substantially  free  from 
shrink  holes,  cold  sets,  pits,  sloppy  edges,  concave  tops,  and  similar 
defects  in  set  or  casting."  Shrink  holes  and  concave  tops  indicate  both 
physical  and  metallurgical  defects;  cold  sets,  sloppy  edges,  etc.,  indicate 
physical  defects  only;  small  pit  holes  may  be  indicative  of  either  or  both 
physical  and  metallurgical  defects,  depending  on  conditions  under  which 
they  originated. 

To  the  refiner,  a  copper  casting,  no  matter  how  made,  is  known  as  a 
"shape,"  irrespective  of  whether  it  is  wire  bar,  ingot,  cake,  slab,  billet, 
etc.  As  practically  all  shapes  are  cast  in  an  open  mold,  that  is  a  mold 
without  cope,  the  surface  of  the  shape  cools  in  contact  with  the  atmosphere 
and  has  a  coating  of  oxide.  Certain  phenomena  of  the  surface  indicate 
the  adaptability  of  the  metal  for  forging  or  rolling.  The  writer  believes 
that  it  is  much  simpler  to  produce  shapes  that  are  metallurgically  correct 
than  those  that  are  mechanically  satisfactory.  When  copper  is  to  be 
rolled  into  thin  sheets  or  drawn  into  very  fine  wire,  the  slightest  physical 
defect  becomes  evident.  It  is,  therefore,  of  the  utmost  importance  to 
consider  every  characteristic  of  the  shape  and  ascertain  the  physical  and 
chemical  relationship. 

Pitch  and  Set. — The  appearance  of  the  surface  of  the  copper  when 
cooled  is  considered  as  to  its  "pitch,"  or  the  general  contour  of  the  surface 
of  the  shape  (which  may  vary  from  a  concave  to  a  convex) ;  and  the  "set," 
or  the  detail  appearance  of  the  surface  of  the  shape  (the  wave-like  struc- 
ture). When  the  shape  presents  a  concave  surface,  it  is  known  as  "low 
pitch;"  a  convex  surface  is  known  a^  "high  pitch"  or  "tough  pitch;" 
and  a  level  surface  is  called  "flat  pitch."  The  set  of  the  copper  is,  in 
a  very  large  measure,  directly  related  to  the  pitch;  and  so  intimately  are 


*  Superintendent  Raritan  Coppe^  Works. 
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these  characteristics  connected  that  they  are  often  used  as  synonymous 
terms  by  the  refiner  when  he  is  speaking  of  well-refined  copper.  If, 
however,  he  is  speaking  of  unhealthy  or  improperly  refined  copper,  he 
will  define  both  the  pitch  and  the  set.  The  character  of  the  set  will 
show  whether  the  copper  is  low  pitch  but  healthy,  or  low  pitch  but 
unhealthy  and  must  be  refined  again.  High-pitch  copper  is  usually 
described  in  terms  of  the  set.  If  the  set  is  very  close  and  even,  the 
copper  contents  are  about  99.95  per  cent.;  this  close  set  cannot  be 
produced  on  a  shape  with  a  low  pitch. 

As  the  shape  cools,  there  is  a  constant  contraction  with  some  degass- 
ing of  the  metal.  As  the  top  surface  of  the  shape  freezes,  there  is  a 
tendency  for  the  thin  layer  of  copper  to  assume  a  finely  corrugated  sur- 
face at  right  angles  to  the  longitudinal  axis  of  the  shapes ;  while  the  gassing 
of  the  metal  tends  toward  the  formation  of  a  coarse  wave-hke  structure. 
This  structure  varies,  with  the  metallurgical  properties  of  metal,  between 
the  extremes  of  a  finely  corrugated  irregular  surface,  set  or  close  grain, 
to  a  comparatively  smooth  surface  in  which  the  ridges  are  a  considerable 
distance  apart  and  the  grain  is  coarse. 

Influence  of  Oxygen  on  Copper, — ^Metallurgically,  the  copper  presents 
the  best  general  characteristics  when  shapes  of  a  certain  size  present  a 
slightly  convex  contour,  high  pitch,  with  a  good  set  and  close  grain. 
While  a  shape  of  a  certain  weight  presents  a  satisfactory  appearance,  it 
does  not  follow  that  larger  or  smaller  shapes  will  be  the  same.  As  a  gen- 
eral rule,  the  thicker  the  shape,  the  less  oxygen  is  permissible  in  it;  the 
thinner  the  shape  the  more  oxygen  may  be  present.  Oxygen  is,  there- 
fore, often  spoken  of  as  a  medicine  for  copper,  it  being  used  to  regulate 
the  pitch.  While  the  pitch  may  be  flat  or  slightly  convex,  it  may  be 
decidedly  inferior  if  it  presents  a  coarse  grain. 

Copper  containing  an  excessive  amoimt  of  oxygen  that  is  introduced 
during  the  refining  period  is  known  as  "set''  or  "dry  copper."  As  the 
amount  of  oxygen  decreases  and  approaches  the  analysis  of  satisfactory 
metal,  it  is  known  as  underpoled;  and  when  it  is  thoroughly  refined,  it 
is  known  as  tough  pitch.  The  fracture  of  tough  copper  must  exhibit  a 
decided  metallic  luster;  a  brick-red  shade  is  indicative  of  undesirable 
oxygen  contents. 

With  low  oxygen  contents,  copper  may  be  heated  over  a  long  period 
with  the  formation  of  a  very  slight  coating  of  oxide,  while  with  higher 
oxygen  contents,  the  copper  oxidizes  quickly. 

Influence  of  Sulfur  on  Physical  Properties. — The  general  physical 
properties  of  copper  change  in  a  marked  manner  with  the  increase  of 
sulfur.  An  increase  in  the  sulfur  contents  affects  the  number  of  bends  in 
a  very  much  greater  ratio  than  does  oxygen. 

UnheMky  Copper. — Unhealthy  copper  contains  slight  quantities  of 
gases,,  such  as  hydrogen,  carbon  monoxide,  sulfur  dioxide,  and  carbon  diox- 
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ide.  If  an  attempt  is  made  to  remove  the  excessive  oxygen,  the  copper 
willspew;  that  is,  a  miniature  volcanic  action  will  occur  in  the  shape  and  the 
copper  will  be  known  as  overpoled.  Copper  in  this  state  will  be  low  in 
electrical  conductivity  and  have  a  small  reduction  in  area,  due  to  several 
reasons,  particularly  the  excess  of  oxygen.  These  properties  can  be 
improved  only  by  subjecting  the  entire  charge  to  a  refining  process, 
which  consists  of  oxidizing  the  copper,  thus  removing  the  reducing  gases, 
and  then  poling  the  copper  up  to  a  tough  pitch.  Unhealthy  copper  may 
present  either  a  high  or  a  low  pitch,  but  if  an  attempt  is  made  to  raise  the 
low  pitch,  the  copper  will  spew. 

Reasons  far  R^eeting  Capper. — Reasons  for  rejecting  refined  copper  on 
physical  examination  are:  Low  pitch;  overpoling;  cold  sets;  spewing; 
shot;  fish  (slivers  of  foreign  copper,  as  the  fins  from  the  pouring  ladle,  etc.) ; 
holes  of  several  characters,  as  water  holes,  shake  holes,  shrink  holes,  gas 
holes,  spew  holes,  general  porosity;  foreign  substances,  such  as  charcoal, 
bone  ash,  dirt,  etc.;  splashes;  fins;  cracks;  large  set  marks;  water  bursts; 
ridges  on  surface;  shapes  oast  in  rough  molds;  wrong  dimensions;  and 
collective  defects.  By  the  last  term  are  meant  two  or  more  slightly 
developed  defects,  one  of  which  would  not  be  a  sufficient  cause  for  the 
rejection  of  the  shape. 

A  definite  individual  hole  in  the  set,  or  a  ''spot"  as  it  is  termed,  is 
indicative  of  excess  of  oxygen;  while  the  series  of  small  pit-like  holes 
along  the  center  of  the  shape  is  an  indication  of  oyerpoled  copper. 

If  the  chemical  analysis  is  standard  and  the  pitch  and  set  are  good, 
there  should  be  an  examination  for  porosity,  which  is  discovered  just 
under  the  skin  of  the  shape  by  cutting  with  a  sharp  chisel — ^the  metal 
should  show  a  dense  surface  and  substantially  be  free  from  porosity — 
and  the  character  and  reason  for  the  holes  in  the  shape.  If  the  holes 
were  shaken  in,  the  shape  will  not  be  satisfactory  for  drawing  into  fine 
wire  or  for  rolling  into  very  thin  sheets.  This  defect  is  caused  by  the 
vibration  of  the  mold  allowing  liquid  copper  to  siu*ge  back  and  forth 
when  it  is  cooling,  resulting  in  slip  bands  when  the  shape  contracts  in 
cooling.  This  internal  fracture  between  the  grains  of  copper  may  be 
present  even  though  there  may  not  be  any  outward  indications. 

Copper,  generally,  is  cast  in  molds  that  are  carried  by  a  machine 
under  a  ladle  and  it  was  deemed  impossible  at  one  time  to  move  a  mold 
of  molten  copper  with  sufficient  smoothness  to  eliminate  this  washing  of 
the  metal  in  the  mold  and  produce  a  perfectly  sound  casting.  Prof. 
A.  L.  Walker  has  invented  an  apparatus  with  which  shapes  can  be  suc- 
cessfully powed.  So  important  is  this  question  of  moving  the  molds  of 
molten  metal  that  casting  machines  have  been  introduced  in  the  re- 
fineries that  weigh  as  much  as  300,000  lb.  (Clark  machine)  in  which  the 
vibration  is  reduced  to  a  minimum  by  a  highly  organized  mechanical 
design. 
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Analysis  of  Electrolytic  Copper. — Good  electrolytic  copper  should 
analyze  approximately  as  follows:  copper,  99.950  per  cent.;  silver, 
0.0010  per  cent.;  oxygen,  0.0390  per  cent.;  sulfur,  0.0030  per  cent.; 
arsenic,  0.0015  per  cent.;  antimony,  0.0020  per  cent.;  nickel,  0.0015  per 
cent.;  iron,  0.0025  per  cent.;  lead,  nil;  bismuth,  nil;  selenium,  trace; 
tellurium,  trace.  The  specifications  of  the  American  Society  for  Testing 
Materials  permit  a  metallic  contents  of  copper  plus  silver  of  99.88  per 
cent.  In  every  refinery,  no  matter  how  carefully  conducted,  an  occa- 
sional furnace  charge  will  not  do  better  than  to  meet  this  analysis, 
the  decrease  being  due  generally  to  the  combination  of  sulfur,  oxygen, 
and  iron. 

Electrical  Conductivity. — ^The  electrical  conductivity  of  copper  is 
considered  the  most  convenient  method  of  determining  its  general  prop- 
erties. The  conductivity  varies  in  inverse  ratio  to  its  oxygen  contents, 
and  is  directly  proportional  to  the  number  of  bends,  a  fimction  of  its 
reduction  in  area.  The  bends  are  determined  on  12-gage  wire  by  the 
Capp  machine,  a  simple  device  that  bends  a  wire  at  an  angle  of  90^  until 
it  is  broken.  The  general  relationship  of  various  physical  properties  of 
the  oxygen  contents  are  shown  in  Table  1.  This  table  is  based  upon  a 
series  of  tests  in  which  the  sulfur  contents  is  about  0.002  per  cent.  The 
copper  in  the  series  J  analyzes  99.97  per  cent. 

Table  1. — General  Law  RelcUing  to  the  InfliLence  of  Oxygen  on  Properties 
of  Annealed  Copper.    Determined  on  No.  12  Soft  Wire 


Oxygen 
Contents, 
Per  Cent. 


Tensile 

Strength, 

Pounds  per 

Square  Inoh 


Elongation, 
Per  Cent. 


Conductivity, 
Per  Cent. 


Number  of 
Bends 


B. 
C. 
D. 
E. 
F. 
G. 
H 
J. 


0.200 
0.175 
0.160 
0.125 
0.100 
0.075 
0.050 
0.025 
0  015 


37,340 
37,300 
37,050 
36,850 
36,600 
36,300 
36,000 
35,200 
34,000 


28 
29 
30 
31 
32 
34 
35 
36 
37 


98.25 

98.60 

98.83 

99.20 

99.55 

99.80 

100.30 

100.60 

100.80 


21 
22 
23 
24 
25 
27 
30 
33 
35 


Laws  Governing  Tough-pitch  Period. — A  few  general  laws  may  be 
stated  for  the  tough-pitch  period,  with  reference  to  the  relative  properties 
of  copper,  which  are  applicable  over  a  short  range  only. 

1.  As  the  tensile  strength  increases,  the  conductivity  decreases. 

2.  As  the  oxygen  contents  increases,  the  tensile  strength  increases 

3.  As  the  tensile  strength  increases  the  elongation  decreases. 

4.  As  the  oxygen  contents  increase,  the  resistance  of  bending 
decreases. 
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Annealing  Copper, — Proper  care  in  the  annealing  of  copper  is  often 
neglected,  and  it  is  seldom-  that  the  maximum  elongation  is  realized, 
which  is  very  necessary  where  the  metal  must  stand  a  large  amount  of 
work  in  being  fabricated.  Extremely  tough-pitch  copper  exhibits  great 
ductility,  and  if  it  is  given  improper  treatment  in  the  mill  it  may  tend  to 
shred  pr  tear  the  surface  of  the  copper.  These  metallic  shreds  or  slivers 
will  not  be  entirely  torn  from  the  main  body,  but  will  adhere  to  it  at  one 
end. 

When  such  a  piece  of  copper  is  pickled,  the  shreds,  not  being  oxide, 
do  not  dissolve  in  the  solution,  thus  resulting  in  an  imperfect  surface. 
If  the  copper  is  not  so  tough,  these  slivers  may  be  entirely  detached  or 
will  not  be  formed  at  all,  due  to  the  thick  veneer  of  scale.  While  copper 
may  occasionally  be  preferred  with  such  properties,  it  is  at  the  expense  of 
the  physical  characteristics  of  copper. 

DISCUSSION 

m 

The  Chairman  (W.  H;  Bassett,*  Waterbury,  Conn.). — Copper  is 
one  of  the  most  important,  perhaps  the  most  important,  metal  that  the 
non-ferrous  metallurgist  has  to  consider,  particularly  if  we  think  of 
the  volumes  of  materials  used  in  the  arts.  ,The  refining  of  copper  for 
a  long  time  was  in  the  hands  of  the  Welshmen  and  Comishmen,  who 
started  the  industry  in  this  country,  and  matters  of  pitch  and  set  were 
secrets.  The  refiner'^  buttons  were  carefully  kept  from  the  observation 
of  every  one  and  thrown  back  into  the  furnace  as  soon  as  the  refiner  had 
seen  the  break.  In  recent  years,  we  have  had  various  papers  explaining 
these  matters  and  now  metallurgists  know  what  constitutes  good  copper; 
but,  unfortunately,  this  knowledge  is  not  always  taken  advantage  of  and 
too  much  copper  is  made  with  high  oxygen,  or  which  the  refiner  has 
attempted  to  get  by  in  the  ''unhealthy"  state,  or  which  has  not  been  cast 
as  it  should  have  been.  All  of  the  defects  that  Mr.  Antisell  has  pointed 
out  are  apparent  to  those  who  have  to  roll  copper  into  perfect  sheets,  or 
draw  copper  into  wire,  particularly  fine  wire. 

Mr.  Antisell  has  touched  upon  an  important  point  by  his  statement 
that  "proper  care  in  the  annealing  of  copper  is  often  neglected." 

G.  V.  Caesar,!  Plainfield,  N.  J. — It  is  my  experience  that  while  the 
average  mill  foreman  recognizes  the  necessity  for  close  control  of  heat 
when  brass  shapes  are  being  treated,  in  the  case  of  copper  there  is  a 
tendency  to  use  any  temperature  short  of  actual  melting.  It  has  been 
shown  conclusively  that  the  elongation  and  reduction  of  area  commence  to 
decline  in  the  neighborhood  of  700°  C;  this  temperature  should  not  be 
exceeded,  if  the  highest  possible  degree  of  ductility  is  desired.     Another 
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important  consideration  is  the  necessity  for  maintaining  oxidizing  con- 
ditions in  the  furnace.  A  comparison  of  the  physical  properties  of 
deoxidized  copper  and  the  properties  in  the  table  the  author  has 
presented  would  be  of  great  value. 

'  W.  R.  Webster,*  Bridgeport,  Conn. — The  standards  of  the  copper 
manufacturers  appear  to  have- declined  in  the  last  25  years.  I  am 
confident  that  the  copper  made  by  the  old  Bridgeport  Copper  Co.  25 
years  ago  averaged  materially  better  than  the  copper  ordinarily  ob- 
tainable on  the  market  today.  The  reason  I  attribute  for  this  situation 
is  the  well-known  difference  between  well-done  handwork  and  machine 
work  that  is  not  so  well  done.  In  the  old  Bridgeport  copper  furnaces,  we 
succeeded  in  getting  up  to  40,000  lb.  to  a  charge;  when  we  reached  that 
amount  we  thought  we  had  done  a  real  day's  work.  But  Mr.  Antisell's 
furnaces  are  much  larger,  as  are  practically  all  of  the  furnaces  in  use 
today,  and  it  apparently  is  much  more  difficult  to  keep  these  large 
furnaces  in  condition  than  it  was  the  smaller  furnaces '  used  in 
former  days. 

Arthur  L.  Walker,  f  New  York,  N.  Y. — Mr.  Antisell  is  correct  in 
{Stating  that  the  metallurgist  has  much  more  difficulty  in  overcoming  the 
|]liysical  than  the  chemical  defects  in  copper.  I  would  like  to  offer  a 
correction,  however,  in  regard  .to  his  statement  relative  to  the  bending 
teat.  That  test  can  be  considered  only  when  supplemented  by  a  con» 
duclivity  test,  for  the  reason  that  copper  which  contains  a  small  percent- 
age of  arsenic  will  satisfactorily  pass  the  bending  test,  but  will  not  pass 
the  conductivity  test. 

In  one  of  the  copper  refineries  in  the  vicinity  of  New  York,  trouble 
occurred  due  to  cracked  wire  bars,  a  shipment  of  which  had  been  con- 
demned. A  microscopic  examination  showed  that  the  cracks,  which 
occurred  in  the  same  position  in  each  bar,  were  between  the  grains  of 
copper.  It  was  found  that  the  trouble  was  due  to  the  method  of  pouring. 
As  the  copper  was  always  poured  into  the  mold  at  the  same  place,  the 
molds  became  hotter  at  this  point  than  anywhere  else,  so  that  the  wire 
bar  would  freeze  at  this  point  after  the  rest  of  the  casting  had  solidified. 
Copper  contracts  considerably  on  cooling  after  solidification  and  the 
eutectic,  cuprous  oxide  and  copper,  which  freezes  about  20**  below  the 
freezing  point  of  copper  (1084°  C.)  is  very  brittle  just  below  the  latter 
temperatiu*e.  As  a  result,  after  both  ends  of  the  bars  had  solidified  the 
strain  due  to  contraction  in  cooling  was  so  great  at  the  center  that  the 
brittle  eutectic  between  the  grains  was  ruptured.  After  the  casting 
machine  was  arranged  so  that  the  molten  copper  was  poured  along  the 
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entire  length  of  the  molds,  there  was  no  more  trouble  due  to  cracked 
wire  bars. 

F.  R.  Pyne,*  Chrome,  N.  J. — Mr.  Webster  has  said  that  the  copper 
made  25  to  30  years  ago  is  more  suitable  to  the  manufacturer  than  the 
copper  of  today.  This  is  undoubtedly  true  of  certain  kinds  of  copper  for 
certain  uses.  In  those  days  copper  that  received  mechanical  \ivork  was 
largely  used  for  sheets,  staybolts,  etc.;  at  the  present  time,  except  that 
used  for  alloy  purposes,  copper  is  used  largely  for  electrical  purposes  and  is 
electrolytically  refined,  whereas  25  to  30  years  ago  it  was  furnace  refined. 
The  result  is  that  manufacturers  are  now  obtaining  a  metal-  that  is  prob- 
ably too  pure  for  good  mechanical  work  but  is  excellent  for  electrical 
purposes;  the  old  copper,  which  bad  silver,  oxygen,  and  arsenic  as  a 
result  of  being  furnace  refined,  is  undoubtedly  more  satisfactory  for 
mechanical  work  than  the  modern  much  purer  material. 

W.  R.  Webster. — Probably  90  per  cent,  of  the  copper  made  by  the 
Bridgeport  Copper  Co.  was  turned  into  wire  bars.  Our  conductivity 
possibly  averaged  0.25  per  cent,  lower  than  the  general  run  of  refining 
today,  but  as  far  as  these  mechanical  defects  are  concerned,  the  quality 
was  much  better. 

Arthur  L.  Walker. — When  the  Baltimore  Copper  Works  was  ship- 
ping large  cakes,  weighing  from  two  to  three  tons,  to  the  Russian  Govern- 
ment for  firebox  purposes,  some  copper  was  condemned  and  a  concession 
asked  because  it  was  too  soft.  It  would  not  stand  the  wear  due  to  attri- 
tion of  the  cinders  against  the  firebox.  The  metal  was  too  pure,  so  it 
was  suggested  that  a  small  percentage  of  arsenic  be  added  to  increase 
the  hardness. 
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A  Peculiar  Type  of  Intercrystalline  Brittleness  of  Copper 

By  Henry  S.  Rawdon,*  Washington.  D.  C,  and  S   C.  Langdon,!  Chicago,  III 

(New  York  Meeting,  February.  1920) 

The  following  note  describing  the  behavior  of  copper  under  rather 
unusual  conditions  is  offered  for  its  suggestivencss  rather  than  as  a 
complete  study  of  the  question.  The  examinations  described  were  made 
because  of  a  request  for  information  concerning  the  embrittlement  Of 
copper  when  heated  in  a  molten  salt  bath  (sodium  chloride)  for  the  pur- 
pose of  cleaning,  as  well  as  softening  it.  It  is  well  known  that  metals 
may  be  rendered  very  brittle  by  electrolytic  action  in  aqueous  solutions, 
in  all  probability  by  the  action  of  nascent  hydrogen,  and  it  was  suspected 
that  perhaps  the  embrittlement  of  the  copper  by  means  of  the  molten 
salt  was  produced  in  a  somewhat  similar  manner. 

It  was  found  that  the  copper  was  in  contact  with  iron  (or  steel)  while 
immersed  in  the  molten  salt,  through  the  occasional  use  of  an  iron  stirring 
rod,  iron  forceps  for  handling  the  pieces,  and  an  iron  pot  for  oontaining 
the  fused  salt.  In  the  electrochemical  potential  series  iron  and  copper 
stand  some  distance  apart,  copper  being  electronegative  to  the  iron. 
Assuming  that  the  two  metals  bear  a  similar  relation  to  each  other,  when 
immersed  in  a  bath  of  molten  salt,  as  they  do  in  an  aqueous  solution, 
they  would  be  expected  to  form  a  galvanic  couple,  the  copper  being  the 
cathode.  By  this  oceans  the  copper  might  be  embrittled,  as  often  happens 
.  in  aqueous  solutions,  by  the  action  of  the  liberated  hydrogen.  In  this 
case,  however,  the  embrittlement  must  be  attributed  to  some  other  agent 
than  hydrogen: 

To  demonstrate  how  copper  may  be  embrittled  under  these  conditions, 
two  small  rods,  one  of  copper  and  the  other  of  mild  steel,  approxi- 
mately %  in.  (9.5  mm.)  in  diameter,  were  immersed  in  a  bath  of  sodium 
chloride  that  had  been  heated  somewhat  above  its  fusion  point  (melting 
point  of  sodium  chloride  is  801°  C.)  and  an  electromotive  force  of  approxi- 
mately 6  volts  from  a  storage  battery  was  impressed  upon  the  system. 
The  copper  was  made  the  cathode  aiid  the  action  was  continued  for 
several  minutes.  When  removed  from  the  bath,  cooled,  and  tested  for 
brittleness  by  bending  the  specimen  back  and  forth,  while  clamped 
firmly  at  one  end  in  a  vise,  the  copper  rod  was  found  to  be  very  brittle, 
as  compared  with  a  rod  of  the  same  length  of  the  untreated  copper  tested 
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in  the  same  manner.    In  a  similar  set-up,  the  copper  was  made  the  anode 
of  the  electrolytic  cell  and  tested  for  brittleness  in  the  same  manner. 


Fio,  1. — Initial  condition  or  copper  rod.    The 
rnttsELT.    Thb  white  band  is  the  later  of  nickel, 

pousBiNO.    Tbb  dabk  spots  represent  imclusion  or  ctrpRons 
I   FLviD  was  concentrated  aumoni 
X500. 


Fig.  2.— Coppbr    used   as    anoue   in  fused-balt  electrolytic  celi..     The 
HIOB  ieuperatdre  increased  the  orain  size  considerablt.     The  £do£  of*the 

3ALT.  Etching  fluid,  concentrated  ammonicu  hydroxide  and  uYDRooEy  per- 
oxide.    X  500, 

In  this  case  the  copper  proved  to  be  as  soft  and  tough  as  the  original 
and  to  require  practically  the  same  niunber  of  bends  to  cause  it  to  frac- 
ture.    It  showed  no  evidence  of  embrittlement. 
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Sections  of  the  three  rods  were  examined  toicroscopically  in  the  en- 
deavor to  show  the  cause  of  the  pronounced  differences  in  mechanical 
properties  due  to  the  treatment.    The  specimeua  were  first  plated  with 


Fio.  3. — Copper  used  as  cathodk  in  foseb-salt  electbolttic  cell.     The 

SPKCIMEN  HAS  BEEN  BUOHTLY  ETCHED  WITH  THE  SAME  REAGENT  AS  IN  FlOS.  1  AND  2. 
The  SURPACEOPTHE  METAL  WAS  PROTECTED  AS  IN  FlQS.  1  AND  2. 

nickel  after  which  a  thick  layer  of  copper  was  deposited  electrolytically. 
This  was  done  so  that  when  the  rods  were  cut  and  polished  for  microscopic 
examination,  the  edge  would  be  protected  and  the  structure  of  the  surface 
metat  could  be  examined  readily  up  to  the  extreme  edge. 
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The  micrographs  illustrate  the  structure  of  the  material  in  the  three 
conditions.  Fig.  1  shows  the  copper  of  the  rod  used.  Though  not  a 
hard-drawn  rod,  the  final  anneaUng  was  not  sufficient  to  remove  all 
evidence  of  distortion  of  structure  due  to  cold  work.  The  metal  pitted 
rather  badly  upon  etching,  due  to  inclusions  of  oxide;  the  surface  of  the 
rod  appears  rather  rough  at  the  magnification  used  (X500)  as  compeared 
with  the  same  material  after  treatment  in  the  fused  salt. 

Fig.  2  shows  the  copper  rod  after  it  was  used  as  the  anode  in  the  fused- 
salt  electrolytic  cell;  the  cathode  was  iron.  The  surface  has  been 
smoothed  and  cleaned  so  that  the  edge  of  the  cross-section  is  an  almost 
perfect  arc  of  a  circle.  The  structure  is  that  of  annealed  copper,  all 
evidence  of  cold-working  has  been  erased .  The  inclusions  of  cuprous  oxide 
are  still  present  but  are  uniformly  distributed  and  the  metal  shows  noth- 
ing in  its  structure  suggestive  of  brittleness. 

Fig.  3  shows  the  copper  rod  after  its  use  as  the  cathode.  In  (a) 
(XlOO),  a  well-defined  surface  layer  is  to  be  seen,  in  which  the  crystal- 
line boundaries  are  very  strongly  defined;  they  are  to  be  seen  even  before 
the  metal  is  etched.  In  (6)  is  shown  the  lightly  etched  specimen  at  a 
higher  magnification,  the  intercrystalline  or  boundary  markings  are  of 
an  appreciable  width  and  are  not  merely  separations  between  the  grains. 
The  cuprous  oxide  inclusions  are  also  to  be  seen  distributed  much,  the 
same  as  in  the  other  specimens.  They  do  not  appear  as  conspicuous  in 
this  specimen  as  in  the  others,  since  the  metal  was  etched  more  lightly. 

The  probable  explanation  of  embrittlement  of  the  copper  when  it  is 
made  the  cathode  is  that  an  appreciable  amount  of  metallic  sodium  is 
formed  by  the  electrolysis,  which  immediately  alloys  with  the  copi>er. 
The  most  striking  feature  is  the  selective  attack  by  which  the  metal  of 
the  grain  boundaries  is  acted  upon  and  the  action  progresses  inwardly 
between  the  crystals  instead  of  forming  an  alloy  layer  upon  the  outside 
of  uniform  thickness.  The  behavior  of  the  specimen  of  Pig.  3,  when 
subjected  to  the  bend  test,  illustrates  the  effect  of  a  relatively  thin  brittle 
skin  upon  the  properties  of  a  relatively  larger  piece.  The  structure  of 
the  interior  of  the  specimen  shows  no  evidence  of  brittleness  any  more 
than  does  that  of  the  rod  used  as  an  anode,  or  the  rod  in  its  initial  state. 
It  may  be  assumed,  therefore,  that  only  a  relatively  very  thin  skin  has 
been  rendered  brittle  by  the  electrolytic  action,  the  properties  of  the 
entire  rod  have,  however,  been  very  profoundly  changed. 

Discussion  of  this  paper  begins  on  p,  458. 
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Intercrystalline  Brittleness  of  Lead 

By  Hbnbt  S.  Rawdon,*  Washinqton,  D.  C. 

(New  York  Me«tins,  February.  1920) 

The  relation  between  the  course,  or  path,  of  the  fracture  of  metals 
and  alloys,  produced  in  service  or  as  a  result  of  certain  laboratory  tests, 
and  the  crystalline  units  of  which  such  materials  are  composed  is  of 
utmost  importance.  The  fracture  of  normal  material  is,  in  general, 
intracrystalline,  i.e.,  it  consists  of  a  break  across  the  grains  rather  than  of 
a  separation  between  them.  An  intercrystalline  fracture  indicated 
either  that  the  metal  is  of  very  inferior  quality  or  that  the  break  oc- 
curred under  very  unusual  conditions,  e.g.,  at  a  very  high  temperature. 
The  usual  mechanical  tests,  when  applied  to  metals  of  the  type  that 
breaks  with  an  intercrystalline  fracture,  merely  measure  the  coherence  of 
adjacent  grains  for  one  another  and  reveal  little  as  to  the  real  properties 
of  the  metal  itself. 

Even  such  a  soft  plastic  substance  as  lead,  under  suitable  conditions, 
may  be  rendered  so  weak  and  brittle  that  the  metal  can  be  easily  crum- 
bled into  powder  by  the  fingers  although  the  constituent  grains  have  lost 
none  of  the  intrinsic  properties  of  lead.  Various  erroneous  explanations 
of  this  behavior  of  lead  have  appeared  in  the  scientific  literature,  the 
change  being  described  usually  as  an  allotropic  one.  The  importance,  in 
an  industrial  sense,  of  a  proper  explanation  of  this  type  of  the  corrosion 
of  lead  justifies  the  description  of  the  type  of  metal  deterioration  that 

follows. 

• 

Corroded  Lead  Sheathing 

In  Figs.  1  and  2  are  shown  two  typical  specimens  of  corroded  lead 
sheathing  selected  from  materials  submitted  to  the  Bureau  of  Standards 
for  examination.  Fig.  1  shows  a  section  of  the  sheathing  of  an  aerial 
cable;  Fig.  2,  that  of  the  lead  covering  of  a  subterranean  feeder-line  of  an 
electric  light  system.  In  this  case  the  deterioration  had  proceeded  to  a 
much  greater  extent  than  in  the  case  shown  in  Fig.  1  so  that  certain  por- 
tions of  the  metal  could  easily  be  crumbled  into  a  coarse  gray  powder  by 
the  fingers.     This  was  particularly  true  of  those  portions  of  the  sheathing 


*  Physicist,  Bureau  of  Standards. 
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where  Burface  diacoloration  showed  it  to  have  been  immerBed  in  water. 
The  surface  appearance  of  the  embrittled  lead  is  shown  in  Fig.  3.  The 
sheathing  in  such  spots  was  so  weak  and  brittle  that  it  could  be  easily 
crumbled  into  a  gray  powder  although  the  appearance  of  the  original 
surface  was  but  little  changed.  In  Fig.  4(o)  some  of  the  particles  of  the 
embrittled  lead  are  shown,  many  of  which  are  of  a  definite  crystalline 
form.    Each  particle,  when  tested  on  a  glass  plate  with  a  small  pestle, 


a.  Unetched,  surface  view,     x  3.        b.  Same  material,  etched  wits  con- 
centrated NITRIC  ACID.      X  3. 
Fio.  1. — Intercrtbtaujnx    brittlenesb    in    couuercial   lead.    Part    or 

ITAILB  OF  SERVICE  NOT  REPORTED,  OTHER  THAN  THAT 

Break  mat  havbbeek  result  or  coiiBiNBD  Errscr 

OP  STKEsa  AND  c 


showed  that  it  was  very  malleable  and,  when  cut,  the  characteristic 
color  of  lead  was  revealed.  That  the  lead  is  still  malleable  was  illustrated 
by  rolling  portions  of  the  embrittled  lead  into  thin  strips.  By  suitable 
care  the  metal  was  rolled  as  thin  as  0.008  in.  (0.2  mm.);  the  metal  tears 
badly,  however,  during  the  rolling,  as  shown  in  Fig.  4(6).  Evidently  tha 
coherence  of  crystals  comprising  the  lead  sheathing  for  one  another  had 
been  greatly  weakened  but  the  crystals  themselves  still  retained  the 
characteristic  properties  of  lead. 

In  Fig.  5  ia  shown  the  appearance  of  a  cross-section  of  the  sheathing. 
This  was  taken  from  a  portion  in  which  the  metal  was  only  partly  embrit- 
tled. That  the  method  of  the  corrosive  attack  is  intercrystalline  in  its 
nature  and  that  the  action  begins  on  the  outer,  or  exposed,  surface  of  the 
sheathing  and  proceeds  inwardly,  are  very  evident. 

A  chemical  analysis  of  the  material  showed  that  there  was  so  essential 
difference  between  the  corroded  and  the  uncorroded  parts  and  that  the 
lead  contained  a  considerable  amount  of  tin.  A  determination  of  the 
melting  point  of  the  material  confirmed  the  indications  of  the  chemical 
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FlO.    2. COBBODED     LEAD-CABLE     BEIEATHlNa.       PORTION    OF    BUBBITTLKD    CABLE 

SHEATBINO  WA8  FLATTENED  OCT.       PbOTOORAPB  SHOWS  EXTERIOR  OF  SHEATH;  SURFACE 

r  A  NETWORK  OF  "allioator  cracks."    The  metal  can 
ifi  natural  siZK. 


Fio.  3. — Corroded  lead-cablb  sheathino.     Suall 

IS  HERB  BROWN  at  a  mOHBR  UAONlFtCATION.      RonOH  CR 
the  metal.  19  VEBT  EVIDENT.      X  8. 

analysis  that  the  embrittled  parts  of  the  lead  are  essentially  the  same  as 
the  unattacked  parts.    These  data  are  summarized  in  Table  1. 

Table  1. — Composition  and  Melting  Point  of  Embrittled  Lead 

EUBBITTLID    POBTION  i  UMtTTilCIID    PoSTIOH 


1.06 


Tin,  per  cent 

Lead,  per  cent 

Melting  point,  degrees  C 325.4  |  325.6 

The  melting  point  of  pure  lead  is  327.4'  C.  (621.3°  F.). 


INTERCRYSTALUNE  BRITTLENESS    OP  LEAJ) 


(6) 

Fro.  4. — GoRUODKD    i^ad-cablb  eHXATTDNO.     (a)  The  corroded  metal  cak 

BE  EASILY  CBOUBLED  INTO  SUALL  ORAIKS  A8  SHOWN.      Many  or  TBE  OBA1N8  SHOW 

(6)  Grains  coupobino  ehbrittled  leai>  are  btill  ualleablb.  Pircbs  can 
BE  rolled  into  thin  bheetb  it  cars  la  taken.  Strips  teab  badlt  in  roixing, 
HOWEVER.     Above  strip  was  reduced  ntou  0.12  to  O.OOS  in.  in  thickness.      X  1 


FlQ,  5, — ComODED    LKA 

iiAivRiAii  or  ¥ia,  2,  wbich  ^ 

BIDR    AM)    INTEBeBTSTALUM 

X60. 


SHEA.TBINO.       CrOSS^ECTION     THROUOH    PORtlON    OF 
IB  ONLT  PARTLY  EUBBITTLEn.       AcTION  BEQINS  AT  OUT- 
SpECIHEN  IS  UNETCBED. 
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The  Allotropism  of  Lead 

An  aJIotropic  form  of  lead  similar  in  its  properties  to  the  well-known 
gray-tin  has  been  /lescribed  by  Heller;^  Creighton'  has  described  an 
entirely  different  method  by  which  this  gray-lead  appeared  to  be  pro- 
duced. In  brief,  Heller's  method  consisted  in  the  immersion  of  bright 
sheets  of  lead  in  solutions  of  lead  acetate  which  contained  appreciable 
amounts  of  nitric  acid.  The  transition  was  stated  to  have  begun  at  the 
end  of  two  days  and  to  have  been  complete  in  about  three  weeks.  The 
lead  lost  its  original  strength  and  ductility  and  disint^rated  into  particleS; 
gray  to  gray-black  in  color,  which  could  be  pressed  easily  between  the  fin- 
gers into  a  pulverulent  mass.  The  change  was  stated  to  occur  to  a  very 
slight  extent  in  lead  immersed  in  solutions  of  pure  lead  acetate.  The 
addition  of  a  small  amount  of  nitric  acid,  however,  increased  the  rate  of 
change  very  markedly.  Lead  solutions  other  than  that  of  the  acetate 
were  found  to  permit  the  change  to  occur,  but  a  small  amount  of  nitric 
acid  appeared  to  be  necessary  in  every  case.  The  inoculation  of  pure 
sheet  lead  with  some  of  the  "gray"  form  did  not  lead  to  any  detectable 
change  in  the  inoculated  specimen.  The  lead  used  throughout  the 
experiments  was  described  as  not  containing  "other  metals  in  amounts 
worth  mentioning.  Neither  silver  nor  tin  was  present  and  a  trace,  only, 
of  iron  was  found." 

The  method  described  by  Creighton  consisted  in  the  electrolysis  of 
lead  in  nitric  acid  (sp.  gr.  1.42),  the  lead  being  the  cathode.  The  cathode 
was  described  as  having  increased  slightly  in  volume  and  having  lost  its 
former  malleability  and  firmness.  The  lower  portion  was  found  to  have 
been  completely  changed.  Small  particles  could  easUy  be  detached  which 
could  be  rubbed  into  a  fine  powder  or  pressed  together  into  a  soft  mass. 
Cohen  and  Helderman*  have  noted  changes  in  the  density  of  clean 
lead  filings  immersed  for  about  three  weeks  in  a  lead  acetate  solution  and 
have  interpreted  the  density  changes  as  evidence  of  an  allotropic  change 
occurring  within  the  lead.  An  immersion  of  three  weeks  caused  an 
increase  in  density  from  11.322  to  11.342.  Heating  the  lead  after 
immersion  has  the  effect  of  slightly  lowering  the  density.  These  changes 
are,  however,  very  much  less  in  magnitude  than  those  described  by  Heller 
and  by  Creighton. 

Experimental  Embrittlement  of  Lead 

The  methods  described  by  Heller  and  Creighton  by  which  the  allo- 
tropic forms  of  lead  may  be  produced  were  tested  out  for  the  purpose  of 

1  Hans  Heller:  ZeU.  phys.  Chem.  (1916)  89,  761. 

*  H.  J.  M.  Creighton:  Jrd,  Am.  Chem.  Soc.  (1915)  87,  2064. 

*  £.  Cohen  and  W.  D.  Helderman:  Verslag  K.  Akad.  Wetenschappen  (1914)  28, 
754-61. 
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comparison  of  the  granular  lead  which  may  result  from  corrosion  during 
service  with  the  allotropic  form. 

In  the  description  of  the  method  given  by  Heller,  lead-acetate  solu- 
tions were  used  for  most  of  the  immersions,  as  was  also  done  by  Cohen 
and  Helderman.  In  the  preliminary  trials,  a  solution  similar  to  that 
described  by  Heller  was  used;  water,  1000  cu.  cm.;  lead  acetate,  400  gm.; 
nitric  acid  (sp.  gr.  1.16),  100  cu.  cm.  In  most  of  the  experiments, 
however,  normal  solutions  of  neutral  lead  acetate  were  used  and  the  con- 
centration of  nitric  acid  was  varied  in  different  tests  from  0.5N  to  2N. 
Two  types  of  lead  were  used;  a  commercial  lead  of  ordinary  grade,  and 
one  pure  lead  of  exceptionally  high  purity.  The  composition  of  the 
two  grades  is  given  in  Table  2. 

Table  2. — Composition  of  Lead  Used* 


• 
Commercial 
Lead,  Per  Cent. 

High-srade 
LMtd,  Per  Cent.t 

Commercial 
Lead,  Per  Cent. 

High-grade 
Lead.  Per  Cent.t 

Antimony. . . 

Iron 

Tin 

0.07                    0.003 
0.02                0.004 
0.14            Not  detected 

Zinc 

Bismuth . . . 
Silver 

Not  detected 

•  •«•••■••••• 

Not  detected 
Not  detected 
Not  detected 

Copper 

Nickel 

Not  detected 
1  Not  detected 

Not  detected 

Not  detected 

1 

Lead 

99.72 

99.993 
(by  difference) 

*  The  author  is  indebted  to  Mr.  J.  A.  Scherrer  of  the  Bureau  of  Standards  for  these 
analyses  as  well  as  for  the  succeeding  one. 

t  The  analysis  was  carried  out  upon  a  sample  of  100  g. 


In  the  series  of  tests  described  below,  thin  sheets  of  pure  lead  2  cm. 
by  4  cm.  by  1.5  mm.  were  immersed  in  the  different  solutions  for  24 
days.  Before  use,  the  lead  was  annealed  for  approximately  3  hr.  at 
200®  C.  after  it  had  been  rolled  into  sheets  to  relieve  any  internal  stresses, 
set  up  by  the  cold  rolling  of  the  material,  that  might  influence  the  be- 
havior of  the  lead  when  immersed  in  the  electrolyte. 

The  following  solutions  were  used,  the  specimens  were  suspended 
vertically  by  a  silk  thread,  so  as  to  be  exposed  to  the  solution  on  all 
sides. 

No.  1.    N  lead  acetate,  2N  nitric  acid 
No.  2.    N  lead  acetate,  1.6N  nitric  acid 
No.  3.    N  lead  acetate,  0.8N  nitric  acid 
No.  4.    N  lead  acetate,  0.5N  nitric  acid 
No.  5.    N  lead  acetate,  no  nitric  acid 
No.  6.    N  lead  acetate,  1.6N  nitric  acid 

Commercial  sheet  was  immersed  in  solution  No.  6,  pure  lead  in  each  of 
the  others;  50  cu.  cm.  of  solution  was  used  for  each  specimen.  In  all 
cases  in  which  nitric  acid  was  used  a  slight  evolution  of  gas  occurred. 
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particularly  in  the  first  part  of  the  test  period.  This  was  identified  as 
nitric  oxide.  The  evolution  of  the  gas  from  the  pure  lead  immersed  in 
solution  No.  2  was  at  the  approximate  rate  of  20  cu.  cm.  in  24  hr.  When 
the  commercial  lead  was  immersed,  the  evolution  was  considerably  faster. 
With  solutions  containing  less  nitric  acid,  the  evolution  of  gas  was  pro- 
gressively less  as  the  concentration  of  the  acid  was  decreased.     It  could 


Fia.  6.— Leak  immebsed  in  NiTmc-Acm  soldtions  op  lead  acetate  fob  24 
DAYS.     Speciubn  1,  pure  leap  iuuebsed  in  N  solution  of  lead  acetate  2  N  NITRIC 

Specimen  2,  pure  lead  iuuebsed  in  N  soicnoN  ov  lead  acetate  1.6  N  nitric 

Specimen  3,  pure  lead  imuersed  in  N  solution  o?  lead  acetate  O.SN  nitbic 

Specimen  4,  pure  lead  iuuebsed  in  N  solution  of  lead  acetate  0.5  Nnitric 

ACID. 

Specimen  5,  pure  lead  immersed  in  N  soltttion  of  lead  acetate. 
Specimen 
nitric  acid. 

All  ARE  SLIGHTLY 

hardly  be  detected  in  the  0.5N  nitric-acid  solution  and  none  whatever 
was  observed  in  the  solution  of  lead  acetate  to  which  no  acid  had  been 
added. 

A  slight  deposit  or  sludge  formed  in  the  bottom  of  the  flask  as  the 
action  of  the  solution  upon  the  lead  proceeded.  In  the  cases  where  pure 
lead  was  used,  the  amount  was  very  small  and  increased  in  amount  as 
the  concentration  of  acid  increased.     In  the  case  of  ibe  commercial  lead 
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the  deterioration  was  more  rapid  and  a  relatively  large  amount  of  sludge 
formed.  Pure  lead  immersed  in  eolution  No.  2  gave  0.02  gm.  deposit 
after  5  days'  (of  24  hr.  each)  immersion  while  commercial  lead  in  the 


Fta.  7. — EUBIUTFLED  COMMEBCIAl^UCAD  SBKATHINO.  StbII>  or  CaiUUBCIAL 
LKAD  WAS  ItDUnaBD  IN  A  SOLUTION  OP  1000  cn.  CU.  WATKR,  400  OH.  LEAD  ACXTATK 
AMD  100  CO.  CM.  CONCENTBATBD  NITRIC  ACID  VOOB  DATS  (96  HODBS): 

(a)  SOBPACB  VIBW  OF  SPBCtMEN.       X  8. 

(b)  CbtbtaiiS  which  bccame  dktachbd  and  rouuD  sludob  on  bottom  of  flasx. 


same  solution  produced  0.52  gm.  in  the  same  time.  The  sludge  produced 
from  the  commercial  lead  contained  aome  rather  large  particles  similar 
to  those  shown  in  Fig.  4(a),  which  were  malleable  and  could  be  flattened 
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out  OD  a  sheet  of  glass,  Bee  Fig.  7,  b  and  c.    The  solutioD  continued  to 
act  upon  these  particles,  as  was  indicated  by  the  evolution  of  the  gas, 


Fig.  8. — Intebcrtbtalunb  brittlxnebs  induced  in  pubi  lead  bt  iumxbsion 
in  mitbo-acid  solution  of  lxad  acetate. 
(a)  Sfbciiien  2,  Fia.  6. 
(bj  Specimen  3,  Fio.  6. 
(c\  Specimen  4,  Piq.  6. 
(d)  Specimen  5.  Fio.  6. 

An.  HATE  BEEN  BENT   AT   AN   ANOLB    OF   AFFBOXIMATELT    160°   TO   REVEAL  INTER- 
CBXBTALUNE  WEAKNESS. 

and  finally  only  a  gray  flocculent  powder  remained.    The  sludge  formed 
from  the  pure  lead  was  of  a  flocculent  nature  and  gray  in  color.    This 
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HENHY   8.    RAWDON 


Fio.  11. — Pure   lead    used   as   cathode  ik  electrolysis  of  coNCBt4TBATKD 

MTRIC  ACID. 

(a)  Sdbfacb  vibw  of  lbad  cathode  after  12  hodbs'  treatuent;  poRTiONe  or 

BPECIUBN  SHOWED  A  DISTINCT  INTXKCBTSTALUKK  ATTACK.        X  ft. 

(b)  Same  uaterial  ah  {a).     Iktbrcktstalune  nature  of  attack  is  tebt 

rVIDBNT  HERE.        X  fiO. 

(c)  Same  material  after  36  eours'  treatment.     Nature  of  surface  buo- 

OE8TS  THAT  CRYSTAI^  ABK  BODILT   DIBSOLVIID    AfTEB  1NTGRCBV8TALUNE   ATTACK   HAS 
X  4. 
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anode.  The  lead  electrode  was  approximately  4  cm.  by  1  cm.  by  3  mm., 
a  current  of  2  amp.  was  used  in  most  cases,  although  in  some  this  was 
increased  up  to  3  amp.    In  most  cases  50  cu.  cm.  of  electrolyte  was  used. 

A  copious  evolution  of  gas  occurred  at  the  platinum  anode  when  the 
circuit  was  closed;  this  was  a  colorless  gas  but  turned  brown  when  air  was 
admitted  into  a  tube  of  it.  Evidently  it  was  nitric  oxide.  A  fine  stream 
of  minute  gas  bubbles  was  also  to  be  seen  rising  from  the  lead  cathode.  This 
gas,  apparently,  dissolves  in  the  concentrated  acid.  Attempts  were  made  to 
collect  it  in  a  test  tube  filled  with  concentrated  nitric  acid  inverted  over 
the  cathode.  No  gas  was  collected,  however,  until  the  action  had  con- 
tinued for  more  than  48  hr.  and  the  color  of  the  acid  within  the  inverted 
tube  had  changed  to  a  dark  green.  The  gas,  as  collected,  was  dark  brown 
in  color  and  evidently  was  nitrogen  peroxide.  A  white  crystalline  sub- 
stance formed  on  the  lead  cathode,  lead  nitrate;  this  substance  is  rather 
insoluble  in  the  concentrated  nitric  acid  and  collected  as  a  heavy  deposit 
on  the  cathode  and  on  the  bottom  of  the  flask  under  this  electrode. 

When  the  action  was  allowed  to  continue  for  some  time  (24  hr.), 
a  black  gritty  deposit  formed  upon  the  platinum  electrode.  This  de- 
posit usually  formed  after  the  solution  had  become  rather  warm  and  had 
evaporated  considerably.  This  was  the  only  substance  formed  that 
might  be  mistaken  for  anallotropic  form  of  lead.  In  one  case,  when  the 
solution  evaporated  to  a  very  small  volume,  some  of  this  black  deposit 
was  found  on  the  lead  cathode  as  well  as  on  the  platinum  anode.  All 
attempts  to  reproduce  this  condition,  however,  failed. 

Chemical  analysis  showed  that  the  black  anode  deposit  was  an  oxide 
of  lead.  An  oxygen  content  of  12.95  per  cent,  was  found  pure;  lead  per- 
oxide, PbOa,  contains  13.35  per  cent,  oxygen.  It  is  evident  that  the 
electrolysis  of  concentrated  nitric  acid  is  complicated  by  several  secondary 
reactions.  The  production  of  nitrogen  peroxide  at  the  lead  cathode  and 
the  lead  peroxide  at  the  anode  are  instances.  Examination  of  the  lead 
cathodes  after  the  action  was  completed  failed  to  show  any  pronounced 
embrittlement  of  the  lead.  Examination  at  intervals  during  the  prog- 
ress of  the  action  showed  that  the  attack  of  the  metal  often  was  inter- 
crystalline  in  its  nature.  This  is  illustrated  in  Fig.  11,  which  shows  the 
surface  of  the  lead  cathode  at  two  different  stages.  The  more  rapid 
attack  along  the  crystal  boundaries  is  very  evident.  That  the  lead  has 
not  been  rendered  brittle  by  the  electrolytic  action  is  evident  upon  sharply 
bending  the  sheet,  as  in  (a). 

Explanation  of  Results 

Most  of  the  impurities  that  occur  in  lead  are  insoluble  in  the  metal. 
This  is  true  particularly  of  copper,  zinc,  iron,  nickel,  aluminum,  and  co- 
balt, which  are  only  slightly  miscible  even  when  both  metals  are  in  the 
liquid  state.    Such  impurities,  after  solidification,  will  be  lodged  between 
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the  grains  of  the  lead.  Tin,  antimony,  and  silver  are  completely  miscible 
in  lead  in  the  molten  state,  but  almost  entirely  insoluble  in  the  solid  state, 
with  the  exception  of  tin.  Each  of  these  three  elements  forms  a  eutectic 
series  with  lead.  These,  too,  will  occur  between  the  grains  of  the  metallic 
lead. 

The  difference  in  solubility  of  these  impurities  'and  of  the  pure  lead 
comprising  the  interior  of  the  crystal  accounts  largely  for  the  disintegra- 
tion of  the  metal  by  intercrystalline  embrittlement  when  immersed  in  a 
weak  acid  solution.  The  greater  rate  of  disintegration  of  the  commercial 
lead,  as  compared  with  the  pure  lead,  is  due  to  the  larger  amount  of 
these  intercrystalline  impurities.  The  greater  solubility  of  the  inter- 
crystalline film  of  the  lead-tin  eutectic  which  must  exist  in  the  metal 
of  corroded  cable  sheath  (Fig.  2)  as  compared  with  that  of  the  lead 
itself  accounts  for  the  rapid  disintegration  of  this  material  when  im- 
mersed in  a  solution  consisting  of  substances  leached  out  of  the 
surrounding  concrete. 

It  is  to  be  concluded  from  the  results  of  the  experiments  made  that  the 
so-called  allotropic,  or  gray,  lead  described  by  Heller  represented  only  a 
granular  condition  of  the  ordinary  form  of  lead,  the  granulation  having 
been  brought  about  by  the  action  of  the  electrolyte  used,  primarily  the 
nitric  acid,  upon  the  intercrystalline  impurities.  No  evidence  of  allo- 
tropy  could  be  obtained  in  the  experiments  upon  very  pure  lead  carried 
out  in  the  manner  described  by  Heller,  although  unmistakable  evidence 
of  intercrystalline  brittleness  was  secured.  The  attack  of  the  intercrys- 
talline metal  in  the  high-grade  lead  by  solutions  of  neutral  lead  acetate 
is  in  all  probability  to  be  partly  ascribed  to  the  difference  in  the  electro- 
lytic solution  potential  of  the  amorphous  intercrystalline  cement  as  com- 
pared with  the  metal  of  the  interior.  To  this  is  to  be  added  the  effect  of 
the  slight  intercrystalline  impurities.  The  precipitation  of  lead  from  the 
solution  in  the  form  of  ''lead  trees"  in  such  experiments  may  be 
taken  as  one  line  of  evidence.  The  change  in  density  of  lead  specimens 
immersed  in  lead-acetate  solutions,  noted  by  Cohen  and  Heldeman,  may 
be  ascribed  to  an  accompanying  oxidation  along  the  grain  boundaries, 
such  as  readily  occurs  in  water  or  weak  aqueous  solutions  on  freshly 
exposed  surfaces  of  lead.  This  explanation  does  not  completely  account 
for  all  the  changes  in  density  noted,  however.  No  evidence  of  embrittle- 
ment by  means  of  electrolysis  could  be  obtained,  nor  was  any  product 
formed,  other  than  a  deposit  of  lead  peroxide  upon  the  anode,  which 
might  be  mistaken  for  an  allotropic  form  of  lead.  It  is  to  be  concluded 
that  the  forms  previously  described  as  allotropic  lead  were  only  a  granular 
condition  of  the  ordinary  form  brought  about  by  intercrystalline  em- 
brittlement; accompanied  perhaps  by  slight  oxidation. 
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SUMMART 

1.  A  type  of  deterioration  of  lead  that  renders  the  metal  weak,  brittle 
and  capable  of  being  crumbled  easily  into  grains  is  described.  The 
deterioration  occurs  as  a  result  of  corrosion  during  service;  the  attack  of 
the  metal  is  localized  along  the  crystal  boundaries  and  the  brittleness 
produced  is  truly  intercrystalline  in  its  nature. 

2.  Practically  all  of  the  commonly  occurring. impurities  in  lead  are 
insoluble  in  the  solid  state  and  are  to  be  found  lodged  between  the  grains 
of  the  lead.  The  intercrystalline  brittleness  is  due  largely  to  the  behavior 
of  these  impurities  when  the  metal  is  immersed  in  an  electrolyte. 

3.  Specimens  of  very  pure  lead  were  treated  in  the  manner  described 
by  previous  investigators  for  the  production  of  the  allotropic  form  of 
lead.  No  evidence  was  obtained  to  justify  the  claim  that  lead  may  exist 
in  an  allotropic  state  analogous  to  the  well-known  gray  tin. 

4.  The  forms  of  lead  previously  described  in  the  scientific  literature  as 
allotropic  states  appear  to  be  due  to  an  intercrystalline  attack  by  the 
electrol3rte,  immersion  in  which  was  necessary  to  bring  about  the  allo- 
tropic change.  The  rate  at  which  the  so-called  allotropic  transformation 
occurs  is  largely  a  function  of  the  purity  of  the  lead  and  the  acidity  of  the 
electrolyte  in  which  the  metal  is  immersed. 

The  author  wishes  to  acknowledge  the  very  efficient  help  of  Mr.  J.  F. 
T.  Berliner  in  the  many  examinations  necesssiry  in  the  course  of  the 
investigation. 

DISCUSSION 

{Includes  also  the  paper  by  Messrs.  Rawdon  and  Langdon,  p.  439) 

J.  W.  Richards,*  Bethlehem,  Pa. — I  am  greatly  interested  in  the 
electrolytic  features  of  the  attack  on  the  lead,  and  the  conclusions  are 
apparently  unimpeachable.  One  phenomenon  that  occurs  when  lead 
is  used  as  a  cathode,  however,  is  not  mentioned,  though  it  may  have 
some  relation  to  this  problem.  When  lead  is  used  as  a  cathode  with  a  high 
current  density  in  alkaline  solution,  there  is  an  extremely  fine  dusting  of 
lead;  this  dusting  is  usually  ascribed  to  the  formation  of  a  lead-sodium 
alloy  on  the  surface  of  the  lead,  the  attack  of  which  by  the  solution 
gives  molecularly  divided  lead.  The  lead  is  so  finely  divided  that  it 
forms  a  liquid  that  looks  like  ink;  it  takes  about  half  a  day  to  settle. 

I  made  use  of  this  phenomenon  in  assaying  sea-water  for  gold.  This 
fine  lead  dust  absorbs  the  gold  and  silver  in  the  sea-water,  which  can 
later  be  filtered  out.  The  lead  is  then  assayed  to  get  the  silver  and  gold, 
so  as  to  determine  the  amount  that  is  in  the  liquid  used.  In  that  way, 
I  have  determined  the  amount  of  silver  and  gold  in  1  c.c.  of  sea-water, 

*  Professor  of  Metallurgy,  Lehigh  University. 
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but  found  that  this  method  of  recovering  the  metals  would  cost  just 
about  the  value  of  the  gold  and  silver  obtained. 

The  explanation  that  the  material  between  the  crystals,  the  eutectic, 
is  attacked  is,  from  the  electrochemical  standpoint,  very  plain.  It  is 
undoubtedly  true  that  the  purer  metal  is  less  attackable  than  the  eutectic 
between  the  crystals,  so  that  local  circuits  are  formed  which  precipitate 
little  crystals  of  lead  upon  the  metallic  crystals. 

Zay  Jeffries,*  Cleveland,  Ohio. — In  England,  recently,  considerable 
attention  has  been  given  to  the  study  of  intercrystalline  brittleness  in 
lead  and  other  metals,  especially  brass,  particularly  by  Rosenhain, 
Archbutt,  Hanson,  and  Hatfield.  Rosenhain  and  Archbutt  have  ex- 
plained season  cracking  in  ordinary  rolled  brass,  which  is  known  to  be 
an  intercrystalline  failure,  by  the  assumption  that  the  intercrystalline 
material  is  amorphous  and  that  its  rate  of  deformation  with  an  applied 
load  is  entirely  different  from  that  of  the  crystalline  material.  They  have 
also  obtained  the  same  results  with  lead  of  great  purity.  In  other 
words,  according  to  their  theories,  lead  does  not  have  to  be  impure  to 
show  this  intercrystalline  brittleness.  The  explanation  accords  with  the 
amorphous  theory  very  nicely;  the  amorphous  phase  of  lead  is  viscous, 
it  deforms  slowly  with  load;  the  crystalline  phase  is  not  viscous  and 
does  not  deform  permanently  until  a  certain  load  is  applied,  when  it 
deforms  quickly  to  a  certain  predetermined  amount,  according  to  the 
load,*  and  then  its  deformation  ceases.  The  amorphous  metal  is  like 
pitch;  it  deforms  gradually  and  eventually  breaks.  They  report  the 
same  thing  in  connection  with  boiler  plate  under  stress  at  a  temperature 
of  200**  to  400°  C;  they  find  that  the  long  exposure  to  load  produces  inter- 
crystalline brittleness. 

Intercrystalline  brittleness  may,  however,  be  due  to  many  things. 
Doctor  Merica's  paper  some  years  ago  showed  that  the  beta  phase  at 
the  grain  boundaries  in  alpha-beta  brass  produced  intercrystalline  brittle- 
ness probably  because  of  a  difference  in  coefficient  of  expansion.  The 
intercrystalline  brittleness  of  tungsten  may  be  due  to  the  difference  in 
coefficient  of  expansion  of  the  amorphous  and  crystalline  phases  alone. 
The  intercrystalline  brittleness  due  to  brittle  eutectics,  such  as  bismuth 
and  gold,  is  well  known. 

There  is  also  intercrystalline  brittleness  due  to  the  difference  in 
specific  properties  of  the  amorphous  and  crystalline  phases,  which  is 
usually  found  at  relatively  high  temperatures  in  any  metal.  For  ex- 
ample, we  will  get  intercrystalline  brittleness  in  iron,  at  a  temperature  of 
yellow  heat,  with  long  application  of  the  load.  We  get  intercrystalline 
fracture  of  copper  at  high  temperature;  in  fact,  nearly  all  of  the  metals, 
if  loaded  slowly,  at  high  temperatures  will  break  at  the  grain  boundaries. 

*  Director  of  Research,  Aluminum  Castings  Co. 
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This  type  of  interciystalline  fracture  is  supposedly  due  to  the  soft  amor- 
phous phase,  which  simply  pulls  apart  and  leaves  the  crystals  intact 
On  the  other  hand,  tungsten  will  break  at  the  grain  boundaries  at  very 
high  temperatures;  on  cooUng  to  an  intermediate  temperature,  it  will 
break  through  the  grains;  and  at  room  temperature,  it  will  again  break 
in  the  grain  boundaries.  It  is  thus  seen  that  there  is  no  one  cause  for 
intercrystalline  fracture;  it  behooves  us  to  find  the  particular  reasons 
for  a  given  case. 

G.  H.  Clamer,*  Philadelphia,  Pa. — A  certain  phenomenon  has  been 
puzzling  the  scientific  heads  of  our  railroads  for  a  great  many  years; 
namely,  the  linings  of  car  bearings  after  a  period  of  service  start  cracking. 
The  reason  for  such  cracking  has  usually  been  attributed  to  the  impurity 
content. 

Car-journal  bearing  hnings,  in  the  earlier  days,  were  made  of  pure 
lead  but  in  recent  years  the  lead  has  been  hardened  with  tin  and  anti- 
mony. The  pur6  lead  linings  cracked  as  well  as  those  made  from  the 
antimony,  tin,  and  lead  alloys,  although  not  to  the  same  extent  numeri- 
cally. No  satisfactory  explanation  has  been  made  to  account  for  the 
cracking  of  the  pure  lead  hnings. 

In  such  service,  there  are  compressive  strains  and  elevated  tempera- 
tures, which  might  become  excessive  if  the  oil  film  is  interfered  with. 
As  the  lining  is  supported  by  tinning  to  the  back,  in  the  absence  of  an 
oil  film,  under  the  rolUng  action  a  tensile  strain  may  be  submitted  to  the 
Hning.  The  linings  crack,  become  loose,  and  fall  out;  hot  boxes  result, 
giving  annoyance  to  the  passengers  and  expense  of  operation. 

F.  A.  Hall,  Philadelphia,  Pa. — The  Wright-Martin  Aircraft  Corpn. 
had  considerable  trouble  with  the  connecting-rod  bearings,  which  con- 
sisted of  a  bronze  shell  with  a  babbitt  hning  containing  92  parts  tin,  4 
parts  copper,  and  4  parts  antimony.  These  bearings  failed  in  a  similar 
manner  to  those  described  by  Mr.  Clamer.  An  investigation  was  being 
made  when  the  Armistice  was  signed.  A  microscopic  investigation  re- 
vealed that  the  cracking  of  these  babbitt  linings  was  between  the  crystals; 
although  at  that  time  we  did  not  attach  any  particular  importance  to 
this  fact,  as  we  were  looking  for  impurities  in  the  nature  of  included 
oxides.  The  Liberty  engine  had  similar  difficulties,  and  in  so  far  as  I 
have  been  able  to  learn,  no  real  solution  has  been  found  for  this  trouble. 
It  would  seem  that  these  failures  are  due  to  similar  causes  and  each  par- 
ticular case  is  only  a  question  of  degree  and  not  of  kind. 

J.  W.  Richards. — The  fundamental  reason  for  some  of  these  dif- 
ficulties may  be  explained  from  the  electrochemical  standpoint.  Place 
in  an  electrolyte  two  plates  of  different  metal  connected  with  a  wire; 


*  First  Vice-president  and  Secretary,  Ajax  Metal  Co. 
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there  is  at  once  evidence  that  one  is  being  attacked  and  that  the  other 
is  not.  The  one  being  attacked  acts  as  an  anode  and  the  other  acts  as  a 
cathode.  The  current  will  run  through  the  wire  in  one  direction  and 
through  the  electrolyte  in  the  opposite  direction.  If  the  two  plates  are 
placed  in  contact  with  eac^  other  they  are  short-circuited;  but  one  still 
acts  as  the  anode  and  the  other  as  the  cathode.  The  current  engendered, 
however,  instead  of  going  through  the  wire  passes  across  the  junction  and 
the  self-generated  current  passes  through  the  solution. 

Suppose  that  one  of  these  plates  is  impure  metal  and  that  in  it  is 
a  grain  of  pure  lead:  I  have  in  mind  the  Pattinson  process  of  concen- 
trating pure  lead  crystals  out  of  the  lead-silver  alloy,  you  are  all  familiar 
with  that.  When  a  solution  containing  lead  and  silver,  let  us  say,  is 
cooled,  the  pure  lead  crystals  separate  out,  being  less  fusible  than  the 
eutectic,  and  then  the  eutectic  solidifies,  forming  the  mass  between  the 
grains  of  the  lead. 

If  a  grain  of  pure  metal,  like  lead,  is  surrounded  by  some  inter- 
crystalline  material,  you  have  exactly  these  conditions:  The  pure  lead 
is  the  cathode;  the  intercrystalline  material,  or  the  lead  alloy,  is  the 
anode;  and  the  current  passes  through  the  solution  from  the  anode  to  the 
cathode.  Every  cr3rstal  of  pure  lead  acts  as  a  cathode  and  every  bit  of 
impurity  acts  as  an  anode.  The  local  circuits  take  place  through  the 
electrolyte  and  the  returp  current  passes  through  this  junction,  where 
the  particles  are  in  metallic  contact  with  each  other.  It  is  only  where 
the  metal  is  absolutely  one  thing  and  there  is  no  heterogeneity  that  it  is 
possible  to  avoid  this  local  action;  as  soon  as  there  is  a  differentiation, 
one  material  acts  as  the  anode  and  another  as  the  cathode. 

Any  particular  case  of  corrosion  might  be  investigated  in  the  laboratory 
by  using  as  one  plate  the  very  purest  lead,  or  other  metal,  and  as  the 
other  plate  some  of  the  alloys  of  definite  composition,  and  measuring  the 
voltage  between  them.  The  potential  generated  between  the  two  would 
give  an  actual  proof  of  the  currents  that  must  exist,  in  these  local  circuits, 
between  the  impurities  and  the  crystals  of  pure  metal.  AUojrs  might 
be  found  that  act  as  the  cathode  with  the  lead  as  anode,  but  in  these 
cases  the  alloy  will  act  as  the  anode  and  the  pure  crystals  as  the  cathode^, 
the  pure  metal  being  generally  less  attackable  than  the  alloys. 

T.  D.  Yensen,*  Pittsburgh,  Pa. — Norman  B.  Pilling*  has  found 
that  brittleness  in  slightly  oxidized  copper  may  be  due  to  hydrogen, 
on  account  of  the  ease  with  which  hydrogen  diffuses  through  the  copper 
at  high  temperatures,  and  the  difficulty  with  which  the  resulting  water 
vapor  diffuses  out. 

Mr.  Rawdon  calls  especial  attention  to  the  fact  that  the  copper  was 
slightly  oxidized.     Is  it  not  possible  that  there  may  be  some  connection 


*  Research  Engineer,  Westinghouse  Elec.  A  Mfg.  Co.         •  Trans.  (1910)  80,  322. 
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between  the  brittleness  found  by  Mr.  Rawdon  and  that  found  by  Mr. 
Pilling  in  his  investigation? 

J.  W.  Richards. — Might  I  suggest  that  copper  that  has  dissolved 
hydrogen,  let  us  say,  is  another  illustration  of  the  same  principle  which 
I  have  explained;  namely,  that  the  copper  hydrogen  forms  a  eutectic; 
that  as  the  mass  sets,  pure  copper  crystals  will  solidify  from  the  eutectic 
at  higher  temperature  than  the  copper-hydrogen  eutectic.  We  all  know 
the  great  chemical  activity  of  the  metal  hydrogen  couples.  It  is  the 
basis  of  the  use  of  nickel  as  a  catalyzer  in  the  hydrogenation  of  oil. 
Hydrogen  thus  dissolved  in  metal  is  far  more  active  than  free  hydrogen; 
and  therefore  the  copper-hydrogen  eutectic  would  be  chemically  much 
more  active  than  the  pure  copper  crystals  and  ^ight  set  up  this 
disintegrating  force. 

F.  L.  Antisell,*  Perth  Amboy,  N.  J. — We  have  done  some  work 
along  the  lines  outlined  by  Professor  Richards  and  find  that  galvanic 
action  will  be  established  between  electrodes  of  similar  metal  but  dis- 
similar size.  The  physical  state  of  the  electrodes  and  their  manipula- 
tion afiEect  the  value  of  the  potential  and  polarity  but  do  not  change  the 
fundamental  phenomena  when  the  electrodes  are  substantially  different 
in  size  and  with  a  given  electrolyte. 

If  two  copper  electrodes,  one  having  one-foyrth  the  area  of  the  other, 
are  immersed  in  a  dilute  sulfuric-acid  solution,  the  voltmeter  will  indi- 
cate a  potential  of,  say,  30  millivolts.  The  smaller  electrode  will  act  as 
the  cathode  and  the  larger  will  act  as  the  anode.  If  a  copper-sulfate 
electrolyte  is  used,  the  polarity  will  be  reversed,  the  larger  electrode 
acting  as  the  cathode  and  the  smaller  as  the  anode.  The  electromotive 
force  is  due  to  their  dissimilar  sizes  and  the  polarity  and  potential  are 
governed  by  the  character  of  the  electrolyte.  The  millivolt  readings  vary 
with  the  concentration  of  the  sulfuric-acid  and  copper-sulfate  solutions 
and,  when  plotted,  give  a  curve  showing  positive  and  negative  readings, 
the  electrodes  being  kept  the  same.. 

If  this  curve  is  plotted  on  a  four  quadrant  diagram,  the  upper  ordi- 
nates  represent  the  percentage  of  acid,  and  the  lower  ordinates  the  per- 
centage of  copper  sulfate,  the  readings  on  the  abscissa  being  positive  to 
the  right  and  negative  to  the  left,  the  curve  will  run  from  the  first 
quadrant  through  zero  and  into  the  third  quadrant.  With  mixtures  of 
sulfuric  acid  and  copper  sulfate,  both  negative  and  positive  readings  are 
obtained,  depending  on  the  concentration  of  the  constituents.  There  is 
one  combination  at  which  zero  potential  exists;  this,  however,  could  not 
be  obtained  experimentally  but  only  by  drawing  a  smooth  curve  through 
the  other  points  on  the  curve. 


*  Superintendent,  Raritan  Copper  Works. 
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This  indicates  that  there  are,  probably,  some  eutectics  corresponding 
to  solutions  giving  high  millivolt  readings  and  some  that  approach  the 
zero-potential  solution.  This  may  be  one  explanation  for  the  differ- 
ence in  the  rapidity  of  deterioration  of  metals.  Those  having  eutectics 
near  the  zero-potential  condition  will  establish  slight  action,  the  poten- 
tial being  established  by  the  dissimilar  size  of  the  grains  in  the  matrix. 
Therefore,  with  a  given  eutectic,  which  is  assumed  to  be  the  electrolyte, 
the  local  action  will  vary  with  the  size  of  the  grains.  The  anneaUng 
of  a  metal,  rearranging  the  grains,  decreases  the  intensity  of  the  local 
action. 

J.  W.  Richards. — The  statements  just  made  ignore  the  fact  that  the 
electrolyte  usually  contains  dissolved  air,  or  oxygen,  and  that  the  larger 
plate  is  in  contact  with  more  oxygen  than  the  smaller  plate;  also  that  the 
smaller  plate  has  had  more  work  put  on  it.  The  parts  of  a  sheet  of  metal 
that  have  been  worked  the  most,  strained  the  most,  will  act  as  an  anode 
toward  the  parts  that  have  been  strained  the  least;  so  that  when  the 
sheet  is  immersed  in  liquid,  the  parts  that  have  been  most  strained,  or 
most  worked,  will  be  corroded  most. 

The  question  of  a  greater  amount  of  mechanical  work  making  the 
material  more  susceptible  to  acting  as  an  anode  toward  the  unworked 
part  and  the  gases  in  solution  having  some  relation  to  the  size  of  the 
plates  illustrates  how  difficult  it  is  to  get  two  metals  which,  electrically, 
are  exactly  aUke.  It  is  practically  impossible  to  get  two  pieces  of  metal 
that  can  be  put  into  a  given  solution  and  not  find  that  one  is  electro- 
positive to  the  other.  It  is  difficult  to  get  evidence  of  a  current  flowing, 
which  points  to  the  universal  occurrence  of  these  little  voltaic  couples 
that  arise  under  all  sorts  of  conditions,  of  which  just  a  few  have  been 
enumerated  here,  and  which  are  the  active  factors  in  corrosion. 

NoRBfAN  B.  Pilling,  East  Pittsburgh,  Pa.  (written  discussion). — 
Messrs.  Rawdon  and  Langdon  have  described  the  peculiar  action  that 
a  bath  of  fused  sodium  chloride  exerts  upon  copper  annealed  in  it.  The 
brittleness  developed  and  the  microstructural  features  accompanying  the 
action  bear  a  striking  resemblance  to  the  well-known  destructive  effects 
of  hydrogen  on  oxygen-bearing  copper.  In  view  of  the  novel  explana- 
tion suggested  by  the  authors,  i.e.,  a  galvanic  action  between  the  copper 
and  the  steel  container  resulting  in  the  electrolysis  of  the  fused  salt  and 
subsequent  formation  of  a  weak,  penetrating,  copper-sodium  alloy,  the 
writer  has  made  a  few  experiments  but  has  arrived  at  a  different,  although 
equally  tentative,  explanation. 

He  has  not  been  able  to  confirm  the  necessity  of  an  electrolytic  en- 
vironment in  producing  the  action  but  has  found  that  not  only  were 
anode  and  cathode  equally  affected  but  that  simple  immersion  of  the 
copper  section  (suspended  by  a  copper  wire)  in  the  fused  salt  is  sufficient 
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to  bring  it  about.  The  invariable  accompanimeDt  of  immersioD  in  the 
fused  salt  is  a  peripheral  deoxidation  extending  inward  to  a  considerable 
depth.  This  has  not  been  specifically  mentioned  by  the  authors  but  an 
examination  of  Fig.  3a  is  su^estive  in  this  respect.  It  has  been 
the  writer's  experience  that  the  cuprous  oxide  distribution  in  copper  is 
more  clearly  shown,  after  careful  polishing,  before  etching  than  after. 
In  the  case  of  partly  deoxidized  copper,  the  CujO  particles  are  sufficiently 
hard  to  stand  in  clear  relief;  after  etching,  however,  the  distinction  be- 
tween oxygen- bearing  and  oxygen-free  areas  is  more  difficult  to  make  on 
account  of  the  development  of  obscuring  crystalline  detail  and  uncover- 
ing of  small  pits — covered  during  polishing — marking  the  site  of  former 
oxide  particles. 


CENT.  FlO.     13. SaUE,    after    15   MIX'.    IM- 

UERSION    in    FUSED    80DIDU    CHl^RIDE. 

Deoxidation    to  deptb  A-A.      Xot 
ETCHED.     X  100. 

This  internal  deoxidation  requires  a  reducing  agent  soluble  In  solid 
copper  at  the  annealing  temperature  and  if  it  is  assumed  that  molecular 
hydrogen  (from  gas  flame,  oUy  articles,  etc.)  may  be  dissolved  in  molten 
salt'  a  ready  explanation  is  at  hand.  In  this  case  one  would  have  the 
usual  splitting  apart  of  the  grains  by  the  (relatively)  insoluble  water, 
formed  by  reduction  of  the  cuprous  oxide,  and  as  this  action  is  dynamic 
in  nature,  depending  on  a  rapid  accumulation  of  the  former,  the  severity 
of  the  action  would  hinge  on  the  hydrogen  concentration. 

A  sodium-chloride  bath  melted  in  an  oxidizii^  atmosphere  is  suiR- 
ciently  reducing  to  show  this  effect.  A  quantity  of  c.p.  sodium-chloride 
crystals  were  melted  in  small  portions  in  an  electrically  heated,  unglazed 

'  An  ftMuniption  with  Si>me  experimental  suppart,  accordiqg  to  recent  unpublished 
work  in  this  laboratory. 
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porcelain  tube,  previously  heated  1  hr.  in  air  at  900®  C.  Fig.  12  shows 
a  section  of  a  copper  strap  containing  0.084  per  cent,  oxygen;  Fig.  13  is 
the  edge  of  the  same  piece  (mounted  in  solder)  after  15  min.  immersion 
in  this  salt  bath  at  900°  C,  showing  deoxidation  to  the  depth  A-A  (0.2 
mm.),  and  a  slightly  fissured  structure.  A  possible  source  of  hydrogen 
in  this  case  would  be  the  dissociation  of  the  water  originally  present  in  the 
salt  crystals. 

Henry  S.  Rawdon  (author's  reply  to  discussion). — The  note  on  the 
Intercrystalline  Brittleness  of  Copper  was  offered  as  much  for  its  sug- 
gestiveness  as  for  any  other  reason.  In  view  of  the  discussion  brought 
out  it  seems  to  have  answered  its  purpose. 

The  authors  are  of  the  opinion  that  the  pronounced  structural  dif- 
ferences shown  in  Figs.  2  and  3  in  Intercrystalline  Brittleness  of  Copper 
are  not  fully  accounted  for  by  the  tentative  explanation  suggested  by 
Mr.  reilling.  The  changes  obtained  were  so  pronounced  and  the  chances 
for  Pduction  by  hydrogen  under  the  conditions  of  the  experiment  so 
slight  that  it  appears  that  some  cause  must  be  sought  to  account  for 
the  embrittlement  in  addition  to  the  well-recognized  effect  of  hydrogen 
on  copper.  Whatever  this  cause  may  be,  it  is  evident  thiat  an  im- 
pressed e.m.f.  was  necessary  to  cause  the  pronounced  change  to  occur. 
It  should  be  noted  that  the  rod  used  as  anode  remained  remarkably 
free  from  anything  suggesting  brittleness,  although  the  surface  was  at- 
tacked by  the  molten  salt  bath  to  a  very  appreciable  extent. 

The  point  that  interests  the  authors  as  much  as  any  concerning  the 
subject  of  brittleness  was  brought  out  in  the  concluding  paragraph,  that 
is,  the  marked  effect  of  a  superficial  brittle  lay;^r  on  the  mechanical 
properties  of  the  whole  rod. 
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Charpy  Impact  Test  as  Applied  to  Aluminum  Alloys 

By  E.  H.  Ddc,*  Jr.,  M.  E.,  M.  M.  E.,  Cleveland,  O. 

(Columbus  Meeting,  October,  1920) 

The  success  of  the  Charpy  impact  test  in  the  steel  industry  has  led 
those  interested  in  aluminum  alloys  to  investigate  the  possible  appUca- 
tioli  of  this  test  to  aluminum  and  its  alloys.  In  this  paper  are  set  forth 
the  results  of  a  few  preliminary  tests  made  at  the  Lynite  Laboratories 
of  the  Aluminum  Manufactures,  Inc.  In  order  to  study  more  thor- 
oughly the  significance  of  the  Charpy  test,  slow-bending  tests  have 
been  made  duplicating  the  arrangement  of  the  impact  machine.  Tests 
have  been  made  on  both  notched  and  unnotched  specimens  of  a  series 
of  copper-aluminum  alloys. 

Apparatus 

« 

The  standard  American-made  Charpy  unpact  machine  deUvering 
a  blow  of  over  200  ft.-lb.  was  much  too  large  to  test  aluminum-alloy 
specimens  of  the  same  type  used  for  steel,  so  that  it  was  necessary  either  to 
adopt  a  larger  specimen  or  to  have  a  special  light-weight  hammer  made. 
Since  there  is  no  known  relation  between  specimens  of  different  sizes, 
even  though  geometrically  similar,  it  was  decided  to  adhere  to  the  10 
by  10  mm.  specimen.  Accordingly,  Sauveur  and  Boylston,  the  American 
makers  of  the  machine,  were  asked  to  construct  a  special  light-weight 
pendulum  adapted  to  their  standard  machine,  this  pendulum  to  have 
one-tenth  the  capacity  of  the  standard.  The  writer  wishes  here  to 
acknowledge  his  indebtedness  to  Mr.  H.  M.  Boylston  for  the  personal 
interest  and  care  exercised  in  constructing  this  pendulum. 

The  machine  with  the  light-weight  hammer  in  place  is  shown  in  Fig. 
1.  It  is  mounted  on  a  concrete  foundation  with  the  concrete  covering 
the  flange  on  the  base  of  the  machine.'  Vibration  is  further  prevented 
by  four  %-in.  (15.8  mm.)  foundation  bolts.  The  large  standard  hammer 
shown  against  the  wall  was  also  used  for  some  of  the  unnotched  bars 
that  required  more  than  20  ft.-lb.  to  rupture. 

When  the  light-weight  hammer  was  received,  it  was  carefully  cali- 

*  Assistant  Engineer  of  Tests,  Lynite  Laboratories,  Aluminum  Manufacture?,  Inc. 
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brsted.'  The  center  of  percusaion  was  found  to  he  within  O.ll-in. 
(2.8  mm.)  of  the  center  of  the  Bpecimen  in  place  on  the  anvil,  which  in  a 
length  of  29.5  in.  (74.9  cm.)  is  considered  very  good.  Our  determination 
of  the  radius  to  the  center  of  gravity  checked  with  the  manufacturer's 
within  0.04-in.  (1  mm.).  The  large  haomier  was  also  calibrated  and 
found  satisfactory.    The  complete  data  on  the  two  hammers  are: 


Fio.  1. — Chabpx  impact  uachinb  with  LiaHT-wEioHT  bauuer. 

Btanimbd      Lta>r-WBioaT 
HiHUn  Hauhib 

Gftpftoity  in  foot-pounds 221 .0  21.3 

Weight,  paunda 60  7  5.07 

lUdiiu  to  center  of  gravity,  incbea 26.8$  26.02 

Rttdiiu  to  center  of  specimen,  inches 29.60  20.60 

lUdius  to  center  of  percussion,  inches 30.17  29.39 

The  friction  of  the  machine  when  using  the  large  hammer  need  not 
be  considered,  but  with  the  Ught  hammer  this  friction  must  be  taken  care 
of.    The  total  friction  may  be  divided  into  three  parts,     (a)  Bearing 

■See  K  H.  tJix,  Jr.:  The  Single  Blow  Notched  Bar  Impact  Test  uUsed  in  the 
American  Induatrf.    Proc  Amer.  Soc  Test.  Mat.  (1919). 
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an4  wind  friction  from  release  to  point  of  impact;  (6)  bearing  and  wind 
friction  from  point  of  impact  to  high  point  of  swing  after  fracturing  the 
test  piece;  (c)  needle  friction  from  point  of  impact  to  high  point  after 
fracturing.    Part  (a)  is  practically  constant  for  all  tests,  provided  the 

bearings  are  kept  clean  and  well  oiled.  Parts  (b) 
and  (c)  are  variable,  depending  on  the  energy  ab- 
sorbed by  the  test  specimen.  It  was  at  first  thought 
that  these  three  parts  of  f  rictional  loss  could  be  easily 
calculated  by  allowing  the  pendulum  to  swing  freely 
and  noting  the  loss  in  height  caused  by  each  swing. 
'  This  could  be  obtained  both  with  and  without  needle 

^lJ^^?:r7'?^^^  f2S  friction.    The  difference  between  the  two  would,  of 

CHECKINO    8PA.N  A.ND 

LOCATING  KNIFE  OF  coursc,  give  the  needle  friction  part  (c).  Part  (a)  was 
Trl^JlE^i^il^T^^J^  assumed  to  be  one-half  the  energy  lost  during  the 

NOTCH  OF  SPECIMEN.  ,  *ii...i 

first  swmg.  By  taking  readings  of  the  fnction  loss 
from  the  time  the  pendulum  was  released  until  it  came  to  rest,  it  was 
thought  that  we  could  obtain  the  friction  of  part  (b)  for  any  dial 
reading,  this  being  assumed  to  be  one-quarter  of  the  loss  caused  by  a 
double  swing. 

A  great  many  determinations  were  made  along  these  lines  and  a  very 
careful  and  thorough  study  was  made  of  the  action  of  the  pendulum,  but 
it  was  found  impossible  to  obtain  satisfactory  checks.  All  attempts  to 
t;alculate  the  friction  loss  were,  therefore,  abandoned 
and  another  method  of  correcting  for  friction  adopted. 
In  this  method,  the  angle  to  which  the  pointer  is 
carried  from  its  zero  position  when  the  pendulum  is 
released  was  carefully  measured  on  a  number  of 
different  days.  It  was  found  that,  with  the  bearings 
in  good  condition  and  the  pointer  properly  adjusted, 
this  angle  was  159^.  This  reading  is  taken  as  the 
zero  reading  for  all  calculations  and  the  difference 
betweeu  this  angle  and  the  angle  to  which  the  pendu- 
lum rises  after  fracturing  a  test  piece  gives  the  energy 
absorbed  by  the  test  piece.  The  span  (40  mm.  = 
1.573  in.)  was  accurately  checked  by  the  g«^e  shown 
in  Fig.  2,  which  was  also  used  for  locating  the  knife 
of  the  pendulum  and  the  notch  of  the  specimen 
centrally. 

It  has  been  the  experience  of  the  writer  that  the      Fio.3.— Formand 
particular  type  of  notch  selected  is  not  nearly  as  ^i!J?!L*i^^^  ^^  '"^'^ 

,  1  1  •  #  8FE01MBNB. 

important    as    the  adoption   of  one  standard    and 
closely  adhering  to  it.    From  the  point  of  view  of  uniformity  and 
ease  of  duplication,  he  has  found  the  cylindrical  notch  used  by  the  Bureau 
of  Aircraft  Production  very  satisfactory  and  has  therefore  used  it  in  aU  of 
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this  work.  The  dimensioua  of  the  specimen  are  shown  in  Fig.  3.  The 
specimens  were  prepared  by  a  pair  of  straddle  mills  and  the  notch  was  drilled 
by  a  2-mm.  drill  accurately  located  by  a  jig.  Testa  were  made  on  both 
notched  and  unnotched  specimens  of  the  same  overall  dimensions. 

The  set  up  for  the  slow-bending  test  is  shown  in  a  10,000-lb.  (4535-kg.) 
hand  Olsen  testing  machine  in  Fig.  4.  The  knife-edge  fixed  in  the  mov- 
ing head  of  the  machine  has  the  same  contour  as  the  Charpy  knife. 
The  steel  block  for  supporting  the  specimen  has  the  same  span  as  the 
impact  machine;  this  block  was  held  rigidly  in  place  by  two  pairs  of 
wedges.     The  deflections  were  measured  by  an  Ames  dial.     For  the 


Co)  (6) 

Fio.  4. — Hand  Olbeh  tkstino  machinb.     (a)  Fbont  view  or  flLow-BRNDiNO  bbt 
UP.     (b)    Reab  view  or  blow-bemdiko  bet  up. 

more  ductile  alloys,  a  dial  having  a  travel  of  ^  in.  (19  mm.)  and  reading 
to  0.001  in.  (0.025  mm.)  was  used,  and  for  the  more  brittle,  a  dial  of 
H  in.  (6.35  mm.)  travel  reading  to  0.0001  in.  (0.0025  mm.).  The  testing 
machine  was  provided  with  a  Ught-weight  rider  so  that  the  capacity  was 
1000  lb.  (453.5  kg.)  and  readings  were  made  to  1  lb.  (0.45  kg.)  with  ease. 
The  testing  machine  had  been  previously  calibrated  and  found  accurate 
within  1  pound. 

Materul 
The  tests  reported  here  were  made  on  a  series  of  copper-aluminum 
alloys  (copper  0,  2,  4, 8,  and  12  per  cent.) .    Square  bars  %&  in.  by  9^8  in. 
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by  9  in.  long  (1.4  by  1.4  by  23  cm.)  were  cast  in  sand,  as  showo  in 
Fig.  6,  each  bar  givii^  four  impact  specimens,  A  pouiing  temperature 
of  1300°  F.  (705°  C.)  in  the  ladle  was  used  throi^bout.  Standard 
0.5O5  in.  (I2.S  mm.)  tensioQ  bars  were  cast  for  comparison,  as  shown  in 


FlO.  6, — TENaiON  TEST  BARB. 

F^.  5.  One  mold  of  Charpy  bars  (sixteen  specimens)  and  two  molds 
of  tension  bars  (four  specimens)  were  cast  from  each  heat.  The  chem- 
ical analyses  of  these  heats  are  shown  in  Table  15. 


Fio.  6. — Chabpy  impact  tbbt  babb. 

Conduct  of  Tests 

The  Charpy  impact  tests  were  made  in  the  usual  manner,  the  following 
data  being  taken:  Height,  thickness,  thickness  back  of  slot,  length  of 
specimen,  dial  reading,  and  condition  of  fracture.  The  specimen  was 
set  by  means  of  the  g^e  shown  in  Fig.  2.  The  impact  resistance,  in 
foot-pounds,  was  taken  from  a  curve  of  dial  reading  plotted  against  im- 
pact resistance  and  was  read  to  Hoo  foot-pounds. 

The  slow-bending  teats  were  made  by  taking  simultaueous  readings 
of  load  and  defiection.  After  the  yield  point  of  the  material  had  been 
reached,  there  was  a  giving  of  the  specimen  after  the  beam  bad  been  first 
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balanced;  this  was  particularly  true  for  pure  aluminum.  In  general, 
readings  were  taken  only  after  sufficient  deformation  had  been  applied  so 
that  the  specimen  would  hold  the  load  without  noticeably  giving.  For 
the  pure  aliuninum,  this  required  from  3  to  5  min.  for  each  reading.  To 
show  the  effect  of  time  in  loading,  one  run  was  made  by  taking  a  reading 
of  the  load  immediately  the  deformation  was  applied  and  then  10  min. 
later.  The  deformation  was  applied  by  hand  at  a  slow  rate.  The  read- 
ings of  load,  in  pounds*,  were  plotted  against  deflection  at  the  center  of 
the  beam,  in  inches,  the  area  under  the  curve  representing  the  foot- 
pounds of  energy  required  to  fracture  the  specimen. 


Table    3. — C harpy   Impact 

Results  on  2  Per  Cent. 

Cu-Al  Alloy  {Lot 

No.  1988) 


Notched  Bar 

Unnotched  Bar* 

1 

Specimen 
No. 

Ft.-Ib. 

Specimen 
No. 

Ft.-lb. 

A-1 

6.60 

I 

B-1 

6.05 

J 

19.3 

C-1 

4.65 

K 

25.3 

D-1 

4.26 

L 

17.0 

Aver 

5.39 

Aver 

20.5 

Ratio  of  unnotched  to  notched, 
3.80. 

*  Specimens  broken  with  large 
hammer. 


Table 

1. — Charpy   Impact 

Table  ! 

2. — Charpy  Impact  Re- 

Results  on  Pure  Alumi- 

suUs on  Pure  Aluminum 

num  {Lot  1821) 

{Lot  1987) 

Notched  Bar  I 

Notched  Bar 

Unnotched  Bar* 

Specimen 
No. 

Ft.-lb. 

Specimen 
No. 

Ft.-lb. 

Specimen 
No. 

Ft.-lb. 

Specimen 
No. 

Ft.-lb. 

A 

9.85 

G 

9.27 

A 

10.65 

I 

B 

7.61 

H 

9.29 

B 

10.45 

J 

50.5 

C 

9.70 

1 

7.20 

C 

K 

42.6 

D 

9.90 

J 

8.75 

D 

L 

35.0 

E 

7.80 

Aver. . . . 

8.89 

Aver. . . . 

10.55 

Aver 

42.7 

F 

9.50 

Ratio  of  unnotched  to  notched, 
4.05. 

*  Specimens  broken  with  large 
hammer. 

Table    4. — Charpy   Impact 

Results  on  4  Per  Cent. 

CvrAl  AUoy  [Lot 

No.  1989) 


Notched  Bar 

Unnotched  Bar  • 

Specimen 
No. 

Ft.-lb. 

Specimen 
No. 

Ft.-lb. 

A-1 

1.99 

1 

8.14 

B-1 

2.01 

J 

6.85 

C-1 

1.60 

K 

9.58 

D-1 

1.50 

L 

9.29 

Aver, . . . 

1.78 

Aver 

8.46 

Ratio      of     unnotched 
notched,  4.76. 


to 
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Tablb   5. — Charpy    Impact 

Results  an  8  Per  Cent, 

CurAl  Alloy  {Lot 

No.  1990) 


Tablb    6. — Charpy  Impact 
Results  on  12  Per  Cent. 
CurAl  Alloy  {Lot 
1991) 


NotoHed  Bar 

Unnotched  Bar 

Speoimen 
No. 

Ft.-lb. 

Speoimen 

No. 

Pt.-lb. 

A 

B 
C 
D 

Aver 

1.08 
0.92 
1.02 
0.90 
0.98 

L 
M 

N 

0 

Aver 

4.36 
4.03 
4.95 
4.93 
4.57 

Notched  Bar 

UnDotohed  Bar 

Specimen 
No, 

Ft.-lb. 

Specimen 
No. 

Ft.-lb. 

A 

0.76 

I 

1.65 

B 

0.57 

J 

2.13 

C 

1.10         K 

1.85 

D 

0.68 

L 

1.97 

Aver 

0.78 

Aver 

1.90 

Ratio  of  unnotched  to  notched, 
4.66. 


Ratio  unnotched  to  notched, 
2.44. 


Table  7. — Slouhb  ending  Results  on  Pure  Aluminum  Notched  Bar  {Lot 

1821) 


Specimen  No. 


Maximum  Load, 
Lb. 


Maximum  Deflection, 
In. 


Pt.-lb. 


K 

202 

0.93 

5.54 

* 

185 

0.93 

5.24 

L 

224 

1.13 

6,11 

M 

254 

0.90 

7.33 

N 

242 

1.13 

6.14 

0 

262 

0.85 

9.23 

Aver 

227 

0.98 

6.87 

Ratio  to  Charpy  impact,  0.77. 

*  High  reading  taken  instantaneously,  low  reading  after  10-min.  rest. 

Table  8. — ShiD-ber^ing  Results  on  Pure  Aluminum  {Lot  1987) 


Notched  Bar 

• 

Unnotched  Bar 

Specimen 
No. 

Maximum 

Load, 

Lb. 

Maximum 

Deflection, 

In. 

Pt.-lb. 

1 

Specimen 
No. 

Maximum 

Load, 

Lb. 

Maximum 

Deflection, 

In. 

Ft. -lb. 

E 
F 

G 

H 

* 

Aver 

244 
250 
250 
236 
204 
245 

1.08 
1.06 
1.09 
1.13 
1.13 
1.09 

6.85 
8.82 
7.53 
6.53 
5.80 
7.43 

M 
N 
0 
P 

Aver 

700 
658 
650 
666 

669 

1.00 
0.85 
0.95 

1.10 
0.98 

33.95 
28.55 
27.30 
40.60 

32.60 

Ratio  of  foot-pounds  unnotched  to  notched,  4.38.  Ratio  of  maximum  load  of 
unnotched  to  notched,  2.73. 

*  High  reading  taken  as  soon  as  beam  balanced,  low  taken  after  5-min.  rest  and 
is  not  included  in  average. 
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Table  9. — Slafv4>ending  Results  on  2  Per  Cent  Cv^Al  Alloy  {Lot  1988) 


Notched  Bar 

Unnotohed  Bar 

Specimen  No. 

Maximum 

Load, 

Lb. 

Maximum 
Deflection, 
In. 

Ft.-lb. 

Specimen 
No. 

Maximum 

Load. 

Lb. 

Maximum 

Deflection, 

In. 

Ft.-lb. 

A 
B 

Aver 

250 
310 
280 

0.46 
0.60 
0.63 

4.37 
6.69 
5.48 

£ 
Aver 

939 
1142 
1040 

0.55 
0.65 
0.65 

15.66 
21.80 
18.73 

Ratio  of  foot-pounds  of  unnotched  to  notched,  3.42.     Ratio  of  maximum  load  of 
unnotched  to  notched,  3.72. 


Table  lQ,—SUm^ending  Results  on  i  Per  Cent.  CurA  I  Alloy  {Lot  1989) 


Notched  Bar 


Unnotched  Bar 


Specimen  No. 

Maximum 

Load, 

Lb. 

Maximum 

Deflection, 

In. 

Ft.-lb. 

Specimen  No. 

Maximum 

Load, 

Lb. 

Maximum 
Deflection, 
In. 

Pt.-lb. 

A 
B 

Aver 

243 
249 
246 

0.18 
0.20 
0.19 

1.27 
1.43 
1.35 

E 

F 

Aver — 

1062 
1023 
1043 

0.30 
0.20 
0.25 

6.74 
5.64 
6.19 

Ratio  of  foot-pounds  of  unnotched  to  notched,  4.68.     Ratio  of  maximum  load  of 
unnotched  to  notched,  4.24. 


Table  1 1 . — Slovhbending  Results  on  8  Per  Cent.  Cv^Al  Alloy  {Lot  1990) 


Notched  Bar 

Unnotched  Bar 

Specimen  No. 

Maximum 

Load, 

Lb. 

Maximum 

Deflection, 

In. 

Ft.-lb. 

Specimen 
No. 

Maximum 

Load, 

Lb. 

Maximum 

Deflection, 

In. 

Ft.-lb. 

• 

.     E 

F 

Q 

H 

Aver 

239 
272 
264 
226 
250 

0.09 
0.09 
0.09 
0.09 
0.09 

0.43 
0.47 
0.65 
0.46 
0.48 

I 
J 
K 
P 

Aver. . . . 

1130 
1016 

1133 
1000 
1069 

0.07 
0.08 

0.08 
0.08 
0.08 

2.29 
1.81 
2.43 
2.17 
2.18 

Ratio  of  foot-pounds  of  unnotched  to  notched,  4.54.     Ratio  of  maximum  load  of 
unnotched  to  notched,  4.28. 
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Table  12.— Slaw-bending  ReauUs  on  12  Per  Cent.  CunAl  Alloy  {Lot  1991) 


Notoh6d  Bar 


Unnotehed  Bar 


Speoimen  No. 

Maximum 
Load, 
Lb.. 

Maximum 

Defleetion, 

Lb. 

Ft.-lb. 

Specimen 
No. 

Maximum 

Load. 

Lb. 

Maximum 

Defleetion, 

In. 

Ft.-lb. 

E 

247 

0.06 

0.22 

M 

1000 

0.06 

0.76 

F 

222 

0.05 

0.21 

N 

945 

0.05 

0.50 

G 

220 

0.06 

0.20 

0 

1112 

0.06 

1.09 

H 

230 

0.06 

0.20 

P 

050 

0.05 

0.78 

Aver 

230 

0.06 

0.21 

Aver — 

1002 

0.05 

0.81 

Ratio  of  foot-pounds  of  unnotehed  to  notched,  3.95.    Ratio  of  maximum  load  of 
unnotehed  to  notehed,  4.44. 


Table  13. — Comparison  of  Charpy  and  Slow^er^ing  Tests 


Per  Cent. 

Lot  No. 

Charpy  Test.  Ft.-lb. 

Slow-bending  Test, 
Ft.-lb. 

Ratio  of  Slow-bending 
to  Charpy 

Copper 

Notched 

Unnotehed 

Notched 

Unnotehed 

Notched 

Unnotehed 

0 

1821 

8.89 

6.87 

0.77 

0 

1987 

10.55 

42.7 

7.43 

32.60 

0.70 

0.76 

2 

1988 

5.39 

20.5 

5.48 

18.73 

1.02 

0.91 

4 

1989 

1.78 

8.46 

1.35 

6.19 

0.76 

0.73 

8 

1990 

0.98 

4.57 

0.48 

2.18 

0.49 

0.48 

12 

1    1991 

1 
1 

0.78 

1.90 

0.21 

0.81 

0.27 

0.43 

Table  14. — Tensile  and  Hardness  Results 


Per  Cent, 
Copper 


Lot  No. 


Yield 
Point.* 
Lb.  per 
8q.  In. 


Tenaile 
Strength,* 
Lb.  per 
Sq.  In. 


Elongation,' 
Per  Cent. 


BrineII,t 
500  Kg. 


Scleroecopc,t 
Univ. 


*  Average  of  four  tests. 


t  Average  of  sixteen  tests. 


0 

1821 

13,450 

20.0 

24 

5.0 

0 

1987 

4,711 

12,255 

18.0 

23 

6.0 

2 

1988 

7,062 

18,912 

10.8 

40 

9.0 

4 

1989 

8,385 

21,002 

5.6 

55 

12.5 

8 

1990 

12,350 

22,957 

2.7 

72 

17.0 

12 

1991 

16,600 

22,638 

0.75 

85 

20.0 
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Lot  No. 

Copper, 
Per  Cent. 

Iron* 
Per  Cent. 

1 

Silioon, 
Per  Cent. 

1821 

0.09 

0.28 

0.34 

1987 

0.07 

0.39 

0.35 

1988 

2.16 

'             0.39 

0.30 

1989 

3.99 

0.45 

0.34 

1990 

8.09 

0.46 

0.25 

1991 

12.04 

0.45 

0.27 

Discussion  op  Results 

In  general,  only  four  bars  of  a  given  type  were  tested  by  each  of  the 
two  methods;  for  this  reason  it  has  been  thought  advisable  to  include 
the  complete  data  in  this  paper.  This  is  particularly  desirable  in  order 
to  show  the  degree  of  uniformity  obtained.  Tables  I  to  6  give  the  in- 
dividual results  of  the  Charpy  impact  test.  The  average  value  is  given 
and  also  the  ratio  of   the  foot-pounds  absorbed  by  the  unnotched 


8         4         6         6         7 

Deflection.  0.1  In. 

Fig.  7. — Slow-bending  curves  of  pure  aluminum  (Lot  1821). 

specimen  to  the  foot-pound?  absorbed  by  the  notched  specimen.  Tables 
7  to  12  give  the  results  of  the  slow-bending  test.  In  these  tables  are 
included  the  maximum  load,  in  poimds,  the  maximum  deflection,  in 
inches,  and  the  foot-pounds  absorbed  by  the  individual  bars.  The  ratio 
of  the  average  maximum  load  of  the  unnotched  bar  to  the  average  maxi- 
mum load  of  the  notched  bar  has  been  given  as  well  as  the  ratio  of  foot- 
pounds energy  absorbed  by  the  unnotched  bar  to  the  energy  absorbed 
by  the  notched  bar.  The  ratio  of  the  energy  absorbed  in  the  slow- 
bending  test  to  that  absorbed  in  the  Charpy  test  is  given  in  Table  13, 
which  also  summarizes  the  results  of  both  the  Charpy  and  the  slow-bend- 
ing tests.  Table  14  gives  a  summary  of  the  tensile  and  hardness  results. 
Table  15  gives  the  chemical  analysis. 
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Typical  slow-bending  curves  are  given  in  Figs.  7,  8  and  9.    Fig.  7 
shows  the  effect  of  time  in  taking  the  readings  in  the  slow-bending  test. 
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FiQ.  8. — Slow-bendino  curves  of  pure  aluminum  (Lot  1987).  • 

The  lower  curve  represents  the  load  that  the  specimen  was  able  to  hold 
10  min.  after  the  deformation  had  been  applied;  the  higher  curve  gives 
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Fig.  9. — Slow-bending  curves  of  8  per  cent.  Cu-Al  allot  (Lot  1990). 

the  load  that  the  specimen  held  when  the  deformation  was  first  applied. 
The  average  rate  of  loading  in  this  test  was  much  lower  than  in  the  other 
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tests  because,  in  the  usual  run  of  testing,  it  required  only  3  to  5  min.  to 
get  the  beam  to  stay  balanced.  The  effect  of  this  low  average  rate  of 
loading  on  the  maximum  load  is  very  evident  from  a  study  of  Table  7. 
In  other  words,  the  slower  rate  of  loading  gives  a  lower  maximum  load 
and  requires  less  foot-pounds  to  rupture  the  piece.  This  effect  of  time 
was  also  noticeable  with  the  2  per  cent,  copper  alloy;  but  with  the  4, 
8  and  12  per  cent,  copper  alloys,  very  little  difference  could  be  discovered 
in  different  rates  of  loading.  Figs.  8  and  9  show  the  characteristic  shapes 
of  the  notched  and  unnotched  curves  for  pure  aluminum  and  for  8  per 
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Fig.  lO.-^CoMPABisoN  of  charpy  impact  with  yield  point  and  tensile  strength- 

cent,  copper.  The  contrast  between  the  pure  aluminum  and  the  8 
per  cent,  copper  is  very  noticeable.  The  unnotched  bar  of  the  pure 
aluminum  seems  to  hold  on  for  a  much  greater  deformation  than  does 
the  notched  bar.  For  the  8  per  cent,  copper  alloy,  the  unnotched  bar 
gives  ^way  much  more  suddenly  than  the  notched  bar. 

Fig.  10  compares  the"  Charpy  impact  results  with  the  tensile  strength 
and  yield  point.  In  general,  as  the  tensile  strength  increases  the  im- 
pact resii^tance  decreases.  The  increase  in  yield-point  strength  is  nearly 
constant  and  seems  to  bear  no  direct  relation  to  the  shape  of  the  Charpy 
impact  curves. 

Fig.  11  shows  the  elongation  and  the  '' product  of  tensile  strength 
times  elongation''  as  compared  to  the  impact  resistance.     It  has  been 
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Fig.  11. — CoicPABisoN  of  charpy  impact  with  elongation  and  PRODUCT  or 

TENSILE   STRENGTH  BY  ELONGATION. 
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Fig.  12. — Comparison  or  charpy  impact  with  Brinell  and  boleroscopb 
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frequently  stated  that  the  impact  resistance  varies  as  the  product  of 
tensile  strength  times  elongation.  The  general  trend  of  this  curve  is 
similar  to  the  curve  of  impact  resistance,  but  the  elongation  curve  fol- 
lows the  curve  of  impact  resistance  much  more  closely. 

Fig.  12  shows  the  relation  of  Charpy  impact  resistance  to  Brinell 
and  scleroscope  hardness.  In  general,  as  the  hardness  increases  the 
impact  resistance  decreases,  but  there  is  no  direct  similarity  between  the 
curves. 

Fig.  13  gives  a  comparisoii  of  the  slow-bending  results  with  the 
Charpy  results  for  both  notched  and  unnotched  specimens.  The  trend 
of  all  of  these  curves  is  approximately  the  same. 
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Fio.  13r — Comparison  of  charpy  impact  with  slow-bending  results. 

Fig.-  14  shows  the  relation  between  the  foot-pounds  energy  absorbed 
in  the  slow-bending  test  with  the  maximum  load  for  both  notched 
and  unnotched  specimens.  There  does  not  seem  to  be  any  direct  re- 
lation between  the  foot-pounds  and  the  maximum  load. 


Conclusions 

1.  The  Charpy  impact  resistance  of  copper-aluminum  alloys  decreases 
with  increase  in  copper  content,  within  the  limit  of  these  experiments 
(12  per  cent,  copper). 

2.  No  direct  relation  has  been  discovered  between  the  Charpy  impact 
resistance  and  the  more  common  physical  properties.     However,  in 
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general,  for  this  series  of  alloys  the  impact  resistance  decreases  as  the 
yield  point,  tensile  strength,  and  hardness  increase  and  the  impact  value 
follows  more  nearly  the  elongation  than  the  ''product  of  tensile  strength 
by  elongation/'  as  is  often  stated. 

3.  The  notch  effect  is  very  much  less  pronounced  in  this  series  of 
alloys  than  in  steel.  The  ratio  of  unnotched  to  the  notched  resistance 
in  the  Charpy  test  varies  from  2.4  to  4.8,  the  notched  bar  having  one-half 
the  breaking  area  of  the  unnotched.  For  steel  bars  having  equal  break- 
ing areas,  the  writer  has  found  the  unnotched  bar  to  offer  four  to  five 
times  as  much  resistance  as  the  notched  bar.    The  notched  specimen 
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Fig.  14. — Comparison  of  poot-poundb  of  enerot  with  maximum  load  in  slow- 
bending   TEST. 


was  the  same  as  used  in  these  experiments,  but  the  unnotched  was  of 
the  shape  that  would  be  obtained  by  planing  a  notched  bar  to  the  root 
of  the  notch. 

4.  The  slow-bending  tests  give  the  same  order  of  results  as  the  Charpy 
impact,  but  the  ratio  of  energy  absorbed  in  the  slow-bending  test  to 
that  of  the  Charpy  test  varies  from  0.27  to  1.02.  Captain  Philpot* 
of  England  has  reported  that  for  steel  this  ratio  is  so  nearly  constant 
that  he  was  led  to  the  following  conclusion:  ^'The  notched  bar  test  made 

*  H.  P.  Philpot:  Some  Experiments  on  Notched  Bars.    Proe,  lust.  Automobile 
Engineera  (1918)  13,  235. 
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in  a  pendulum  testing;  machine  is  not  essentially  an  impact  test."  The 
experiments  reported  on  in  this  paper  do  not  justify  such  a  conclusion 
for  these  copper-aluminum  alloys. 

5.  The  ratio  of  maximum  load  of  the  unnotched  bar  to  maximum 
load  of  the  notched  bar  in  the  slow-bending  test  is  very  interesting.  Since 
the  strength  of  a  beam  varies  as  the  square  of  its  depth,  the  maximum 
load  of  the  unnotched  bar  should  be  four  times  that  of  the  notched 
bar  if  the  notched  bar  were  not  further  weakened  by  the  ''notch  effect." 
This  ratio  varies  from  2.73  for  pure  aluminum  to  4.44  for  the  12  per 
cent.  aUoy.  This  shows  that  the  notch  not  only  does  not  weaken  pure 
aluminum  but  rather  enables  it  to  stand  a  proportionally  higher  load. 
For  the  12  per  cent,  copper  aUoy,  the  weakening  effect  is  smaU. 

6.  These  results  indicate  that  the  Charpy  impact  test  is  a  satisfactory 
test  for  aluminum  aUoys.  When  making  this  statement,  the  author 
fully  realizes  the  danger  of  judging  a  material  by  its  Charpy  impact  value 
without  full  consideration  of  the  other  physical  properties.  For  in- 
stance, we  must  learn  the  proper  Charpy  figure  combined  with  a  given 
tensile  strength  and  elongation  that  will  give  the  most  satisfactory  shock- 
resisting  aluminum  alloy,  just  as  the  steel  crankshaft  manufacturer 
now  knows  the  proper  combination  of  Charpy  impact  value  and  yield- 
point  strength  that  will  give  the  most  satisfactory  service. 

DISCUSSION 

E.  H.  Dix,  Jr. — As  the  notch  is  cylindrical,  it  would  be  hard  to  make, 
except  perhaps  with  a  form  cutter.  As  this  leaves  tool  marks,  which 
have  a  tiny  notch  effect,  it  is  rather  hard  to  get  consistent  results  with  a 
milled  notch.  We  have  found  that  the  drilled  notch  gives  more  uniform 
results.  In  steel  specimens,  grinding  the  notch  gives  about  the  same  re- 
sult as  drilling. 

Paul  D.  Merica,*  Bayonne,  N.  J. — There  is  no  question  but  that  one 
of  the  disadvantages  of  our  No.  12  aUoy,  which  is  used  in  this  country 
for  97  per  cent.. of  the  castings,  is  its  brittleness,  or  lack  of  resistance  to 
shock,  compared  to  an  alloy  having  a  lower  copper  content  and  conse- 
quent elongation.  The  author  has  presented  data  that  make  possible 
a  comparison  between  the  low-copper  alloys  and  the  No.  12.  Is  the  impac  t 
test  on  such  an  alloy  as  No.  12  more  sensitive  to  slight  variations  in  com- 
position than  the  elongation?  One  No.  12  alloy  has  an  elongation  of 
J^  to  IJ^  per  cent.  Within  these  limits  does  the  impact  test  give  a 
greater  indication  of  impact  energy  absorbed?  Could  one  derive  a  fairly 
good  impression  of  the  impact  resistance  of  material  from  the  consideration 
of  elongation? 

*  International  Nickel  Co. 

VOL.  LXIV. — 31. 
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In  the  low-copper  alloys,  the  fracture  is  not  so  likely  to  be  inter- 
crystalline,  because  of  the  non-continuity  of  the  eutectic,  ^  it  is  in  the 
case  of  the  higher  copper  alloys.  Is  there  a  greater  difference  in 
the  relation  between  the  impact  resistance  and  the  tensile  strength  in 
the  low-copper  alloys,  or  perhaps  in  wrought  alloys,  than  in  the  higher 
copper  ones? 

E.  H.  Dix,  Jr. —  We  tested  a  number  of  alloys  of  different  composition, 
where  the  physical  properties  vary  so  slightly  that  it  is  impossible  to  note 
any  difference  in  the  elongation  though  there  is  considerable  difference  in 
the  impact  figure. 

We  have  not  examined  fractures  metallographically.  Of  course, 
the  fracture  of  a  low-copper  alloy  is  very  different  from  that  of  the  high- 
copper,  and  it  is  easier  to  study  the  fracture  from  an  impact  test  than  from 
a  tensile  test,  for  more  of  the  actual  grain  formation  is  seen. 

F.  G.  Allis.— Do  you  think  that  the  shape  of  the  original  casting 
affects  the  results?  Does  the  pouring  temperature  affect  the  impact 
strength?  Are  any  of  the  national  societies  tr3ring  to  standardize  the 
impact  test,  size  of  bar,  and  so  forth? 

E.  H.  Dix,  Jr. — During  the  war  I  was  in  a  laboratory  that  functioned 
as  an  arbitrator.  Our  first  problem  was  the  impact  test.  Some  of  our 
inspectors  worked  in  plants  using  the  Charpy  machines:  some  in  plants 
using  the  Izod,  and  some  had  the  Olsen  machine,  but  no  available  data 
gave  the  relations  of  the  different  machines.  Besides,  different  notches 
were  used.  We  did  considerable  work,  the  results  of  which  were  pub- 
lished by  the  American  Society  for  Testing  Materials. 

In  these  experiments  the  object  was  to  eliminate  all  possible  variables, 
except  the  impact  test,  so  the  pouring  temperature  was  kept  constant. 
The  bars  were  cast  long  enough  to  get  four  specimens  out  of  each  one, 
partly  because  it  was  desirable  to  get  as  many  molds  as  possible  and 
partly  to  permit  the  comparison  of  the  variation  in  specimens  taken  from 
the  same  bar  with  those  taken  from  another  bar  in  the  same  mold;  these 
variations  were  not  at  all  pronounced. 
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New  Process  for  Making  Fifteen  Per  Cent. 

Phosphor-Copper 

By  p.  E.  Dbmmler,*  East  Pittsburgh,  Pa. 

(Columbus  Meeting,  October.  1020) 

Phosphorus  combines  with  copper  in  various  proportions,  forming 
true  alloys,  some  of  which  are  of  commercial  importance.  These  ma- 
terials find  wide  appUcation  as  deoxidizers  and  as  a  means  of  introducing 
phosphorus  into  other  alloys,  as  in  phosphor-bronze. 

Phosphor-coppers  containing  10  and  15  per  cent,  of  phosphorus  are 
the  commercial  grades  that  are  most  generally  offered.  Each  has  cer- 
tain advantages  when  used  in  making  other  alloys.  The  10  per  cent, 
grade  of  phosphor-copper  has  an  advantage  over  the  15  per  cent,  in  that 
it  has  a  much  lower  melting  point  and  can  be  prepared  by  certain  methods 
with  a  much  lower  loss  in  phosphorus.  The  15  per  cent,  grade  has  the 
advantage  of  lower  freight  rates  per  unit  of  phosphorus  and,  by  the 
method  to  be  described,  a  uniform  product  cdn  be  prepared  with  practi- 
cally no  loss  of  phosphorus.  Alloys  of  copper  and  phosphorus  contain- 
ing any  desired  percentage  of  phosphorus  lower  than  15  per  cent,  can  be 
prepared  by  melting  together  the  requisite  amounts  of  copper  and  15 
per  cent,  phosphor-copper. 

Processes  for  making  phosphor-copper  may  be  divided  into  two 
classes  as  follows:  (1)  Those  depending  on  the  smelting  of  phosphate 
rock  or  superphosphate  of  calcium  with  copper  or  copper-bearing  ma- 
terials, and  coal  or  other  carbonaceous  material;  (2)  those  depending  on 
the  direct  combination  of  metallic  copper  and  elemental  phosphorus. 

A  number  of  formulas  for  preparing  phosphor-copper  according  to 
the  first  method  have  been  pubUshed.  The  Metal  Industry^  gives  the 
following:  Superphosphate  of  calcium,  60  lb.;  granulated  copper,  301b.; 
finely  powdered  coal,  10  lb.  Similar  formulas  are  given  by  Brannt^ 
and  others,  and  detail  variations  are  covered  by  patents,  such  as  those 
of  L.  A.  Jeffs*  and  H.  A.  Webster.* 

Among  the  objections  to  this  method  of  producing  phosphor-copper 
are  the  large  amounts  of  raw  material  and  resulting  slag  to  be  handled, 
and  the  difSculty  of  getting  a  satisfactory  fusion.  S.  Skowronski^ 
found  that  at  1300^  C.  (2372^  F.)  it  was  impossible  to  get  a  good  fusion 

*  Chemical  and  Experimental  Laboratory,  Westinghouse  Elec.  &  Mfg.  Co. 
1  N.  Y.  (Aug.,  1917)  351.      *  '*  Metallic  Alloys,"  245.      «  U.  S.  Patent  12G8849. 
^  U.  S.  Patent  1265150.       *  Private  communication. 
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even  when  silica  sand  was  added  as  a  flux.     Globules  of  15  per  cent, 
phosphor-copper  were  obtained  in  the  experiment. 

Methods  of  the  second  class,  depending  on  the  direct  combination  of 
copper  and  phosphorus;  are  generally  used  for  the  preparation  of  phos- 
phor-copper. The  usual  practice  seems  to  be  to  add  the  phosphorus  to 
the  molten  copper  by  means  of  phosphorizers.  The  best -practice  by 
this  method  entails  a  phosphorus  loss  of  at  least  25  per  cent.  Besides 
the  phosphorus  loss,  there  is  also  the  objection  of  the  great  danger  of 
burns  to  the  workmen  handling  phosphorus  around  the  phosphorizers 
and  molten  metal. 

The  danger  attending  the  handling  of  phosphorus  may  well  be  em- 
phasized. Ordinary  yellow  phosphorus,  such  as  is  generally  used,  melts 
at  44.2°  C.  (111.5°  F.).  It  will  take  fire  at  34°  C.  (93°  F.);  that  is,  the 
heat  of  the  hand  is  sufficient  to  ignite  a  piece  of  dry  phosphorus.  Mate- 
rial of  this  nature  must  be  handled  with  exceeding  care.  The  danger  and 
wastefulness  of  methods  by  which  phosphorus^is  added  directly  to  molten 
copper  have  been  referred  to  previously  in  technical  literature.® 

Various  methods  have  been  suggested  for  obviating  the  objections 
referred  to.  E.  G.  Burr^  places  the  phosphorus  in  a  retort  adjustably 
mounted  above  the  crucible  containing  the  molten  metal;  the  vapor 
from  the  material  in  the  retort  passes  into  the  molten  metal  through  a 
pipe  dipping  into  the  metal.  E.  Schulte^  forces  the  molten  phosphorus, 
air  being  excluded,  into  molten  copper  by  hydraulic  pressure.  Both  these 
methods  aim  to  avoid  the  handling  of  phosphorus  near  the  molten  copper, 
but  serious  difficulties  are  met  in  the  carrying  out  of  either  of  these 
processes. 

Experiments  of  the  author  have  shown  that  a  uniform  15-per-cent. 
phosphor-copper  could  be  produced  by  passing  phosphorus  vapor  over 
heated  copper.  The  most  satisfactory  temperature  of  the  copper  was 
found  to  be  400°  C.  (752°  F.)  Phosphorus  boils  at  a  comparatively  low 
temperature,  approximately  290°  C.  (554°  F.),  and  when  this  vapor  passes 
over  heated  copper,  combination  takes  place  immediately  with  incan- 
descence and  incipient  fusion.  Pieces  of  copper  wire  up  to  \i^  in.  in 
diameter  are  completely  phosphorized  by  this  method.  The  advantages 
of  a  process  of  this  kind  can  readily  be  seen. 

An  apparatus  having  a  capacity  of  about  130  lb.  of  phosphor-copper 
was  constructed  to  demonstrate  the  commercial  value  of  this  method; 
its  main  features  are  shown  in  the  accompanjdng  illustration.  This 
apparatus  consists  of  a  retort  for  heating  and  distilling  the  phosphorus, 
a  container  for  the  copper,  and  fittings  to  connect  the  two.  Suitable 
supports  are  also  provided.     The  apparatus  is  made  entirely  of  iron, 

•J.  L.  Jones:  The  MeUd  Industry  (Aug.,  1917)  351. 

"^  Brit.  Pat.  126785,  May,  1918.      •  German  Pat.  281293,  Mar.,  1913. 
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which  18  not  attacked  byphosphorus  at  the  temperature  of  the  operation. 
Means  are  provided  for  heating  the  phosphorus  and  copper  separately. 

To  operate,  phosphorus  is  placed  in  the  retort,  clean  copper  scrap 
(such  as  wire,  turnings  or  millings)  is  placed  in  the  copper  container,  and 
the  two  are  connected.  Tight  joints  should  be  made  by  using  suitable 
gaskets  to  prevent  loss  of  phosphorus.  A  hole  drilled  into  the  plate  cov- 
ering the  end  of  the  copper  container  prevents  increase  of  pressure  with- 
in the  apparatus.  The  copper  is  heated  to  400*^  C.  before  heat  is  applied 
to  the  phosphorus.  With  the  small  apparatus  we  have  been  able  to 
distill  the  phosphorus  at  the  rate  of  30  lb.  per  hour. 

Phosphorization  to  15  per  cent,  phosphor-copper  takes  place  in  one 
step,  no  intermediate  products  being  formed  if  conditions  as  to  tempera- 
ture are  observed.     When  more  copper  is  charged  than  is  necessary  to 


Fig.  1. 


combine  with  the  phosphorus  used,  the  copper  nearest  the  phosphorus 
retort  will  be  completely  phosphorized,  while  that  farther  away  is  un- 
changed and  can  readily  be  separated  from  the  phosphorized  product. 
The  same  action  was  observed  when  phosphorus  vapor  was  passed  over 
heated  copper  turnings  in  a  glass  tube  several  feet  long.  The  progress 
of  phosphorization  could  be  observed  and,  whenever  the  supply  of  phos- 
phorus ceased,  there  was  a  sharp  separation  of  the  15  per  cent,  phosphor- 
copper  and  the  unphosphorized  copper. 

The  product  of  phosphorization  by  this  method  is  a  black,  brittle 
mass.  Freshly  fractured  surfaces  show  a  bright  luster.  It  is  interest- 
ing to  note  that  phosphorized  wire  frequently  is  hollow,  presenting  the 
appearance  of  tubes.  Owing  to  the  incipient  fusion  due  to  the  heat  of 
the  reaction,  the  phosphor-copper  may  be  removed  from  the  apparatus 
in  limips  and  used  in  this  form,  or  it  may  be  remelted  and  cast  in  any 
desired  mold. 
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The  products  from  several  heats  made  as  dl^cribed  were  melted  in 
crucibles  and  cast  into  ingots.  A  composite  sample  made  by  taking  pieces 
from  each  ingot,  pulverizing  and  mixing,  analyzed  15.11  per  cent,  phos- 
phorus. Pieces  taken  at  random  from  the  Several  heats  showed  a  very 
uniform  phosphorus  content  of  14.9  per  cent,  to  15.1  per  cent.  Red 
phosphorus  was  used  in  several  cases  and  the  same  product  obtained,  but 
owing  to  the  much  slower  rate  of  volatilization  of  the  red  phosphorus, 
the  rate  of  phosphorization  is  correspondingly  less  than  when  the  ordinary 
yellow  phosphorus  is  used. 

The  method  of  making  phosphor-copper  containing  15  per  cent,  of 
phosphorus,  as  outUned  above,  has  the  following  marked  advantages 
over  other  methods: 

(1)  The  copper  need  not  be  heated  over  400°  C.  (2)  The  phosphorus 
need  not  be  handled  near  hot  or  molten  metal.  (3)  There  is  no  loss  of 
phosphorus.  (4)  The  product  is  uniformly  15  per  cent,  phosphor-copper. 

Neither  the  10  per  cent,  nor  the  15  per 'cent,  phosphor-copper  repre- 
sent definite,  simple  chemical  compounds.  Heyn  and  Bauer'  state  that 
the  phosphorus  exists  in  the  alloys  as  CusP  and  Cu^Ps;  which  compounds 
contain  14.00  and  16.34  per  cent,  phosphorus,  respectively,  from  which 
it  would  appear  that  the  15  per  cent,  phosphor-copper  may  be  a  mixture 
of  the  above-mentioned  phosphides  in  almost  equal  proportions.  The 
uniformity  of  the  product  obtained  in  all  the  different  heats  made  by  this 
method  would  indicate  that  the  reaction  between  phosphorus  and  copper 
reaches  its  equiUbrium  at  a  definite  point  each  time  under  the  conditions 
as  outUned  above. 

The  same  principle  of  forming  compounds  or  alloys  of  volatile  with 
less  volatile  elements  may  be  used  for  preparing  other  alloys  than  phos- 
phor-copper. We  have  prepared  in  the  laboratory,  by  the  method  de- 
scribed, compounds  of  phosphorus  with  tin,  zinc,  and  cadmium;  of  arsenic 
with  copper,  silver,  lead,  and  cadmium;  and  of  selenium  with  copper. 

DISCUSSION 

P.  E.  DfiMMitER. — The  report  of  15  per  cent,  was  obtained  by  taking 
all  the  heats  made  in  the  two  styles  of  apparatus,  the  one  of  30  lb.  and 
the  other  of  130  lb.  capacity;  melting  them  together  in  large  crucibles, 
casting  them,  and  then  sampling  and  analyzing  them.  The  15.1  per 
cent,  represents  the  analysis  of  the  remelted  sample. 

As  near  as  it  is  possible  to  tell  from  the  appearance  of  the  surface 
there  is  little  loss  of  phosphorus  in  remelting.  If  charcoal  is  placed  on 
material  in  the  crucible,  a  phosphorus  flame  is  almost  entirely  absent. 
We  have  not  had  the  15  phosphor-coppers  catch  fire  after  they  are  cast. 

•  JnL  Soc.  Chem.  Ind.  (1906)  26,  1047. 
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A  small  ingot  cast  three  years  ago  has  at  present  a  slight  green  scum, 
which  we  attribute  to  the  presence  of  a  small  -amount  of  slag,  because 
the  inside  of  the  ingot  is  apparently  sound. 

W.  K.  Frank,  Pittsburgh,  Pa. — Is  it  not  possible  that  the  scum  is 
the  excess  phosphorus  that  is  held  in  solution  by  the  CuaP? 

P.  E.  Demmler. — It  would  probably  take  a  metallographic  exami- 
nation to  determine  anything  of  that  kind.  I  would  not  care  to  say  off- 
hand. 

G.  H.  Clamer,  Philadelphia,  Pa.— What  has  been  your  experience 
with  phosphor  tin  made  by  this  process? 

P.  E.  Demmler. — ^The  phosphor-tin  made  by  this  process  contained 
about  13  per  cent,  of  phosphorus  and  could  not  be  remelted  without 
decomposition  but  it  readily  dissolved  in  molten  tin.  When  the  tin- 
phosphorus  alloy  contained  as  high  as  5  or  6  per  cent,  phosphorus,  it 
could  not  be  melted  without  decomposition.  It  was  only  when  the  alloy 
contained  less  than  about  3  per  cent,  of  phosphorus^  preferably  about  2 
per  cent.,  that  there  was  stability  in  melting.  Above  2  per  cent,  or  3 
per  cent,  there  was  always  a  burning  of  phosphorus  on  attempting  to 
melt,  showing  a  rapid  decomposition  of  the  phosphor-tin. 
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Transition  Phenomena  in  Amalgams 

« 

By  Arthur  W.  Gray,*  Ph.  D.,  Milford,  Del. 

(Columbus  Meetiiig,  Ootober,  1020) 

The  thermal  analysis  of  a  metal  or  an  alloy  is  ordinarily  made  with 
the  aid  of  heating  and  cooling  ciirves  in  which  transitions  are  indicated 
by  the  rapid  changes  in  curvature  that  accompany  changes  in  the  rate  of 
heat  absorption  or  evolution.  Analysis  by  the  method  that  depends  on 
the  change  in  thermal  expansivity  is  not  customary,  partly,  at  least, 
because  of  the  difficulties  involved  in  making  the  necessary  measure- 
ments. However,  under  certain  circumstances,  the  dilatometric  method 
of  analysis  may  possess  advantages  over  the  thermometric  method  that 
will  justify  the  additional  trouble  required. 

The  addition  of  1  per  cent,  of  zinc  to  an  alloy  has  been  found  to  produce 
upon  the  volume  changes  that  take  place  during  transition  effects 
that  suggest  the  possibility  of  using  the  dilatometric  method  of  thermal 
analysis  as  a  rather  sensitive  means  of  obtaining  chemical  information. 
Although  the  illustrations  presented  in  this  paper  are  drawn  from  data 
obtained  during  an  investigation  of  dental  amalgams,  similar  phenomena 
can  doubtless  be  observed  with  other  alloys. 

Some  of  the  results  found  during  an  investigation  made  in  1917^ 
have  been  confirmed  by  data  on  the  thermal  expansivity  of  amalgams 
published  by  Souder  and  Peters  of  the  Bureau  of  Standards  in  reporting 
tests  of  dental  materials.'  Although  the  Bureau  of  Standards  made 
experiments  for  the  purpose  of  discovering  effects  of  including  zinc  as  one 
of  the  constituents  of  a  dental  alloy — a  matter  much  discussed  in  dental 
literature  but  without  the  presentation  of  reliable  experimental  evidence 
to  support  the  views  of  either  side — the  reports  of  the  tests  made  by  the 
Bureau  give  the  impression  that  certain  striking  phenomena  associated 
with  the  presence  of  zinc  were  not  noticed.  Among  such  phenomena  are 
those  connected  with  the  conditions  that  determine  whether  or  not  a 
specimen  of  amalgam  becomes  covered  with  droplets  from  which  crystals 
develop. 


*  Director  of  Physical  Research,  The  L.  D.  Caulk  Co. 

^  A.  W.  Gray:  Metallogr'aphic  Phenomena  Observed  in  Amalgams.  Trans, 
(1919)  60,  657-^97.     Jnl.  National  Dental  Assn.  (1919)  6,  51^-531  and  909-925. 

*  W.  H.  Souder  and  C.  G.  Peters:  An  Investigation  of  the  Physical  Properties  of 
Dental  Materials.  Dental  Cosmos  (1920)  62,  305-335.  Bureau  of  Standards  Tech, 
Papef  157  (1920)  1-40. 
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Crystal  Growth  During  Transition 

During  the  earlier  investigation  and  also  during  various  crushing 
strength  tests,  the  author  had  noticed  that  amalgams  from  alloys  contain- 
ing 1  per  cent,  or  so  of  zinc  became  studded  with  brilliant  crystals  when 
heated  into  the  transition  region,  while  similarly  treated  amalgams  from 
non-zinc  alloys  did  not. 

.  These  crystals  are  beautiful  six-sided  tablets,  which  apparently  belong 
to  either  the  hexagonal  or  the  orthorhombic  sj^tem,  and  project  from  the 
surfaces  of  the  amalgam  test  cylinders. 

All  the  test  cylinders  upon  which  observations  have  been  made  were 
prepared  in  the  manner  described  in  the  previous  paper,  ^  and  the  condi- 
tions Ukely  to  influence  results  were  definitely  known  and  controlled. 
In  particular,  each  specimen  was  molded  under  a  measured  packing  pres- 
sure applied  to  the  piston  that  condensed  the  amalgam  into  a  test  cylin- 
der. The  amalgams  were  made  from  alloys  having  approximately  the 
compositions  given  in  Table  1.  These  alloys  will  hereafter  be  referred  to 
by  the  letters  at  the  heads  of  the  columns  in  the  table. 

Table  1. — Compositions  of  Amalgam  Alloys* 


Silver. . 
Tin.... 
CJopper. 

Zinc 

Total 


75 

20 

5 

0 

100 


B 

69 

26 

5 

0 

100 


D 


H 


68  ! 

68 

68 

27 

26 

26 

5  : 

5 

5 

0 

0 

1 

100 

99 

100 

70 

70 

27 

27 

3 

3 

0 

1 

100 

101 

54 

30 

16 

0 

100 


*The  composition  of  each  alloy  is  here  stated  in  terms  of  parts  by  mass.  That 
of  alloy  D  is  expressed  in  such  a  way  as  to  point  out  that  D  is  made  by  omitting 
the  1  per  cent,  of  zinc  from  alloy  E.  Similarly  G  is  made  by  adding  1  per  cent,  of 
zinc  to  an  alloy  having  the  composition  F. 

Since  the  specimens  were  concealed  within  an  oil  bath  or  within  an 
electric  furnace  while  the  thermal  analysis  measurements  were  in  progress, 
some  specimens  were  also  placed  in  glass  test  tubes  and  immersed,  with 
a  mercurial  thermometer,  in  a  beaker  of  water  that  was  slowly  heated  by 
^Bunsen  burner.  It  was  then  found  that  whenever  amalgams  contain- 
ing zinc  were  heated  into  the  transition  region,  minute  drops  resembling 
mercury  oozed  through  the  surface  at  numerous  points  and  gradually 
increased  in  size.  As  a  rule,  the  drops  were  not  noticed  until  the  water 
surrounding  the  test  tubes  reached  a  temperature  of  about  80°  C. 

When  amalgam  cylinders  from  alloy  E  that  were  some  months  old,  and 
therefore  thoroughly  hardened,  were  warmed  until  the  droplets  appeared. 


'  A,  W.  Gray:  loc.  cit. 
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and  then  were  cooled  gradually,  crystals  suddenly  developed  when  the  tem- 
perature of  the  water-bath  reached  about  62"  C.    The  crystallization  tem- 


FlO.  la.  Fig.   16.  Fio.  2. 

Fid.  1.— Crystals  developed  DtraiNo  transition  op  dental  amalgam  con- 

TAININO  ZlfiC.      ^IaGNIFICATIONS  2  AND  20  DIAMETEKS. 

Fio.  2. — Amalgam  fbom  kisc  allot  E;  packed  under  100  kg.  per  circ.  cm. 

AND  HEATED  SOME  HONTBB  LATER.       MAGNIFICATION  4  D 


Fig.  3.  Fjo.  4. 

Fia.  3. — Amalgam  from  zinc  alloy  E;  packed  ttnder  800  kg.  per  circ.  cm. 

AND    HEATED   SOME    MONTHS    LATBn.       MaGN'IFICATION    4    DIAMETERS. 

FiQ.  4. — Amalgam  from  zinc  allot  E;  packed  o.vder  100  kq.  fed  circ.  cm. 

AND    HEATED    2    HR.    LATER.       MAGNIFICATION    4    DIAMETERS. 

perature  seems  to  be  rather  sharply  defined,  and  to  be,  at  least  approxi- 
mately, the  same  for  amalgams  molded  under  100  kg.  per  circ.  cm.  as  for 
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amalgams  molded  under  800  kg.*  The  packing  pressure,  however, 
exerted  a  marked  effect  on  the  size  and  the  distribution  of  the  droplets 
and  crystals.  As  the  pressure  increased,  the  droplets  and  crystals  became 
smaller  and  more  numerous,  as  shown  by  Figs.  2  and  3.     By  heating  for  a 


Pig.  5. — Amaloam  fbom  non-zinc  allot  D;  packed  itnder  25 
and'  heatbd  1  year  later.     magnification  4 

sufficient  time  cylinders  that  had  been  packed  under  100  kg.  percirc.  em., 
so  much  mercury  could  be  driven  out  that  some  would  remain  in 
the  liquid  state  after  the  crystals  had  f oi  med  and  the  amalgam  cooled  to 
room  temperature. 


Fio.  6,                                            Fjo.  7. 

Fig.  6.— Amalqau  prom  non-bimc  alloy  D;  facked  ttndbb  25  kg, 
:.  and  heated  1!^  hr.  later.    magnification  4  diameters. 
Fio.  7.— Amalgam  from  non-zinc  allot  D;  packed  ttndeb  400  kg. 

:.    AND    HEATED   3    BR.    LATER.       MAGNIFICATION    4    DIAMETERS, 

PER   CIRC. 

In  the  case  of  amalgams  that  were  only  a  few  hours  old,  fewer  drops 
were  exuded,  but  they  were  considerably  lai^er.  Upon  cooling,  the  crys- 
tals seemed  to  form  more  gradually  and  in  somewhat  rounded  groups.     In 

'  As  in  the  author's  previous  paper  on  ainaig,am8,  all  pressures  are  for  convenience 
expressed  in  terms  of  kilograms-weight  per  circular  centimeter.  This  is  analogous 
to  the  current  practice  of  using  the  circular  mil  as  a  unit  for  expressing  cross-section 
areas  of  wires.  The  use  of  the  circular  centimeter  instead  of  the  square  centimeter 
avoided  much  unnecessary  computation  in  expressing  the  results  of  about  five 
thousand  tests  on  cylindrical  specimens  1  cm.  in  diameter. 
4 

1  kg.  percirc.  cm.  =     kg.  per  sq.  cm.  =  18.10  lb.  per  sq.  in. 
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general,  the  faces  and  angles  were  not  so  sharply  defined.  The  blurring 
of  the  crystal  boundaries,  possibly  because  of  excess  mercury,  wasparticu- 
ularly  noticeable  when  the  packing  pressure  was  f^rly  low.  Fig.  4 
shows  a  cylinder  from  alloy  E  packed  under  100  kg.  per  circ.  cm.  and 
heated  when  about  2  hr.  old. 

Non-zinc  amalgam  cylinders  old  enough  to  have  become  thoroughly 
hardened  yielded  no  drops  or  crystals  upon  heating,  except  in  two 
cylinders  a  year  old  made  from  alloy  D  that  had  been  packed  under  a 
pressure    of    25  kg.    per  circ.   cm.     The  high   mercury  content  that 

ordinarily  accompanies  such  a  low 
packing  pressure  was  increased  by 
the  addition  of  surplus  mercury  ex- 
pressed during  the  condensation  of 
the  amalgam.  This  surplus  coated 
the  surfaces  of  the  cylinders  when 
they  were  removed  from  the  mold» 
and  diffused  inwardly  as  the  amal- 
gam  hardened.  The  crystals  ^that 
formed  on  these  cylinders  (Fig.  5) 
were  smaUer  and  fewer  than  those 
observed  on  zinc  amalgams  under 
similar  conditions. 

Freshly     prepared     amalgams 
"iio  from  non-zinc  alloys  exuded  drop- 
lets;   these,    however,   unlike   the 
Fig.  8.— Thermal  expansion  of  amalgam  droplets  exuded  by  the  amalgams 

FROM  NON-ZINC  ALLOY  F.  i.  •  n  ,.  ,  , 

from  zinc  alloys,  did  not,  as  a  rule, 
develop  crystals.  Usually,  these  droplets  became  reabsorbed  as  the 
heating  continued,  or  as  the  amalgam  cooled.  Whenever  crystals  did 
form  after  heating  freshly  prepared  non-zinc  amalgams,  they  were  ver>'' 
few  and  very  small.  Figs.  6  and  7  show  crystals  on  cylinders  from 
alloy  D  a  few  hours  old;  the  first  was  packed  under  25  kg.,  the  other 
under  400  kg.  per  circular  centimeter. 

Thermal  Expansion 

Thermal-expansion  measurements  were  made  by  means  of  the  lever 
dilatometer  used  for  reaction-expansion  measurements.'  The  cylin- 
drical specimen  of  amalgam  was  directly  immersed  in  a  slowly  heated 
bath  of  stirred  oil.  Observations  of  temperature  and  of  change  in  diameter 
of  the  specimen  were  taken  once  a  minute. 

The  dilatometer  indicated  not  the  total  expansion  of  the  specimen,  but 
the  difference  between  this  and  four-fifths  the  expansion  of  a  similar 
cylinder  of  invar,  which  formed  part  of  the  instrument.     Since  a  knowl- 

*  A.  W.  Gray:  loc.  cii.,  681. 
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edge  of  the  exact  expansivity  of  this  invar  cylinder  was  unnecessary, 
it  was  not  determined.  Therefore,  the  thermal  expansivity  values  given 
later  must  be  increased  by  adding  to  each  the  same  correction,  approxi- 
mately one  millionth.  In  determinations  of  reaction  expansion,  this 
correction  vanishes,  because  the  measurements  of  a  given  specimen's 
diameter  changes  are  all  made  at  the  same  temperature. 

The  amalgams  from  the  non-zinc  alloys  tested  yielded  expansion- 
temperature  ciuires  similar  to  those  in  Pig.  8,  which  represents  an  amal- 
gam made  from  alloy  F.  The  curves  show  results  of  heating  the  same 
specimen  on  successive  days;  the  arrows  indicate  the  direction  of  the 
temperature  change.  The  observations  were  so  close  together  that  it  was 
impossible  to  distinguish  individual  measurements.     Dash  lines  connect 
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Fig.  9. — Thermal  expansion  of  amal- 
gam FBOM  NOM-ZINC  ALLOT  C. 


Fig.  10. — Thermal  expansion  of 
amalgam  from  zinc  allot  g. 


points  corresponding  to  the  last  observation  of  one  day  and  the  first 
observation  of  the  following  day. 

The  typical  curve  for  a  non-zinc  amalgam  is  characterized  by  an 
almost  straight  portion  that  slopes  upwards  until  the  transition  begins, 
when  a  rapid  drop  to  a  sharp  minimum  occurs.  This  is  followed  by  a 
slight  but  rapid  rise,  which  is  succeeded  by  a  further  drop.  Reheating 
an  amalgam  yielded  a  curve  of  the  same  general  shape  as  that  obtained 
during  the  first  heating,  but  with  the  transition  region  characteristics 
less  pronounced. 

In  the  case  of  certain  non-zinc  amalgams,  especially  those  from  alloys 
low  in  silver  and  high  in  copper  (like  alloy  H)  these  characteristics, 
though  noticeable,  were  not  very  prominent.  This  observation  is  con- 
firmed by  the  expansion  curves  for  K  and  L  given  by  Souder  and  Peters.* 


•  hoc,  cU.,  Mg,  8. 
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ing  the  behavior  during  transition  is -indicated  by  Souder  and  Peters' 
curve  for  alloy  P,  which  begins  transition  with  a  contraction,  although 
it  contains  5  per  cent,  of  zinc.  The  fact  that  this  particular  alloy  contains 
only  60  per  cent,  of  silver  may  have  some  bearing. 

Table  2  presents  values  found  for  the  linear  thermal  expansivity  of 
several  amalgams  near  body  temperature  (37.5^  C).  The  letter  follow- 
ing the  specimen  number  indicates  whether  the  measurements  were  made 
during  the  first  or  the  second  heating  into  the  transition  region.  The 
horizontal  Une  separates  the  data  on  the  zinc  alloys  E  and  G  from  the 
data  on  the  non-zinc  alloys  F,  C,  and  H.  As  the  third  and  fouii.h  columns 
of  the  table  indicate,  the  amalgamation  was  thorough.  In  each  case 
a  liberal  supply  of  mercury  was  triturated  with  the  alloy;  and  the  tritura- 
tion time  was  excessive  for  the  3  gm.  alloy  used  in  making  a  cylinder. 
The  packing  pressure  given  in  the  fifth  column  was  maintained  8  min. 
during  the  molding  of  the  amalgam. 

All  the  specimens  had  been  used  in  reaction  expansion  tests  some 
months  before  these  thermal  expansion  measurements  were  made.  Dur- 
ing the  interval,  the  specimen  had  been  kept  in  an  incubator  at  body 
temperature.  In  the  last  column  is  recorded,  in  millionths  per  degree 
centigrade,  the  difference  between  the  thermal  exp  ansivity  of  each  amal- 
gam and  four-fifths  the  expansivity  of  the  invarcyUnder.  As  already 
stated,  a  correction  of  approximately  one  millionth  must  be  added  to 
each  value  given  in  the  table  to  obtain  the  expansivity  of  the  amalgam 
itself.  Omission  of  this  correction  in  no  way  affects  the  determination  of 
differences  among  the  expansion  coefficients  of  the  various  amalgams. 

The  amalgam  from  which  specimen  IV  was  made  was  subjected  to  a 
peculiar  thermal  treatment.  Immediately  after  trituration,  it  was 
rapidly  cooled  by  being  laid  upon  CO2  snow  for  10  min.  Then  it  was 
softened  by  sUghtly  warming  it  in  the  hand;  but  before  reaching  room 
temperature  it  was  molded  into  a  test  cylinder  for  determining  reaction 
expansion.^ 

Table  2  shows  no  great  differences  in  the  expansion  coefficients  of 
amalgams  prepared  from  alloys  varying  considerably  in  composition. 
The  range  in  silver  is  from  54  to  70  per  cent. ;  in  tin,  from  26  to  30;  in 
copper,  from  3  to  16;  and  in  zinc,  from  0  to  1.  Warming  into  the  transi- 
tion region  increased  the  body  temperature  expansivity  by  a  few  per  cent., 
except  in  the  case  of  alloy  C.  In  this  case  there  was  a  reduction  in 
expansivity. 

The  results  for  alloy  E  indicate  that  variations  in  amalgamation  and 


^  The  amalgam  was  subjected  to  this  treatment  so  as  to  test  a  process  advocated 
for  prolonging  the  time  that  a  dentist  might  take  while  inserting  a  filling  made  from 
one  of  the  high-grade,  and,  consequently,  rapidly  setting  alloys.  Lowering  the  tem- 
perature retards  the  reaction  that  causes  the  amalgam  gradually^  to  change  from  a 
soft,  plastic  mass  to  a  hard  substance  of  great  strength. 
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in  packing  pressure  are  without  much  effect  upon  the  thermal  expansivity, 
although  such  variations  profoundly  modify  reaction  expansion,  crushing 
strength,  mercury  content,  a]\d  other  properties,  especially  when  the 
packing  pressure  is  low.  The  expansivity  of  specimen  I  appears  to  be 
somewhat  greater  than  that  of  the  other  specimens  from  alloy  E.  Perhaps 
this  is  attributable  to  the  higher  mercury  content  resulting  from  the  lower 
packing  pressure.^  The  average  deviation  of  the  coefficients  foimd  for 
the  five  other  amalgams  from  the  same  alloy  differs  from  the  average  of 
the  five  coefficients  by  only  ±  0.3  in  24.3,  or  1.2  per  cent.  The  difference 
between  the  smallest  and  the  largest  of  the  five  values  is  1.2,  which  is 
4.9  per  cent,  of  the  average. 

Souder  and  Peters  report  the  three  values  25.0,  24.7,  and  28.0  for  the 
amalgams  that  they  prepi^red  from  substantially  the  same  alloy  as  E.* 
The  average  deviation  of  these  coefficients  from  their  average  is  ±  1.4  in 
25.9,  or  5.4  per  cent.;  the  difference  between  the  smallest  and  the  largest 
is  3.3  or  12.7  per  cent. 

These  comparatively  large  deviations  are  not  ascribable  to  the  type  of 
expansion  apparatus  used  by  Souder  and  Peters,  because  their  instrument 
(Priest's  modification^®  of  the  Fizeau  dilatometer)  is  capable  of  measuring 
small  elongations  with  high  accuracy.  The  deviations  are  due,  rather, 
to  their  failure  to  control  the  packing  pressure  and,  consequently,  the 
mercury  content  of  the  amalgam  specimens.  Experiments  on  specimens 
packed  by  dental  methods  are  useful  for  showing  results  to  be  expected  in 
dental  practice;  they  are  not  so  useful  when  the  object  isTto  make  precise 
comparisons  of  similar  materials. 

The  similarly  prepared  amalgams  from  alloys  F  and  G  yielded  almost 
identical  expansivities  at  body  temperature  the  first  time  they  were 
heated;  the  one  per  cent,  of  zinc  in  the  latter  does  not  show  any  effect 
until  transition  begins. 

Thermal  Analyses  by  Modified  Roberts-Austen 

Method 

Thermal  analyses  of  some  amalgams  were  made  by  the  Roberts- Austen 
differential  method  changed  so  that  the  primary  thermometer  gave  the 
temperature  of  the  neutral  body  instead  of  the  temperature  of  the  speci- 
men under  investigation.  The  apparatus  shown  in  Fig.  13  was  employed. 
The  bulb  of  a  mercurial  thermometer  serves  as  neutral  body.  Bound  close 
against  this  by  several  layers  of  silk  is  one  junction  of  a  copper-con- 


*  Irregularities  in  results  obtained  at  the  Bureau  of  Standards  with  hand-packed 
amalgams  appear  to  support  this  view. 

*  Lac.  ciL,  316.     Their  aUoy  C. 

*  I.  Q.  Priest:  A  New  Interferential  Dilatometer.     Bureau  of  Standards  Sci.  Paper 
365,  BuU.  16  (1920)  669-678. 

VOL.  LXIV. — 32. 
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stantan  thermoelemeDt;  the  other  junction  is  located  near  the  thin, 
drawn-out  tip  of  the  glasa  tube  that  encloses  both  thermometer  and 
thermoelement.  This  tip  is  inserted  in  a  hole  drilled 
axially  into  the  specimen;  therefore  the  thermoelement 
determines  the  temperature  difference  between  the 
specimen  and  the  thermometer  bulb.  It  was  con- 
nected directly  in  series  with  a  Leeds  &  NorthrupType  P 
galvanometer,  and  with  sufficient  resistance  to  yield 
critical  damping.  The  sensitivity  was  such  that  one 
scale-division  corresponded  to  0.05°  C,  so  that  read- 
ings to  0.01°  C.  were  easily  obtained. 

The  specimen  and  the  neutral  body,  surrounded  by 
a  glass  tube  and  a  few  millimeters  of  asbestos,  were 
simultaneously  heated  within  a  small  electric  furnace 
supplied  with  current  from  a  portable  storage  battery. 

-  The  resistor  was  wound  around  a  piece  of  iron  pipe. 
A  thermoelement  with  one  junction  just  under  the 
heating  coil  and  the  other  close  to  the  inside  wall  of 
the  pipe,  indicated  the  radial  temperature  gradient. 
By  gradufdiy  reducing  the  control  resistance  so  as  to 
keep  this  gradient  constant  while  the  temperature 
was  being  increased,  a  regular  heating  rate  was  easily 
maintained.  This  was  close  to  0.5°  C.  per  minute. 
Both  the  mercurial  thermometer  and  the  thermoele- 
ment galvanometer  were  read  every  quarter  minute. 

A  typical  set  of  heating  and  cooling  curves  is  re- 
produced in  Fig.  14,  which  shows  the  behavior  of  amal- 
gam from  alloy  B.  The  arrows  to  the  left  indicate  the 
direction  of  the  temperature  change;  the  adjacent  num- 
bers indicate  the  consecutive  heatings  of  the  eame 
specimen  of  amalgam.  The  temperatures  at  the  bottom 
of  the  chart  are  those  of  the  specimen.  The  distance 
between  one  horizontal  line  and  the  next  represents  a 
temperature  difference  of  2.5°  C.  between  specimen 
and  neutral.  In  the  following  three  charts  the  same 
distance  represents  1°  C. 

The  thermal  analysis  curves  of  Fig.  14  exhibit  the 

-  followii^  prominent  features:  The  first  time  the  amal- 
j  gam  is  warmed,  the  heat  absorption  marking  traqsi- 
>  tion  takes  place  rather  suddenly.     It  is  also  fairly  in- 

MMHo^    *™'^''  tense,  resulting  in  a.  temperature  difference  of  about  5" 

C  between  the  specimen  and  the  neutral  body.     Upon 

subsequent  warmings,  the  absorption  begins  about  5°  C.  lower  than  upon 

the  first  warming;  it  also  proceeds  much  more  gradually  and  is  completed 
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at  a  lower  temperature.  The  magnitude  of  the  absorption  is  consider- 
ably less  during  the  second  than  during  the  first  heating.  It  is  still  less 
during  the  third;  but  thereafter  little  or  no  change  is  observable.  The 
sharp  minima  in  the  several  heating  curves  occur  at  nearly  the  same 
temperature,  which  decreases  slightly  with  each  warming.  The  tem- 
peratures observed  upon  the  five  consecutive  heatings  of  this  speci- 
men were  74.4^,  73.7°,  73.6°,  73.3°,  and  73.1°  C.  The  temperature 
region  marked  by  rapid'  heat  absorption  agrees  closely  with  the  region 
marked  by  the  first  rapid  contraction  in  the  case  of  the  non-zinc  amal- 
gams (Figs.  8  and  9),  and  by  the  rapid  expansion  in  the  case  of  the  amal- 
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Fig.  14.  Fio.  15. 

Fig.  14. — Typical  thebmal  analysis  curves,  showing  changes  on  consecu- 

TIVB  heatings;   AJfALGAM  FBOM   ALLOY   B. 

Fig.  15. — Amalgam  from  alloy  A. 


gams  containing  zinc  (Figs.  10, 11,  and  12).  During  cooling  throughout 
a  temperature  interval  of  60°  C,  no  corresponding  evolution  of  heat  is 
evident.  Fig.  15  is  a  striking  example  of  smaller  heat  absorption  dur- 
ing the  second  warming  through  the  transition  region.  The  temperatures 
marked  by  the  minima  are  75.0°  and  72.3°  C. 

Fig.  16  shows  the 'effect  of  adding  1  per  cent,  of  zinc  to  the  alloy  from 
which  the  amalgam  is  made.  The  lower  curves  represent  alloy  F;  the 
single  curve  near  the  top  of  the  chart,  alloy  G.  The  preparation  and  the 
subsequent  treatment  of  both  specimens  were  made  as  nearly  alike  as 
possible.  The  addition  of  the  zinc  increased  the  heat  absorption;  also 
it  increased  from  77.0°  to  78.1°  C.  the  temperature  at  which  the  minimum 
appears  in  the  curve  of  first  heating. 

Although  differences  between  the  amalgams  are  unmistakably  disclosed, 
the  contrast  is  by  no  means  so  striking  as  that  brought  out  in  Figs.  8  and 
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10  by  the  dilatometric  method  of  thermal  analysis  applied  to  a  pair  of 
amalgams  from  the  same  alloys  F  and  G.  The  differences  obtained  are 
not  attributable  to  the  fact  that  each  cylinder  of  the  pair  examined  by  the 
thermometric  method  was  prepared  from  6  gm.  alloy  triturated  with 
1.60  times  this  mass  of  mercury  for  4  min.  and  molded  imder  a  pressure  of 
400  kg.  per  circ.  cm.,  while  each  cylinder  of  the  pair  examined  by  the 
dilatometric  method  was  prepared  from  3  gm.  alloy  triturated  with  2.00 
times  this  mass  of  mercury  for  6  min.  and  molded  under  a  pressure  of 
141  kg.  per  circular  centimeter. 

Fig.  8,  as  well  as  Fig.  16,  indicates  that  the  transition  of  amalgam  pre- 
pared from  alloy  F  starts  at  a  lower  temperature  and  proceeds  more  gradu- 
ally the  second  time  the  specimen  is  heated.    Likewise,  in  the  second 
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Fig.  16.  Fio.  17. 

Fia.  16. — Influence  op  zinc;  loweb  cubves  fbom  non-zinc  alloy  F,  top 

CUBVE  FBOM  ZINC   ALLOT  G. 

FlQ.  17.— InFLTTENCB  op  packing  PBESSXTBE;  loweb  CTTBVE  FBOM  AMALGAM  OF 
ALLOT  E  MOLDED  UNDEB  141  KG.  FEB  CIBC.  CM.,  UPPEB  CXTBVE  FBOM  SAME  AMALGAM 
MOLDED  UNDEB  1131  KILOGBAM. 


curve  of  each  figure,  the  minimum  appears  sooner  and  is  less  prominent 
than  in  the  first  curve. 

Fig.  17  shows  that  increasing  the  packing  pressure  from  141  to  1131 
kg.  per  circ.  cm.  reduces  but  little  the  heat  absorption  during  the 
transition  of  an  amalgam  from  alloy  E,  while  it  produces  no  clearly 
evident  effect  on  either  the  temperature  ^t  which  the  sudden  descent 
begins  or  the  temperature  at  which  the  minimum  is  reached.  The 
observed  change  from  77.5°  to  77.2°  C.  is  without  significance. 

The  four  alloys  represented  by  Figs.  14,  15,  and  16  were  all  amalga- 
mated under  the  same  conditions  and  were  all  packed  upder  400  kg. 
per  circ.  cm.     The  results  of  subjecting  .their  amalgams  to  thermal 
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analysis  afford,  therefore,  some  information  in  regard  to  effects  aseriba- 
ble  to  variations  in  the  compositions  of  the  alloys.  Alloys  A  and  B 
both  contain  5  per  cent,  copper  and  no  zinc.  They  differ  only  in  silver- 
tin  ratio.  Figs.  15  and  14  indicate  that  reducing  this  ratio  from  ''^io 
=  3.75  to  ^He  =  2.65  makes  but  little  change  (75.0^  to  74.4^  C.)  in  the 
transition  temperature  observed  on  first  heating.  It  does,  however, 
materially  lessen  the  reduction  in  heat  absorption  noticeable  on  the 
second  curve  for  each  alloy. 

Alloys  B  and  F  do  not  differ  widely  in  silver-tin  ratio  (^%6  =  2.65 
and  '^%7  =  2.59).  Reducing  the  copper  content  from  5  to  3  per  cent, 
has  increased  from  74.4°  to  77.0®  C.  the  temperature  at  which  the  mini- 
mum appears  in  the  curve  of  first  heating.  It  has  also  lessened  the  heat 
absorption  considerably.  Upon  second  heating,  however,  no  significant 
difference  is  observable  in  the  transition  temperatures  of  the  amalgams 
from  the  two  alloys:  73.7°  C.  for  B  and  73.5°  for  F. 

Alloys  B  and  E  have  the  same  copper  content  (5  per  cent.),  the  same 
tin  content  (26  per  cent.),  and  nearly  the  same  silver  content  (69  and  68 
per  cent.,  respectively).  They  differ  principally  in  that  E  contains  1 
per  cent,  of  zinc  and  B  none.  The  amalgam  from  B;  packed  under  400 
kg.  per  circ.  cm.,  shows  the  minimum  in  the  curve  of  first  heating 
at  74.4°  C.  The  amalgams  from  E,  packed  under  141  and  1131  kg., 
show  the  minimum  at  77.5°  and  77.2°  C,  respectively.  Thus,  the  re- 
sults from  alloys  B  and  E  confirm,  to  some  extent,  those  from  F  and  G. 
The  addition  of  zinc  appears  to  raise  the  transition  temperature. 

DISCUSSION 

WiLMER  SouDER  and  Chauncey  Peters,  Washington,  D.  C. 
(written  discussion). — The  paper  deals  in  part  with  the  actions  taking 
place  at  temperatures  between  70°  and  85°  C.  and  further  confirms  the 
probable  universality  of  the  abnormal  behavior  of  amalgams  at  such 
temperatures;  but  it  is  not  likely  that  any  amalgam  filling  in  situ  will 
receive  this  extreme  temperature  treatment. 

Doctor  Gray  has  implied  that  hand-packed  specimens  are  less  uniform 
than  mechanically  packed  specimens,  and  calls  attention  to  our  variation 
of  12.7  per  cent,  in  expansivity  for  a  certain  alloy  C.*^  The  larger  part 
of  this  variation  may  well  be  due  to  a  lack  of  uniformity  of  manufacturers' 
product  since,  as  stated  in  the  paper,  different  bottles  of  alloy  were  used 
for  these  tests.  That  machine-packed  specimens  are  not  homogeneous, 
under  reasonable  conditions,  is  shown  by  the  14  per  cent,  variation  of 
two  points  on  the  curve  of  crushing  strengths  reported  to  this  society 
two  years  ago  by  Doctor  Gray.  *^    (In  the  absence  of  any  statement  to  the 

1^  Transition  Phenomena  in  Amalgams,  10. 

"  Metallographic  Phenomena  Observed  in  Amalgams.    Trans,  (1919)  60. 
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contrary,  it  is  assumed  that  all  tests  are  for  the  same  alloy.)  Fig.  18^' 
represents  crushes  from  a  machine-packed  amalgam  under  conditions 
that  could  possibly  be  reproduced  in  the  mouth.  The  agreement 
improves  somewhat  in  Fig.  19^^  where  the  mechanical  packing  pressure  is 
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Memvy-Alloy  Ratio  Ptoctod  ander  400  kg 

Fig.  10. — Modification  of  Fig,  18  pboducbd  bt  incbbasino  packing  pbbssubb 

FBOM  141  to  400  kg.  pbb  cib.  cm. 

far  above  mouth  possibilities;  at  eight  to  ten  times  the  possible  mouth 
pressures,  Rg.  20,"  the  uniformity  is  very  much  better. 

'*Fig.  7,  Metallographic  Phenomena  Observed  in  Amalgams. 
^*  Fig.  8,  same  paper.  ^*  Fig.  0,  same  paper. 
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This  indicates  that  specimens  packed  in  steel  tubes  with  a  close  fitting 
piston,  forced  down  with  a  single  thrust  have  non-uniform  spots,  mercury 
pockets^  voids,  etc.,  unless  the  pressure  used  is  approximately  ten  times 
that  possible  for  use  in  the  mouth. 

When  Doctor  Gray's  values  for  expansion  are  corrected  by  the  amount 
indicated,  they  run  slightly  higher  than  ours,  with  perhaps  a  tendency 
to  higher  values  for  the  lower  mechanical  packing  pressures;  this  may  be 
due  to  an  over  correction  for  the  inaccuracy  of  his  dilatometer  or  to  the 
presence  of  mercury  pockets  in  the  specimens,  mercury  being  an  element 
of  large  expansivity.    The  company  with  which  Doctor  Gray  is  associated 
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has  spent  three  yiears  research  in  developing  a  set  of  handrpacking  in- 
struments and  a  technique''  which  it  claims  eliminates  voids  in  the  amal- 
gams and  assures  a  homogeneous  filling.  Definite  instructions  usually 
accompany  each  ounce  of  alloy;  some  companies  specify  a  special  set  of 
instruments  and  frequently  employ  men  to  demonstrate  the  proper 
manipulation  of  their  alloys,  to  secure  the  best  results.  We  have  secured 
many  valuable  suggestions  from  these  representatives.  In  our  work 
we  attempted  to  comply  explicitly  with  each  reasonable  detail.  In  the 
article  quoted,"  we  say: 

The  greatest  variation  in  results,  when  using  a  given  manipulation,  appears 
to  arise  not  so  much  from  slight  irregularities  in  manipulation  of  alloy  as  from  varia- 
tion in, alloy  from  package  to  package.    Another  method  of  securing  uniformity 

"  L.  D.  Caulk:  DeniaJL  Qtuarterly  (Feb.,  1919),  20. 

17  W.  H.  Souder  and  C.  G.  Peters:  An  Investigation  of  the  Physical  Properties  of 
Dental  Materials. 
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of  results  resorted  to  by  some  investigators  consists^  in  packing  specimens  under 
continued  mechanical  pressure,  allowing  several  minutes  to  elapse  before  removing 
them  from  the  matrix.  The  authors  have  been  more  interested  in  finding  what 
happens  to  amalgams  as  they  are  ordinarily  used,  or  should  be  used. 

Perhaps  the  impression  has  'been  left  that  our  work  on  zinc  content 
of  amalgams  is  not  definite.  Those  familiar  with  the  amalgam  problems 
know  that  practically  all  discussions  on  the  effect  of  zinc  have  hinged  on 
the  question  of  the  electromotive  forces  of  zinc  and  non-zinc  amalgams. 
In  the  light  of  this  we  include  the  table  of  values  that  summarizes  the 
work  on  electromotive  forces.  From  this  table  we  may  conclude  that  no 
effect  need  be  expected  due  to  differences  of  electromotive  force  between 
zinc  and  non-zinc  alloys.  The  question  of  what  takes  place  between 
gold  and  amalgam  is  far  more  important. 

As  to  the  effect  of  zinc  on  the  transformation  or  critical  region,  we 
cannot  attach  nearly  the  importance  given  it  by  Doctor  Gray.  The  fact 
that  alloys  of  zinc  and  non-zinc  "sweat"  droplets  at  or  near  the  critical 
region  makes  us  cautious  in  generalizing  the  indicated  expansivities  above 
60**  C.  These  droplets  sometimes  crystallize,  as  shown  by  his  photo- 
graphs. These  crystals  may  contain  as  much  as  75  per  cent,  tin,  the 
remainder  being  mercury.  When  one  of  these  droplets  exudes  beneath 
a  lever  of  the  expansivity  apparatus  it  causes  this  lever  to  indicate  false, 
thermal  expansion.  As  this  liquid  crystallizes,  which  it  will  do  at  falling 
temperatures,  it  separates  farther  the  parts  of  the  apparatus  and  indi- 
cates an  expansion  of  local  crystals  whereas  the  major  part  of  the  speci- 
men may  be  undergoing  real  contraction.  Figs.  10,  11,  and  12  are  easily 
explained  by  this  fact. 

Table  3. — Electromotive  Force  of  Zinc  Alloys 


AUoy 


E.Dl.f. 


AUoy 


Ei.m.f. 


0  per  cent,  zinc 

0  per  cent,  sine  (duplicate) 

0  per  cent,  zinc,  16  per  cent,  copper. . . . 

0  per  cent,  zinc,  16  per  cent,   copper 

(duplicate) 


-0.54 
-0.66 
-0.62 

-0.62 


1  per  cent,  zinc . 

2  per  cent,  zinc . 
6  per  cent.  zinc. 

Gold  (metallic) 


-0.62 
-0.52 
-0.51 
-f0.002 


We  have  watched  these  drops  exude  beneath  the  contact  of  the  inter- 
ferometer. When  they  form  at  points  other  than  those  of  contact,  the 
amalgam  may  pass  through  this  region  with  only  a  slight  jog  in  the  curve. 
Our  experiments  showed  that  it  was  not  likely  that  any  am.  Igam  filling 
would  be  subjected  to  this  high  temperature;  the  hottest  temperatiures 
recorded  in  amalgams  in  the  mouth  are  below  this.  Hence,  Utfle  attention 
is  being  given  to  this  phase  of  the  investigation,  as  it  does  not  appear  to 
be  of  vital  importance  in  dental  fields. 
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Arthur  W.  Gray  (author's  reply  to  discussion). — Messrs.  Souder 
and  Peters  attempt  to  show  that  specimens  of  dental  amalgams  condensed 
in  a  mold  by  a  measured  pressure  applied  through  a  piston  are  no  more 
uniform,  under  what  they  term  reasonable  conditions,  than  specimens 
packed  by  hand  pressure  with  the  instruments  used  by  dentists  in  filling 
teeth.  They  cite  two  points  plotted  on  a  chart"  published  to  show  how 
the  crushing  strength  of  an  amalgam  is  affected  by  varying  the  relative 
amounts  of  mercury  and  alloy  that  are  mixed  together.  These  points 
represent  two  cylinders  that  failed  under  crushing  loads  of  3627  kg.  and 
3167  kg.,  respectively.  The  difference  between  these  extreme  values  is 
about  13.5  per  cent,  of  their  average.   . 

They  apparently  failed  to  note  that  all  the  charts  preceding  Fig.  12 
in  the  paper  cited  represent  the  results  of  preliminary  tests,  in  which  the 
specimens  were  crushed  at  room  temperature,  and  both  the  compression 
and  the  balancing  of  the  crushing  load  were  regulated  by  hand.  One  of 
the  two  cylinders  was  made  five  days  before  the  other  from  a  different 
batch  of  alloy.  Both  were  crushed  24  hr.  after  making,  or  before  the 
amalgam  had  completely  hardened.  Thus,,  the  deviation  ascribed  to 
lack  of  homogeneity  in  machine-packed  amalgams  may  well  have  been 
due  to  variation  in  any  one  or  more  of  several  unknown  factors,  including 
those  occasional  irregularities  that  seem  inseparable  from  strength  tests. 

If  reference  be  made  to  Figs.  12  and  15  to  20  of  the  same  paper,  no 
such  deviations  will  be  found,  although  all  the  points  in  the  charts 
represent  individual  specimens  and  no  results  in  any  series  have  been 
suppressed,  even  when  they  deviated  more  than  usual  from  the  averages. 
On  the  other  hand,  in  the  charts  representing  the  preUminary  tests, 
without  temperature  control  and  without  regularity  in  load  application, 
numerous  examples  can  be  found  of  even  greater  deviations  than  the 
one  cited.  The  results  of  some  preliminary  tests  were  published  because, 
in  spite  of  their  large  deviations,  they  appeared  to  give  sufficient  evidence 
in  regard  to  the  phenomena  that  they  were  designed  to  elucidate. 

As  Messrs.  Souder  and  Peters  point  out,  the  deviations  of  the  plotted 
points  from  the  curves  in  the  three  charts  that  they  reproduce  decrease 
with  increase  of  packing  pressure.  An  improvement  of  this  kind  is  to  be 
expected.  But  that  it  may  not  all  be  due  to  increase  of  packing  pressure 
is  suggested  by  some  of  the  large  deviations  at  still  higher  pressures 
plotted  in  Fig.  6  of  the  same  paper.  Moreover,  400  kg.  per  cir.  cm.  is 
not  far  above  mouth  possibilities  and  1131  kg.  per  cir.  cm.  is  not  eight 
to  ten  times  the  possible  mouth  pressures,  as  Messrs.  Souder  and  Peters 
assert.     It  is  true  that  a  pressure  of  400  kg.  per  cir.  cm.,  which  is  equiva- 


**  A.  W.  Gray:  Metallographic  Phenomena  Observed  in  Amalgams.     Trans 
(1919)  60,  666.     JrU.  National  Dental  Assn.  (1919)  6,  520. 
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lent  to  4  kg.  per  cir.  mm.,  is  not  usual  in  filling  a  tooth;  but  it  is  possible 
in  small  cavities  favorably  located. 

Specimens  of  dental  amalgams  packed  by  piston  pressure  do  show 
non-uniform  spots,  mercury  pockets,  voids,  etc.,  especially  at  low  packing 
pressures.  These  defects  can  easily  be  seen  with  a  low-power  micro- 
scope and  often  with  the  naked  eye.  To  a  large  extent  they  can  be 
obliterated  by  suitable  manipulation  of  the  amalgam  during  packing 
with  dental  instruments;  but  their  frequent  occurrence  even  in  hand- 
packed  amalgams  can  easily  be  verified  by  the  examination  of  fillings  in 
extracted  teeth. 

The  various  dental  alloys  on  the  market  differ  widely  in  regard  to  the 
ease  with  which  such  defects  in  fillings  can  be  avoided.  These  differences 
are  readily  detected  by  observing  under  moderate  magnification  the 
surfaces  of  amalgams  packed  by  piston  with  the  same  fairly  low  pressure, 
such  as  25  or  50  kg.  per  cir.  cm.  They  are  most  clearly  revealed  when 
sufficient  time  has  elapsed  after  packing  for  the  free  mercury  on  the 
surfaces  to  diffuse  into  the  interiors.  Structural  defects  that  interfere 
with  proper  adaptation  of  the  amalgam  to  the  walls  of  the  tooth  cavity 
are  quite  as  serious  as  the  shrinkage  -and  flow  of  amalgams  from  low- 
silver  alloys.  A  proper  testing  procedure  will  accentuate  rather  than 
conceal  imperfections  in  a  material  under  examination. 

The  packing  instruments  to  which  Messrs.  Souder  and  Peters  refer 
■  were  designed  to  assist  dentists  in  filling  teeth.    They  were  not  designed 
to  prepare  specimens  for  ph3rsical  tests  intended  to  compare  different 
dental  alloys. 

The  condensation  of  amalgam  test  specimens  by  hand  pressure  or 
mallet  blows  is  fundamentally  wrong  if  the  object  be  to  make  a  reasonably 
accurate  comparison  of  different  dental  amalgam  alloys.  Messrs. 
Souder  and  Peters  appear  to  have  confused  testing  for  this  purpose  with 
testing  to  learn  the  behavior  of  different  amalgams  when  employed  for 
filUng  teeth.  No  testing  method  can  be  regarded  as  satisfactory  until 
it  is  capable  of  such  definite  specification  that  different  investigators  will 
obtain  essentially  the  same  results  when  attempting  to  test  the  same 
material  in  accordance  with  the  specified  procedure.  Dental  amalgams 
are  so  sensitive  to  manipulation  during  packing  that  different  observers 
get  widely  divergent  results  from  hand  packing  the  same  alloy  even  when 
following  the  same  directions.  Machine  packing  under  measured  pres- 
sure is  capable  of  definite  specification,  and  yields  results  reproducible 
with  fair  uniformity,  even  as  regards  non-uniform  spots,  mercury  pockets, 
voids,  etc.  Hand  pressure,  mallet  blows,  burnishing,  tamping,  and  other 
dental  manipulations  that  depend  on  the  judgment  and  skill  of  the  opera- 
tor are  not  capable  of  definite  specification. 

Although  mechanical  packing  under  high  pressure  can  be  used  to 
produce  amalgam  specimens  considerably  stronger  than  those  produced 
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by  dental  methods  of  packing,  it  is  not  necessary  ta  force  up  the  strength 
in  this  way.  Test  specimens  can  also  be  prepared  under  packing  pres- 
sures that  will  yield  amalgam  of  which  the  strength  and  other  char- 
acteristics will  be  essentially  the  same  as  obtained  when  dental  methods 
are  used.  - 

Because  the  knowledge  of  such  packing  pressures  is  of  great  impor- 
tance in  furnishing  a  connecting  link  between  the  methods  of  manipula- 
tion necessary  in  dental  practice  and  the  methods  of  manipulation 
suitable  for  comparative  tests  of  dental  alloys,  I  have  determined 
the  mean  effective  dental  packing  pressures  employed  by  different  in- 
dividuals in  condensing  amalgam.  These  range  from  less  than  20  to 
more  than  200  kg.  per  cir.  cm.  in  packing  cylindrical  cavities  only  3  mm. 
in  diameter.  Even  in  the  case  of  a  dentist  possessing  unusual  skill  in 
making  amalgam  restorations,  the  mean  effective  pressing  ranged  from 
62  to  234  kg.  Larger  cavities,  such  as  those  used  by  Messrs.  Souder  and 
Peters,  while  easier  to  pack  mechanically,  are  still  more  difficult  to  pack 
by  hand. 

Messrs.  Souder  and  Peters  do  not  indicate  how  they  determined 
''possible  mouth  pressures."  The  mean  effective  dental  packing  pressure 
cannot  be  computed  from  measurements  of  the  operator's  hand  thrust  and 
the  area  of  the  packing  instrument  used.  Since  it  depends  on  several 
other  factors,  including  the  size  of  the  cavity  and  the  nature  of  the 
amalgam,  it  must  be  determined  experimentally.  For  this  purpose, 
use  may  be  made  of  variations  in  any  property  that  can  be  expressed  as 
a  known  fimction  of  the  packing  pressure,  such  as  strength,  mercury 
content,  density,  or  reaction  expansion. 

In  the  cases  cited,  the  mean  effective  pressure  was  determined  by 
application  of  the  logarithmic  law  connecting  crushing  strength  with 
packing  pressure.^'  The  specimens  were  all  crushed  when  within  one 
degree  of  37.5**  C.  and  corrections  were  applied  for  any  deviations  from 
this  temperatiu^.  For  determining  the  constants  in  the  equation,  a  pair 
of  test  cylinders  were  packed  under  each  of  the  following  pressures: 
100,  200,  400,  800,  and  1600  kg.  per  cir.  cm.  The  crushing  strength 
foimd  for  each  cylinder  differed  from  the  average  for  the  pair  by  1.1, 
0.2,  2.6,  2.0,  and  1.3  per  cent.,  respectively,  the  average  being  1.4  per  cent. 

Thirteen  specimens  of  the  same  amalgam  were  packed  by  hand  in  the 
same  mold  with  dental  instruments;  each  of  four  individuals,  using  the 
same  instruments,  packed  from  one  to  five  specimens  as  well  as  he  could. 
The  average  deviation  from  the  average  crushing  strength  was  7.6  per 
cent,  of  this  average;  the  difference  between  the  highest  and  the  lowest 
value  was  34  per  cent.  The  average  value  of  the  mean  effective  packing 
pressure  was  68  kg.  per  cir.  cm. ;  the  average  deviation  from  this  was  64 


"  Traru,,  664;  Jnl,  N.  D.  A.,  618. 
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per  cent. ;  the  difference  between  the  highest  (234  kg.)  and  the  lowest 
(17  kg.)  was  321  per  cent.  Do  these  results  indicate  that  hand-packed 
specimens  are  more  reliable  than  machine-packed  ones  for  the  purpose  of 
comparing  different  dental  amalgam  alloys? 

In  trying  to  account  for  their  variation  of  12.7  per  cent,  in  the  thermal 
expansivity  of  a  certain  alloy,  Messrs..  Souder  and  Peters  assert  that 
"the  larger  part  of  this  variation  may  well  be  due  to  a  lack  of  uniformity 
of  manufacturers'  product  since,  as  stated  in  the  paper,  different  bottles 
of  alloy  were  used  for  these  tests; "  and  again,  that "  the  greatest  variation 
in  results,  when  using  a  given  manipulation,  appears  to  arise  not  so  much 
from  sUght  irregularities  in  manipulation  of  alloy  as  from  variations  in 
alloy  from  package  to  package. "  This  explanation  is  plausible,  but  it  is 
not  valid.  They  submit  no  data  to  show  that  their  experimental  tech- 
nique is  sufficiently  rieliable  to  jdeld  substantially  the  same  result  when- 
ever a  given  test  is  repeated  with  samples  of  alloy  from  the  same  package. 
They  have  failed  to  control  either  packing  pressure  or  temperature,  both 
of  which  exert  considerable  influence  upon  the  behavior  of  a  dental 
amalgam.'^  At  body  temperature,  a  change  of  1°  C.  changes  the  crush- 
ing strength  approximately  50  kg.  per  cir.  cm.,  or  900  lb.  per  sq.  in.  If 
neither  temperature  nor  packing  pressure  is  controlled,  what  significance 
can  be  attached  to  variations  of  a  few  thousand  pounds  per  square  inch 
in  the  results  of  crushing  tests?  Messrs.  Souder  and  Peters  have  pub- 
lished results  to  50  lb.  per  sq.  in.,  notwithstanding  such  fluctuations 
due  to  temperature  alone.*' 

As  a  matter  of  fact,  numerous  tests  of  dental  alloys  fail  to  show  any 
such  lack  of  uniformity  as  Messrs.  Souder  and  Peters  assume.  Some 
alloys  are,  indeed,  defective,  especially  as  regards  annealing.  Some  manu- 
facturers, recognizing  that  their  products  change  with  age,  date  the 
packages  and  inform  the  dentist  that  alloy  more  than  a  year  old  should 
be  exchanged  for  fresh  material. 

The  correction  that  Messrs.  Souder  and  Peters  have  ascribed  to  the 
inaccuracy  of  my  dilatometer  is  a  correction  of  exactly  the  same  nature 
as  the  one  they  apply  to  their  own  measurements  because  of  the  expan- 
sion of  the  base  of  their  interferometer,  and  which  they  designate  by 
Cs  in  equation  (4).^  Since  my  reference  material  was  invar  instead  of 
glass,  my  correction  was  only  about  one-tenth  (or  perhaps  only  about 
one-twentieth)  of  the  correction  necessary  with  the  interferometer.  For 
my  purposes  a  closer  knowledge  of  the  expansivity  did  not  warrant  the 
labor  involved  in  a  special  determination. 


*•  Ibid. 

'^  Table  3,  entitled  "Comparison  of  Amalgams,"  Dental  Cosmos  (1920)  62,  332- 
334;  Bureau  of  Standards  Tech,  Paper  157  (1920)  38. 

"  Denial  Cosmos  (1920)  62,  312;  Bureau  of  Standards  Tech,  Paper  167,  13. 
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The  claims  that  have  been  made  in  regard  to  the  effect  of  ^inc  on  a 
dental  amalgam  have  by  no  means  been  confined  to  its  alleged  effect  on 
electromotive  force.  This  particular  claim  is  of  recent  origin,  and  has 
been  exploited  mainly,  if  not  solely,  in  connection  with  advertising  propa- 
ganda. Measurements  made  by  the  writer  early  in  1917  showed  that 
zinc  produced  but  little  effect  on  the  electromotive  force  developed  be- 
tween gold  and  amalgam,  either  in  the  mouth  or  in  various  electrolytes. 
The  results  pubUshed  by  Messrs.  Souder  and  Peters  confirm  these  ob- 
servations. 

Messrs.  Souder  and  Peters  do  not  make  clear  how  Figs.  10  and  11  are 
easily  explained  by  an  expansion  of  local  crystals  during  their  formation 
at  falling  temperatures,  since  both  of  these  figures  show  the  abnormal 
expansion  at  constant  or  slowly  rising  temperatures. 

They  certainly  would  not  insist  that  the  phenomena  I  have  recorded 
are  of  no  importance  in  dental  fields.  Failure  to  show  immediate  prac- 
tical appUcations  does  not  necessarily  mean  that  the  information  dis- 
closed may  not  lead  to  new  developments,  or  that  it  is  without  interest 
to  metallographists. 
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Physical  Tests  on  Sheet  Nickel  SOvct 

By  Wm.  B.  Price,*  Ph.  B.,  and  Philip  Davidson,!.  M.  S.,  Watbrbury,  Conn. 

(Columbus  MeetinSf  October,  1920) 

The  object  of  this  paper  is  to  present  a  survey  of  some  of  the  physical 
properties  of  sheet  nickel  silver  when  subjected  to  cold  rolling  and  when 
annealed  at  temperatures  extending  from  350°  C.  throughout  the  com- 
mercial annealing  range. 

A  number  of  alloys  were  taken  from  stock  and  analyzed.  Pour  of 
these;  representing  low  nickel  and  high  nickel  both  with  and  without 
lead,  were  chosen  for  the  tests.     The  analyses  were  as  follows: 


Allot                  Coppbr,  Lb  ad,             Iron,  Nickbl,  Manoanbse,       Zinc, 

Pbb  Cbnt.  Pbr  Cbnt.  Pbb  Cbnt.  Pbb  Cbnt.  Pbr  Cbnt.    Pbb  Cbnt. 

A 64.68  Trace         0.194  6.73  0.06       remainder 

B 66.82  1.27          0.227  6.17  0.06       remainder 

C 65.44  Trace         0.345  17.83  0.08       remainder 

D 66.60  1.08           0.238  17.77  0.06       remainder 


These  alloys  were  rolled  in  accordance  with  regular  mill  practice  to 
approximately  No.  6  B.  <fc  8.  gage.  The  bars  (which  were  then  coiled) 
were  annealed  together  in  a  mill  muf&e  and  afterwards  pickled  in  a  10  per 
cent,  sulfuric-acid  solution  and  cold  rolled  in  stages  of  approximately 
one  number  (B.  &  S.)  at  a  time  to  No.  18  B.  &  S.  gage.  After  each 
stage,  suitable  samples  were  set  aside  for  physical  tests.  Additional 
samples  were  chosen  for  tests  after  the  bars  were  rolled  to  Nos.  8,  10, 
12,  and  14  gage.  These  samples  were  annealed  together  in  the-  mill 
muffle  and,  after  pickling,  were  finished  on  0.060-in.  gage,  yielding  a 
series  of  specimens  2,  4,  6,  and  8  numbers  hard  for  the  subsequent 
annealing  tests. 

Tensile  test  pieces  9  by  1  in.  (22.9  by  2.5  cm.)  were  cut  from  both  lots 
and  the  central  portion  was  milled  to  give  a  test  section  2)^  in.  long  by 
^i  in.  wide.  A  distance  of  2  in.  was  marked  off  on  the  edge  of  each  speci- 
men with  Ught  pimch  marks.  In  the  case  of  the  annealed  alloys,  EIrichsen 
test  pieces  4  by  2}i  in.  were  also  taken. 


*  Chief  Chemist  and  Metallurgist,  Scovill  Mfg.  Co. 
t  Metallurgist,  Scovill  Mfg.  Co. 


wm.  b.  price  and  philip  davidson  511 

Methods  of  Testing 

The  tensile  tests  were  made  on  a  50,000-lb.  Olsen  testing  machine 
adjusted  to  take  a  maximum  load  of  5000  lb.  (2268  kg.).  The  yield 
point  was  considered  to  be  that  load  necessary  to  produce  a  permanent 
setof  O.OOlin.  in2in.  and  was  obtained  by  measuring  the  elongation  of  the 
specimen  during  the  test  with  a  pair  of  dividers.  The  Brinell  tests  were 
made  with  an  Olsen  hydraulic  machine,  as  preliminary  tests  on  the  ten- 
sile test  pieces.  A  pressure  of  500  kg.  for  30  sec.  with  a  10-mm.  ball  was 
used.  The  scleroscopic  hardness  tests  were  also  made  on  the  tensile 
test  pieces  using  the  Shore  universal  hammer.  The  Erichsen  ductility 
tests  were  made  with  a  machine  equipped  with  standard  Erichsen  tools 
but  so  designed  that  the  pressure  required  to  produce  a  cup  was  measured 
on  the  Olsen  testing  machine.  The  advantages  of  such  a  machine  over 
the  standard  Erichsen  machine  are:  the  speed  of  cupping  can  be  made 
uniform,  the  end  point  is  sharp,  and  the  load  necessary  to  cup  the  material 
can  be  measured  with  precision. 

Specimens  for  microstructure  were  also  taken  from  the  ends  of  the 
test  specimens  before  pulling.  Alloys  A  and  B  were  etched  with  NH4OH 
+  H2O2,  while  dilute  acidified  ferric  chloride  solution  was  used  in  the 
case  of  alloys  C  and  D.  All  micrographs  were  made  at  a  magnification 
of  75  diameters. 

Results  op  Tests  on  Rolled  Specimens 

The  results  of  the  physical  tests  made  on  the  rolled  specimens  are 
shown  in  Tables  1  and  2;  they  are  represented  graphically  in  Figs.  1  and  2. 
Representative  micrographs  of  alloys  A  and  C  are  shown  in  Figs.  9 
and  10. 

The  curves  show  that,  in  a  general  way,  the  alloys  with  the  lower 
nickel  content  are  slightly  harder  than  brass  subjected  to  similar  treat- 
ment. The  alloys  with  the  higher  nickel  content,  however,  although 
slightly  harder  when  in  the  annealed  condition,  do  not  harden  as  rapidly 
under  severe  cold  rolling  as  those  with  the  lower  nickel  content.  The 
comparison  is  shown  graphically  in  Fig.  3.  As  a  matter  of  fact,  in  works 
practice-  alloys  with  the  higher  nickel  content  are  considered  more 
amenable  to  cold  working  operations  than  thoi^^  with  the  lower  nickel 
content.  The  presence  of  about  1  per  cent,  of  lead  in  either  alloy  does 
not  appear  to  affect  the  physical  properties  to  any  great  extent. 

Physical  Tests  on  Annealed  Strips 

As  stated,  samples  approximately  2,  4,  6,  and  8  numbers  (B.  &  S.) 
hard  at  0.060-in.  (1 .27-mm.)  gage  were  obtained  from  each  of  the  four  alloys. 
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Three  tensile  and  three  Erichsen  specimens  from  each  lot  (making  48 
tensile  and  4S  Erichsen  specimens)  were  placed  on  a  small  pan  11  by 
14  in.   (2S   by   36  cm.)  and  carefully  annealed  in  a  nichrome- wound 
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Fig.  5. 
Fig.  5. — Physicai,  tests  taken  i 
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i    TESTS    TAKBN    on 


electric  muffle  furnace  12  in.  wide  by  8  in.  high  by  28  in.  deep,  the  temper- 
ature of  which  was  controlled  by  means  of  a  Pt-Pt-Rh  thermocouple 
used  in  conjunction  with  an  Englehardt  raillivoltmeter.  The  specimens 
were  annealed  for  J-^-hr.  periods  at  the  temperature  designated,  plus  a 
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preheating  period  averaging  1  hr.  17  min.  The  physical  test  results  are 
given  in  Tables  3  to  10.  The  tensile  tost  values  are  shown  plotted 
against  the  temperature  in  Figs.  4  and  5. 


fil4  PHYSICAL  TESTS    ON   SHEET   NICKEL   SILVER 

The  Erichaen  ductility  values  and  the  scleroscopic  hardness  values  are 
shown  in  plotted  form  in  Figs.  6  and  8;  these  curves  are  similar  to  the 
tensile  strength  and  elongation  curves  in  figs.  4  and  5.  The  Erich- 
sen  curve  parallels  the  per  cent,  elongation  curve  while  the  scleroscopic 
hardness  curve  is  similar  to  the  tensile  strength  curve. 

The  grain  characteristics  of  nickel  silver  are  similar  to  those  of  brass, 
except  that  grain  growth  is  retarded  by  the  presence  of  nickel.     The 


C.    41.74    PER    CB.\T.    REDUCTION.  d.    75.41    PER    CENT.    REDUCTION. 

Ffo.  9.— Rolled  series,  allov  A.     Etched  in  NH.OH  +  HjOi.     X  75. 

severely  worked  material  with  the  lower  nickel  content,  alloys  A  and  B, 
shows  a  beginning  of  recry stall ization  at  350°  C,  which  is  50°  C.  higher 
than  in  the  case  of  alpha  brass.  The  first  signs  of  recrystallization  on  the 
hard-rolled  specimens  of  the  higher  nickel  content,  alloys  C  and  D,  are 
observed  at  500°  C.  The  great  differences  in  tensile  strength,  per  cent, 
elongation,  etc.,  seen  in  the  samples  reduced  various  amounts  by  rolling 
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are  approximately  equalized  by  an  anneal  at  425°  C,  in  the  case  of 
alloys  A  and  B,  and  at  575"  C,  with  alloys  C  and  D. 

The  comparative  properties  of  the  four  alloys  are  shown  in  Fig.  6, 
which  gives  the  annealing  characteristics  of  materia!  originally  four 
numbers  hard.  It  will  be  seen  that  the  effect  of  nickel  is  to  raise  the 
tensile  strength  and  lower  the  per  cent,  of  elongation.  The  specifically 
higher  initial  strength  and  lower  elongation  are  evidently  not  unfavorable 


,  Mill  anneai^  b.  17.75  per  cent,  beduction. 


from  the  cold  working  standpoint,  as  indicated  by  the  behavior  of  the 
metal  when  subjected  to  severe  reduction  by  rolling. 

MiCROSTRUCTURE 

Representative  micrographs  of  the  structures  of  alloys  A   and  C, 
originally  about  six  numbers  (B.  &  S.)  hard,  are  shown  in  Figs.  11  and 
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12.  Plate  (6)  Fig.  11  shows,  for  alloy  A,  incipient  recr>'stallization 
after  an  anneal  at  350**  C;  at  425**  C,  the  recr^^stallization  is  complete. 
The  grains  grow  as  the  temperature  rises  but  they  are  consist-ently 
smaller  than  those  of  brass  treated  in  a  similar  way.  These  photo- 
micrographs illustrate  clearly  that,  in  order  to  attain  a  given  grain  size, 
the  18  per  cent,  nickel  silver  requires  an  annealing  temperature  from 
100  to  150°  C.  higher  than  the  7  per  cent,  alloy. 

Table  1. — Physical  Tests  an  Cold-rolled  Material,  Alloy  A* 


Gage 

Reduction 

by 

Rolling, 

Per  Cent. 

'  Yield  Point. 
Pounds  per  ' 
Square  Inch 

Tensile 
Strength, 
Pounds  per 
Square  Inch 

Elongation 
in  2  In., 
Per  Cent. 

Reduction 
of  Area. 
Per  Cent. 

1      65.7 

Scler. 
Hard- 
ness 

Brin«ll 
Number 

55 

0.1545 

24,666    1 

53,767 

64.5 

15.0 

0.1465 

5.17 

.     37,233    : 

57,467 

54.7 

'      63.0 

19.0 

90 

0.1295 

16.18 

54,933 

64,533 

35.8 

1      59.5 

25.0 

118 

0.1165 

24.59 

67,400    ; 

71,400 

23.7 

53.1 

30.0 

132 

0.1065 

31.06 

74,000 

77,800 

13.3 

46.3 

32.0 

142 

0.0985 

36.24 

80,733 

83,267 

6.8 

42.3 

36.0 

156 

0.0900 

41.74 

84,550 

88,733 

5.8 

39.1 

38.0 

158 

0.0775 

49.83 

96,367 

96,367 

4.7 

34.1 

43.0 

170 

0.0645 

58.25 

101,500    ' 

101,500 

3.5 

28.5 

44.0 

173 

0.0585 

62.13 

105,533    j 

105,533 

3.2 

26.2 

47.0 

173 

0.0540 

65.04 

106,867    1 

106,867 

3.2 

26.2 

48.0 

170 

0.0465 

69.90 

109,733    ' 

109,733 

2.5 

26.3 

48.0 

170 

0.0445 

71.19 

110,967  • 

110,967 

2.8 

26.6 

48.5 

174 

0.0380 

.75.41 

112,300 

112,300 

2.5 

26.5 

49.0 

1      176 

Table  2.— 

Physical  Tests  on  Cold-rolled  Materia 

!,  Alloy 

C* 

Gage 

Reduction 

by 
Rolling, 
Per  Cent. 

• 

Yield  Point, 
Pounds  per 
Square  Inch 

33,033 

Tensile 
Strength, 
Pounds  per 
Square  inch 

58,133 

Elongation 
in  2  In., 
Per  Cent. 

Reduction 

of  Area, 

Per  Cent 

62.5 

Scler. 
Hard- 
ness 

15.8 

Brinell 
Number 

0.1605 

40.2 

82 

0.1490 

7.16 

46,900 

63,100 

31.2 

59.6 

20.3 

110 

0.1320 

17.75 

66,267 

70,800 

14.7 

52.8 

26.0 

136 

0.1175 

26.79 

76,733 

78,333 

6.5 

48.7 

28.0 

152 

0.1060 

33.95 

81,300 

84,067 

4.3 

46.7 

32.0 

156 

0.0970 

39.56 

86,367 

86,367 

3.7 

34.9 

1 

33.0 

161 

0.0835 

47.97 

90,133 

90,133 

3.2 

,     33.3 

35.0 

163 

0.0700 

56.38 

93,633 

93,633 

3.2 

29.4 

38.0 

170 

0.0605. 

62.30 

94,133 

94,133 

2.7 

27.6 

39.0 

173 

0.0535 

66.66 

97,333 

97,333    i 

2.5 

28.3 

40.0 

173 

0.0495 

69.15 

97,500 

97,500 

2.2 

1     28.2 

42.0 

173 

0.0460 

71.33 

97,900 

97,900 

1.5 

29.1 

42.0 

173 

0 . 0425 

73.52 

100,500 

100,500    , 

2.3 

27.7 

42.0 

173 

0.0385 

76.01 

'      99,767 

99,767 

2.0 

27.2 

43.0 

173 

*  These  are  the  average  results  obtained  on  three  samples. 
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{  CENT.   REDtrCTION.  b.   ANNEALED  AT  350°  G. 


d.  Annealed  at  650°  C. 
5TCBED  IN  NH,OH  +  H,0,. 
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c.  Annealed  at  675°  C  d.  Ann'ealed  at  750°  C, 

Fio.  12. — Annealed  series,  alloy  C.    Etched  in  FbCli.     X  75. 
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Table  3. — Physical  Tests  on  Annealed  Materialy  Alloy  A* 
Original  Sample  Reduced  19.55  Per  Cent,  by  Rolling 


1 

Viewpoint 

Pounds  per 

Square 

Inch 

Tensile 

Strength, 

Pounds  per 

Elongation 
in  2  In.. 

1 

Reduction 
of  Area, 

Erichsen 

Srler 

Treatment     ] 

Press.      i 

Cup 

Hard- 

1 

Square 
Inch 

Per  Cent. 

Per  Cent 

Press. 
Pounds 

Pounds    ! 
per  mm. 

Depth,     n«» 

mm.    1 

Original 

1 

Sample 

53,267 

72,667 

27.8 

49.3 

5,263 

586 

8.97     30 

350°  C. 

64,133 

71,800 

30.2 

45.1 

5,311 

563 

9.47     28 

425°  C. 

45,866 

66,100 

39.8 

52.7 

5,573 

636 

8.76     22 

500°  C. 

31,433 

59,167 

54.3 

52.8 

6,393 

535 

11.94     15 

575°  C. 

26,667 

56,700 

59.2 

54.6 

6,364 

528 

12.07     13 

1 

650°  C. 

22,633 

53,200 

58.5 

55.7 

6,214 

479 

12.96     12 

750°  C. 

20,633 

49,133 

64.0 

54.3 

5,796 

451 

12.85     10 

1 

835°  C. 

18,533 

46,967 

62.5 

50.4 

5,569 

399 

1 

13.97     10 

t 

Table  4. — Physical  Tests  on  Annealed  Material,  Alloy  A* 
Original  Sample  Reduced  44.4  Per  Cent,  by  Rolling 


Yield 
Point. 
Pounds 

per 
Square 

Inch 

Tensile 

Strength, 

Pounds 

per 

Square 

Inch 

90,433 
87,100 
66,667 
62,567 
57,633 
53,367 
49,433 
47,400 

Elonga- 
tion in 
2  In.. 

Per  Cent,  i 

Reduction 
of  Area, 
Per  Cent. 

Erichsen 

Cup 

Depth, 

mm. 

Scler. 
Hard- 
ness 

Treatment 

Press, 
Pounds 

Presfc.      ' 
Pounds 
per  mm.    ^ 

Original 
Sample 
350°  C. 
425°  C. 
500°  C. 
575°  C. 
650°  C. 
750°  C. 
835°  C. 

90,433 
82,267 
44,967 
38,000 
28,267 
22,033 
22,400 
17,667 

4.8 
8.5 
41.5 
50.7 
55.25 
62.0 
62.8 
60.3 

35.4 
33.7 
47.4 
49.2 
53.0 
55.5 
54.5 

53.2 

1 

4,485 
4,576 
6,047 
6,294 
6,068 
5,689 
5,504 
5,320 

709 
673 
621 
591 
512 
453 
422 
,      397 

6.33 
6.80 
9.74 
10.66 
11.85 
12.57 
13.03 
13.39 

40 
39 
21 
18 
15 
11 
10 
10 

*  These  are  the  average  results  obtained  on  three  samples. 
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Table  5. — Physical  Tests  on  Annealed  Material,  AUoy  A* 
Original  Sample  Reduced  51.9  Per  Cent,  by  RoUing 


Treatment 


Yield  Tensile 

Point,      i    Strength, 
Pounds  Pounds 


per 

Square 

Inch 


per 

Square 

Inch 


Elonj^a- 

tion  m 

2  In., 

Per  Cent. 


Reduction 

of  Area, 

Per  Cent. 


Erichsen 


Press. 
Pounds 


Press., 

Pounds 

per  mm. 


Cup 

Depth, 

m.m. 


Soler. 
Hard- 
ness 


Original 

Sample 

99,167 

99,167 

3.5 

29.5 

2,140 : 

645 

3.33     42 

SSO**  C. 

77,550 

91,850 

6.8 

31.8 

3,835 

771 

4.98     40 

425**  C. 

44,900 

67,900 

41.2 

49.6 

6,383 

638 

10.01     22 

500"  C. 

40,133 

64,267 

46.2 

51.0 

6,271 

607 

10.33     19 

STS^*  C. 

28,367 

57,733 

57.0 

51.7 

6,053 

520 

11.66     15 

650°  C. 

22,567 

53,833 

61.5 

56.1 

5,978 

479 

12.49:    12 

750"  C. 

21,033 

49,933 

62.3 

53.5 

5,588  ' 

438 

12.75     10 

835"  C. 

19,800 

48,333 

62.0 

53.6 

5,377 

404 

12.66     10 

Table  6. — Physical  Tests  on  Annealed  Material,  Alloy  A* 
Original  Sample  Reduced  60.5  Per  Cent,  by  Rolling 


Yield 

Tensile 

Erichsen 

Point, 
Pounds 

per 
Square 

Inch 

Strength, 
Pounds 

per 

Square 

Inch 

Elonga- 
tion in 
2  In., 

Per  Cent. 

Reduction 

of  Area, 

Per  Cent. 

Press., 
Pounds 

1 

Treatment 

Press., 
Pounds 
per  mm. 

Cup 

Depth, 

mm. 

Hcler. 

Hard- 

ness 

Original 

1 

Sample 

104,967 

104,967 

4.2 

27.9 

1,664 

641 

2.60i    44 

350  "C. 

,    74,767 

91,133 

8.8 

34.5 

3,704 

760 

4.87 

40 

425  "C. 

48,200 

69,667 

41.5 

47.8 

6,516 

631 

10.33 

23 

500  "C. 

,    42,800 

66,333 

44.2 

48.2 

6,543 

636 

10.29     20 

575  "C. 

29,067 

58,400 

55.3 

54.4 

6,419 

538 

11.92 

15 

650  °C. 

21,633 

53,666 

62.7 

56.9 

6,180 

499 

12.38     12 

750  "C. 

19,933 

50,067 

59.7 

54.2     , 

5,825 

463 

12.57 

10 

835  "C. 

20,233 

48,867 

63.7 

54.4 

5,611 

414 

13.55     10 

*  These  are  the  average  results  obtained  on  three  samples. 
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Table  7.—Phy8icdl  Testa  on  Annealed  Material,  Attoy  C* 
Original  Sample  Reduced  16.6  Per  Cent,  by  Rolling 


Yield 
Point. 
Pounds 

per 
Square 

Inch 

Tensile 

Strength, 

Pounds 

per 

Square 

Inch 

Elonfl^- 

tion  m 

2  In., 

Per  Cent. 

Reduction 
in  Area, 
Percent. 

EriohsAi 

O-l. 

Treatment 

Plrees., 
Pounds 

Press., 
Pounds 
per  mm. 

Cup 
Depth, 

S<uer. 

Hard^ 

ness 

Original 
Sample 
350°  C. 
426°  C. 
500°  C. 
575°  C. 
650°  C. 
750°  C. 
835°  C. 

67,000 
77,900 
70,233 
65,500 
46,566 
29,000 
24,067 
21,100 

80,766 
80,933 
78,433 
75,000 
66,660 
59,933 
55,567 
55,867 

8.0 
9.8 
13.7 
16.0 
30.7 
37.5 
37.3 
39.3 

40.7 

39.9 

40.0 

43.75 

44.6 

44.9 

45.7 

45.7 

4,712 
4,750 
4,875 
4,837 
4,865 
5,535 
5,433 
5,490 

674 
632 
604 
677 
553 
502 
498 
463 

8.21 

7.62 

8.07 

8.38 

8.80 

11.03 

10.92 

11.87 

32.0 
33.0 
29.0 
27.5 
20.0 
15.0 
14.0 
12.0 

Table  8. — Physical  Tests  on  Annealed  Material,  AUoy  C* 
Original  Sample  Reduced  40.3  Per  Gent,  by  Rolling 


Yield 
Point, 

Pounds 
per 

Square 
Inch 

Tensile 

Strength. 

Pounds 

Square 
Inch 

Eloni^a- 
tion  u 
2  In., 

Per  Cent. 

Reduction 

in  Area, 

Per  Cent. 

Eriohsen 

a.i__ 

Treatment 

Press., 
Pounds 

Press.. 
Pounds 
per  mm. 

Cup 

Depth. 

mm. 

Bder. 
Hard- 

Original 
Sample 
350°  C. 
425°  C. 
600°  C. 
575°  C. 
650°  C. 
750°  C. 
835°  C. 

88,933 
89,600 
83,800 
79,300 
42,533 
30,667 
24,000 
21,767 

88,933 
92,300 
87,700 
84,567 
65,967 
61,067 
57,700 
55,900 

2.3 

4.2 

8.7 

9.8 

28.7 

37.0 

37.2 

40.3 

30.9 
33.7 
35.0 
38.9 
45.5 
49.8 
42.5 
44.6 

4,434 
4,248 
4,517 
4,499 
5,275 
5,142 
5,358 
5,237 

617 
693 
663 
629 
528 
504 
471 
434 

7.19 

6.13 

>    6.82 

7.17 

10.01 

10.21 

11.37 

12.06 

37 

37 
33 
33 
20 
15 
13 
12 

These  are  the  average  results  obtained  on  three  samples. 
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Table  9. — Physical  Tests  on  Annealed  Matericdy  AUay  C* 
Original  Sample  Reduced  62.7  Per  Gent,  by  Rolling 


Yield 

Point, 

Pounds 

per 

Square 

Inch 

Tensile 

Strength, 

Pounds 

per 

Square 

Inch 

Elonga- 
tion in 
2  In.. 
Per  Cent. 

Reduction 

of  Area. 

Per  Cent. 

Erichsen 

a^i^» 

Treatment 

Press.. 
Pounds 

Press., 
Pounds 
per  mm. 

Cup 

Depth 

mm. 

ocler. 
Hard- 
ness 

Original 
Sample 
360°  C. 
426°  C. 
600°  C. 
575°  C. 
660°  C. 
760°  C. 
836°  C. 

95,000 
89,633 
87,133 
78,800 
39,333 
29,360 
26,760 
22,900 

95,000 
97,633 
91,667 
86,000 
64,266 
60,950 
67,800 
66,260 

2.3 
3.7 

7,7 
8.6 
34.3 
36.8 
37.8 
38.6 

30.8 
31.0 
36.3 
37.9 
49.3 
44.9 
44.7 
47.3 

3,556 
2,444 
3,932 
4,423 
6,418 
6,147 
6,300 
5,304 

688 

639 
710 
657 
634 
621 
473 
447 

6.16 

3.82 

6.56 

6.73 

10.16 

9.88 

11.21 

11.94 

38 
40 
36 
36 
18 
14 
14 
13 

Table  10. — Physical  Tests  on  Annealed  Matertai,  Alloy  C* 
Original  Sample  Reduced  62.0  Per  Cent,  by  Rolling 


Yield 
Point, 

Pounds 
per 

Square 
Inch 

Tensile 

Strength, 

Pounds 

per 

Square 

Inch 

Elonga- 
tion m 
2  In., 
Per  Cent. 

Reduction 

of  Area, 

Per  Cent. 

Erichsen 

a^i^_ 

Treatment 

Press., 
Pounds 

Press., 
Pounds 
per  mm. 

^       1 
Cup    1 

Depth, 

DCler. 
Hard- 
ness 

Original 
Sample 
360°  C. 
426°  C. 
500°  C. 
675°  C. 
660°  C. 
760°  C. 
836°  C. 

96,167 
96,633 
86,867 
80,200 
43,867 
34,300 
24,667 
22,067 

96,167 
98,333 
93,633 
85,933 
65,933 
62,067 
67,100 
56,167 

2.0 
3.2 

7.3 
8.2 
31.7 
36.3 
37.7 
39.8 

29.3 
30.6 
34.7 
37.5 
44.6 
44.3 
46.6 
43.6 

2,012 
1,794 
2,038 
4,316 
5,360 
6,420 
6,483 
6,368 

666 
642 
699 
686 
649 
626 
482 
442 

3.03 

2.79 

2.93 

6.30 

9.78 

10.30 

11.37 

12.16 

39 
41 

38 
36 
20 
16 
13 
12 

*  These  are  the  average  results  obtained  on  three  samples. 
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DISCUSSION 

W.  R.  Webster,*  Bridgeport,  C!onn. — The  statement  that  "The 
presence  of  about  1  per  cent,  of  lead  in  either  alloy  does  not  appear  to 
affect  the  physical  properties  to  any  great  extent,"  may  be  misunderstood. 
It  is  well  known  that  the  addition  of  lead  materially  affects  the  cutting 
qualities  of  the  material.  Then  again,  it  has  some  sort  of  an  effect  which 
has  not  been  studied  very  carefully  as  yet  on  the  physical  properties  of  the 
material  at  high  temperatures;  that  is,  temperatures  below  the  melting 
point  and  more  particularly  in  the  range  of  so-called  "black"  heats. 

Philip  Davidson. — ^The  leaded-nickel  silvers  were  treated  exactly 
the  same  as  the  non-leaded,  so  far  as  rolling  and  annealing  are  concerned. 
We  annealed  the  leaded-nickel  silver  alloys  from  350^  to  830*^  C.  and  the 
crystal  growth  was  retarded  somewhat  by  the  presence  of  the  lead. 
At  830**  the  metal  did  not  seem  to  deteriorate;  the  crystals  were  not  so 
large  as  to  spoil  the  tensile  strength  or  the  per  cent,  of  elongation.  The 
lead  affects  the  machining  but  we  dealt  more  with  the  physical  properties, 
so  far  as  tensile  strength  and  elongation  are  concerned. 

Lead  makes  the  metal  more  sensitive  to  fire  and  water-cracking; 
that  is,  metal  containing  lead,  if  heated  red  and  plunged  suddenly  into 
cold  water,  will  crack. 

*  Bridgeport  Brass  Co. 
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Colloidal  State  in  Metals  and  Alloys 

By  Jerome  Alexandeb,*  M.  Sc,  New  York,  N.  Y. 

(Columbua  Meeting,  October,  1920) 

The  object  of  this  paper  is  to  show  that  many  of  the  important 
phenomena  of  metals  and  alloys  are  due  to  the  facts  that,  at  some  stage, 
metals  and  alloys,  or  some  of  their  constituents,  are  in  a  colloidal  state 
and  that  a  portion  of  the  metal  or  alloy  tends  to  remain  in  this  state. 
The  so-called  amorphous  phase  in  pure  metals  is  an  isocoUoid,  consisting 
of  colloidal  groups  of  metal  molecules  that  may  be  dispersed  in  still 
more  finely  subdivided  metal;  these  colloidal  particles  are  not  truly 
amorphous,  but  may  consist,  in  part,  if  not  entirely,  of  ultramioroscopic 
crystals;  as  a  result  the  expressions  amorphous  phase  and  amorphous 
theory  might  be  replaced  by  the  expressions  colloidal  phase  and  colloidal 
theory. 

Any  substance  is  in  the  colloidal  state  when  the  constituent  particles 
consist  of  molecular  or  atomic  groups,  whose  size  varies  approximately 
from  about  100/u/i  down  to  about  S/uju,  that  is  from  just  below  the  limit 
of  microscopic  resolvability  to  the  dimensions  commonly  ascribed 
to  the  larger  molecules.  Colloidality  involves  no  assumption  as  to  the 
shape,  internal  structure,  or  orientation  of  the  colloidal  particles;  size 
alone  is  the  critical  factor.  A  colloidal  system  may  therefore  contain 
cr3rstalline  groups,  or  amorphous  groups  (non-crystalline,  random  or 
haphazard  clusters),  or  a  mixture  of  the  two. 

All  colloids  consist  of  at  least  two  phases,  the  subdivided  substance, 
or  dispersed  phase,  and  the  substance  into  which  this  is  subdivided,  the 
dispersion  medium;  It  is  not  necessary  that  there  be  any  chemical 
difference  between  the  dispersed  phase  and  the  dispersion  medium.  As 
molecular  forces  are  extremely  powerful,  their  application  may  produce 
marked  changes  in  the  physical  properties  of  metals.  It  is  doubtful 
whether  metal  in  the  interior,  especially  of  large  masses,  possesses  the 
same  properties  as  that  on  or  near  the  surface,  which  alone  is  open  to 
inspection. 


*  Member,  Committee  on  the  Chemistry  of  Colloids,  National  Research  Council. 
Treasurer  and  Chemist,  National  Gum  &  Mica  Co.  and  National  Glue  A  Gelatine 
Works. 
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ISOCOLLOIDS   AND   AlLOCOLLOIDS 

When  a  substance  is  colloidally  dispersed  in  another  form  of  itself, 
it  constitutes  an  isocolloid;  i.e.,  water  droplets  in  condensing  steam  (Wo. 
Ostwald).  IsocoUoids  may  consist  of  a  single  element,  in  which  case  the 
dispersed  and  the  dispersing  phases  are  usually  regarded  as  different 
allotropic  forms  of  the  element  in  question.  Ostwald  has  proposed  the 
term  allocolloids  for  such  systems,  of  which  sulfur,  selenium,  and  phos- 
phorus are  typical  examples.  The  relation  to  alpha,  beta,  and  gamma 
iron  will  at  once  occur  to  metallographists. 

Effect  of  Changes  in  Molecular  Forces  on  Physical 

Properties  of  Metals 

When  a  metal  is  heated  to  fusion,  the  thermal  agitation  of  its  molecules 
is  sufficient  to  overbalance,  at  least  to  some  extent,  the  mutual  attraction 
of  its  molecules;  but  this  does  not  mean  that  the  strong  aggregation 
tendency  of  its  molecules  is  without  effect.  On  the  contrary,  in  the  state 
of  kinetic  equilibrium  that  exists,  there  must  be  a  number  of  molecular 
groups,  the  size  and  number  of  which  tend  to  increase  as  the  solidification 
point  is  approached;  that  is,  as  the  thermal  agitation  diminishes.  The 
higher  the  temperature  to  which  the  metal  is  heated  and  the  more  quickly 
it  traverses  the  zone  of  intense  thermal  agitation  to  the  comparative 
quiet  of  solidification,  the  smaller  and  more  numerous  will  be  the  molecular 
groups.  The  general  tendency  seems  to  be  for  atoms  or  simple  molecules 
to  form  crystals,  whereas  complicated  molecules,  especially  those  with 
several  foci  of  attraction  (like  gelatine,  etc.),  tend  to  remain  in  random  or 
colloidal  clusters.  Although  Traube's  experiments^  indicate  that  liquid 
zinc,  cadmiiun,  and  mercury  are  monatomic,  investigation  will  probably 
show  that  all  metals,  and  especially  those  with  high  melting  points,  exhibit 
molecular  association  or  allotropism  near  their  freezing  points. 

It  would  appear,  then,  that  just  prior  to  solidification  and  cr3rstalliza- 
tion,  all  pure  metals  are  isocolloids.  But  the  powerful  molecular  at- 
tractive forces  act  so  rapidly  that,  as  a  general  rule,  the  major  portion  of 
the  metal  forms  macroscopic  or  microscopic  crystals,  which  are  embedded 
in  an  intercrystalline  network  of,  mainly,  colloidally  dispersed  metal 
having  different  ph3rBical  properties  from  the  crystals.  While  a  fluid 
metal  may  contain  a  percentage  of  isolated  molecules,  it  does  not  seem 
possible  that  many  of  these  remain  in  the  solidified  metal,  which  consists 
mainly  of  macro-  and  microcrystals,  and  of  oriented  and  unoriented 
groups  of  colloidal  dimensions.    Thus  not  even  the  most  rapid  chilling 


^BerichU  (1898)  31,  1562.     W.  E.  S.  Turner:  "Molecular  Association/'   53. 
N.  Y.,  1915.    Longmans,  Green  &  Go. 


526  COLLOIDAL  STATE   IN   METALS   AND   ALLOYS 

prevents  non-magnetic  7  iron  from  becoming  magnetic,  although  at  the 
temperature  of  transformation  the  metal  is  no  longer  fluid. 

Effects  of  Rapid  Chilling  on  the  Physical  Properties 

OF  Metals 

The  more  rapidly  the  fused  metal  is  chilled,  the  less  opportunity  is 
there  for  the  growth  of  crystals  beyond  the  colloidal  stage — it  is  well 
known  that  quick  cooling  yields  fine  structure.  The  effect  of  quick  chill- 
ing on  the  hardness  and  specific  gravity  of  metals  is  illustrated  by  the 
following  results,  kindly  worked  out  by  Mr.  W.  A.  Cowan  of  the  National 
Lead  Company's  research  laboratory  on  pieces  2  in.  in  diameter  and  1  in. 
high.  The  chill  castings  were  made  in  a  water-jacket  cylindrical  mold, 
but  the  slowly  cooled  specimens  were  cast  in  a  hot  mold  and  required  12 
min.  to  solidify  when  cast  from  a  moderate  temperature.  Small  vertical 
sections,  weighing  about  20  gm.,  were  cut  radially  from  the  test  pieces,  and 
the  specific  gravity  of  these  was  determined  by  immersion  in  distilled 
water,  with  weighings  before  and  after.  Before  making  the  hardness 
tests,  both  sides  of  the  specimens  were  machined  flat,  3^6  ^^'  being  re^ 
moved  from  the  bottom  for  testing  surfaces.    The  results  are  as  follows: 

Spkcipic 

Gravity   *  Brinbll  Habdmbss 

23  NUMBBBA 

Tin  (Straits)  chiU  cast 7.309  8.8 

slowly  cooled 7.301  7.7 

Lead  (corroding)  chiU  cast 11 .  367  .5.2 

slowly  cooled 11.354  4.4 

As  the  diiferences  between  the  melting  and  chilling  temperatures  in 
these  experiments  are  rather  narrow,  tests  will  be  made  in  which  liquid  air 
is  the  chilling  medium.  The  results  of  quick  chilling  are  analogous  to 
those  of  cold  hammering,  which  shatters  the  large  grains  and  increases 
the  percentage  of  colloidal  metal  present.  Zay  Jeffries^  reports  the 
following  results: 

Brinbll 

HjLBDIfBM 

Ndmbbbb 

Cast  tin,  large  grain 9. 12 

CJold  hammered  tin 11 .  32 

Cast  lead,  large  grain 5. 44 

Cold  hammered  lead 6. 54 

Much  regarding  the  minute  structure  of  metals  may  be  determined 
by  metallography,  which  involves  the  microscopic  examination  of  suitably 
polished  and  etched  metallic  surfaces.  Of  the  so-called  amorphous, 
or  colloidal,  phase,  however,  metallography  can  tell  us  little  outside  of  its 

>  Jnl,  Am.  Inst.  Metals  (1917)  11,  318. 
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occurrence  and  distribution.  Owing  to  the  great  opacity  of  solid 
metals,  it  has  been  impossible  to  subject  the  colloidal  phase  to  successful 
ultramicroscopic  examination,  and  such  examination  of  thin  films  pre-  - 
sents  difficulties  and  cannot  be  appUed  to  the  mass,  although  it  may  be  of 
interest.  Glass,  however,  may  be  readily  examined  ultramicroscopically, 
and  a  consideration  of  the  phenomena  observed  in  glasses  will  give  some 
insight  into  what  occurs  in  metals  and  alloys.'  Among  glass  technolo* 
gists  a  molten  batch  of  glass  is  called  ''metal,''  a  term  remarkably  well 
chosen,  for  there  are  numerous  analogies  between  glasses  and  most  metals; 
but  there  are,  of  course,  many  enormous  and  marked  differences  even 
in  their  analogous  properties. 

Factors  Controlling  Behavior  op  Supercooled  Melts 

As  Tammann  has  shown,^  three  main  factors  control  the  behavior  of 
supercooled  melts:  the  specific  cryBtallization  capacity,  which  is  measured 
by  the  number  of  centers  of  crystaUization  formed  in  a  unit  mass  in  a 
unit  time;  the  speed  of  crystaUization;  and  the  variation  in  viscosity. 
In  various  mixtures  oF  fused  silicates  composing  molten  glasses,  the 
viscosity  increases  so  rapidly  upon  cooling  that  the  crystallization  forces 
are  unable  to  establish  themselves  before  the  melt  becomes  too  rigid 
to  permit  of  molecular  orientation.  The  result  is  the  amorphous,  or 
colloidal,  mass  we  call  glass.  In  quickly  chilled  glass  (i.e..  Prince  Rupert 
bubbles),  the  internal  strains  are  so  great  that  the  glass  is  actually  ex- 
plosive; and  in  the  ordinary  process  of  manufacture,  glass  must  be  an- 
nealed to  render  it  less  brittle.  This  is  accomphshed  by  slowly  cooling 
the  glass,  keeping  it  at  a  low  heat  for  a  long  time  so  that  there  may  be  a 
partial  adjustment  of  the  aggregation  tendencies  of  its  particles.  Gelatine 
jellies,  and  soft  metals,  like  lead  and  tin,  act  similarly,  but  because  of  their, 
softness  anneal  spontaneously  at  room  temperature. 

If  the  composition  or  heat  treatment  of  the  glass  is  such  that  crjrstal- 
lization  occurs — the  phenomenon  is  termed  devitrification — the  glass 
becomes  cloudy  or  opaque.  The  inherent  tendency  toward  crystalliza- 
tion exists  even  in  clear  glasses,  and  may  be  realized  after  a  long  lapse  of 
time.  Thus  ancient  Egyptian  and  Roman  glasses  are  frequently  found 
to  be  devitrified.  But  though  old  leaden  roofs  consist  of  metal  showing 
coarse  crystals,  ancient  iron  shows  practically  the  same  structure  as 
modern  iron.  Iron  consists  mainly  of  the  crystalline  phase,  which  is 
stable,  not  of  the  colloidal  phase  which  is  metastable  and  can  undergo 
slow  hysteresis;  besides,  iron  does  not  undergo  annealing  at  ordinary 
temperatures. 

'  For  results  of  ultramicroscopic  examination  of  quickly  and  slowly  chilled  soaps, 
see  J.  Alexander:  Trans.  (1919)  60,  466;  Jrd.  Soc.  Chem.  Ind.(1909);  Trans.  Am. 
Inst.  Chem.  Eng.  (1909)  2,  210-228. 

« Zeit,  /.  EUktrochem.  (1904)  10,  532. 
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Process  op  Crystallization  ^ 

The  effects  of  the  mechanical  and  heat  treatment  of  metals  may  be 
studied  by  observing  what  happens  on  the  slow  cooling  of  a  hot  saturated 
solution  of  a  crystalloid  salt,  sodium  chloride,  for  example,  since  it  has  no 
water  of  crystallization.  As  the  kinetic  energy  of  the  sjrstem  drops  and 
the  capacity  of  the  water  to  maintain  the  salt  molecules  (or  their  ions)  in 
motion  diminishes,  some  salt  molecules  are,  as  it  were,  extruded  from  the 
solution,  only  to  be  dissolved  again  while  others  are  extruded;  for  there 
exists  a  condition,  not  of  static,  but  of  kinetic  equiUbrium,  varying  with 
the  temperature. 

If,  however,  a  number  of  salt  molecules  are  extruded  in  such  a  position 
and  so  close  to  one  another  that  they  may  cohere,  there  is  formed  a  crys- 
tal nucleus,  or  ''crjrstallogen,''  that  will  tend  to  take  from  the  cooling 
solution  more  extruded  molecules  than  it  gives  back.  Such  dominant 
nuclei  tend  to  form  on  the  relatively  cooler  walls  of  the  containing  vessel, 
or  on  any  added  nucleus  or  foreign  surface.  Quick  cooling  produces  more 
extruded  molecules  per  unit  of  time,  and  agitation  tends  to  bring  the 
extruded  molecules  into  contact;  therefore  both  these  factors  tend  toward 
the  formation  of  more  numerous  and  smaller  crystals.  Where  large 
cr3rstals  are  desired,  it  is  the  practice  to  crystallize  in  large  tanks,  which 
are  carefully  insulated  and  left  undisturbed  for  weeks. 

Extreme  care  is  necessary  to  grow  large  perfect  crjrstals  and  the  tem- 
perature must  be  controlled  within  very  narrow  limits.  R.  W.  Moore^ 
has  grown  clear,  perfectly  developed  crystals  of  Rochelle  salt  3  in.  long 
in  a  thermostat  sensitive  to  about  0.01^.  He  found  that  crystals  grow 
faster  near  the  bottom  of  the  crystallizing  vessel  than  at  the  top,  which  is 
evidence  of  a  gravitational  accumulation  of  molecular  groups  at  the  bot- 
tom quite  analogous  to  the  separation  of  the  particles  in  colloidal  solu- 
tions, as  demonstrated  by  Perrin. 

CrystaUization  continues  until  the  kinetic  equilibrium  corresponding 
to  the  final  temperature  is  reached  and  the  discrete  crystals  of  sodium 
chloride  bathed  in  a  mother  liquor  containing  a  residual  amount  of  salt 
in  solution  or  true  crjrstalloid  dispersion  are  obtained.  Impurities  tend 
to  collect  in  the  mother  liquor;  if  they  are  protectors  (in  the  colloidal 
sense)  they  may  inhibit  or  modify  crystallization  as  they  accumulate. 

Crystallization  op  Metals 

Even  with  pure  metals  under  the  best  conditions,  the  path  of  crystal- 
lization is  not  as  smooth  as  in  the  case  of  salt  solutions.  It  has  many 
complicating  factors.    There  is  no  foreign  restraining  solvent,  the  vis- 

•  JrU,  Am.  Chem.  Soc.  (1919)  41,  1060. 
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cosity  is  great,  the  attraction  between  the  closely  packed  metal  molecules 
is  tremendous,  and  the  metal  soon  forms  a  hard  skin  so  that  the  interior 
crystals  are  formed  imder  pressiue  or  strain.  With  some  metals  there 
may  be  formed  a  geode-like  center,  where  slower  cooling  and  lessened  or 
more  equalized  strain  may  result  in  the  formation  of  large  well-developed 
crystals. 

But  the  metal  seldom  reaches  the  crystallization  equilibrium  for  the 
enormous  increase  in  viscosity  that  accompanies  its  rapid  loss  of  heat 
prevents  the  aggregation  tendencies  of  the  metal  molecules  from  entirely 
establishing  themselves,  and  there  results  a  mass  of  metallic  crystals 
embedded  in  a  finely  dispersed  solid  metallic  "mother  liquor,"  the  so- 
called  amorphous  phase. 

The  amorphous  phase  is  colloidal,  as  its  name,  appearance,  and  prop- 
erties indicate,  and  contains  a  mixture  of  subnucroscopic  crystals  or 
crystal  fragments  with  unoriented  or  random  clusters,  possibly  in  the 
form  of  isotropic  golbulites.  The  globulitic  form,  according  to  many 
investigators,  seems  to  be  a  precursor  of  the  crystalline  condition.  At 
higher  temperatures,  before  visible  crystallization  occurs,  the  whole  metal 
probably  exists  as  an  isocolloid.  The  extent  to  which  this  state  is  altered 
in  the  direction  of  a  visibly  cr3n3tal]ine  mass,  embedded  in  a  colloidal 
matrix,  depends  largely  on  the  speed  of  chilling.  In  impure  metals  and  in 
alloys,  the  composition  of  the  phases  and  the  presence  of  substances  that 
hasten  or  inhibit  crystallization  are  important  factors. 

Von  Weimam  holds  the  view,  in  which  the  writer  does  not  concur,  that 
all  molecules  and  molecular  groups  are  crystalline,  that  crsnstallinity  is 
the  only  internal  state  of  matter,  and  that  in  general  no  amorphous 
substances  exist  in  nature.  This  view  would  give  to  the  words  amorphous 
and  crystalline  significations  they  do  not  at  present  possess.  Besides, 
the  X-ray  spectroscope  shows*  that  many  organic  colloids  (gelatine,  starch 
etc.)  and  also  some  inorganic  colloids  (silicic  acid  and  stannic  hydrosols) 
consist  of,  or  contain,  groups  of  molecules  arranged  in  an  unoriented, 
haphazard,  or  random  manner;  so  that  even  if  the  molecules  themselves 
are  crystal  prototypes,  they  can  and  do  occur  in  non-crystalline  groups. 
Zay  Jeffries^  has  shown  that  with  metals,  in  general,  the  cohesion 
of  the  amorphous  phase  equals  that  of  the  crystalline  phase  at  the  lowest 
recrystallization  temperature,  which  he  terms  therefore  the  equicohesive 
temperature;  based  on  this  he  has  explained  the  mechanical  behavior  of 
metals  at  various  temperatures.  At  higher  temperatures  than  the  equi- 
cohesive point,  the  cohesion  of  the  amorphous  phase  decreases  more 
rapidly  than  that  of  the  crystalline  phase,  i-e.,  it  becomes  relatively  softer; 

•  Scherrer;  Nachr.  Ges.  Wiss.  Gdttingen  (1918)  C.  A.  18,  2624. 
7  Trans,  (1919)  60,  474;  JrU.  Am.  Inst.  Metals  (1917)  11,  300-324;  JrU.  Inst. 
Metals  (1918)  SO,  109-140. 
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whereas  at  lower  temperatures  the  cohesion  is  greater  and  increases  with 
much  greater  rapidity  than  that  of  the  crystalline  phase. 

These  differences  between  the  two  phases  are  intelligible  from  the 
following  considerations:  The  atoms  in  the  crystalline  phase,  although 
arranged  in  regular  layers,  are  on  the  average  more  closely  packed  and 
therefore  at  lower  temperatures  cannot  draw  together  as  much  as  those 
of  the  amorphous  phase,  which  consequently  becomes  relatively  stronger 
at  lower  temperatures.  At  higher  temperatures,  the  molecules  of  the 
amorphous  phase  become  separated  and  mobile  more  readily  than  those 
of  the  crystalline,  for  they  possess  initially  more  potential  energy  since 
they  are  less  closely  packed  and  are,  therefore,  less  strongly  held  to  one 
another  by  molecular  forces.  The  fact  that,  even  at  room  temperatures, 
some  of  the  molecules  of  some  metals  possess  mobility  was  demonstrated 
by  Roberts-Austen,  who  showed  that  gold  and  lead  placed  in  contact 
for  several  years  slowly  diffused  into  each  other. 

As  a  result  of  this  preferential  softening,  the  amorphous  phase,  at 
relatively  higher  temperatures,  acts  like  a  viscous  solvent  surrounding 
and  nourishing  the  more  rigid  crystals;  and  as  increasing  temperature 
renders  this  solvent  less  viscous,  the  metal  strives  toward  crystallinity, 
which  represents  the  position  of  minimum  mechanical  potential.  Some 
metals,  like  lead,  undergo  such  molecular  readjustment,  even  at  room 
temperatures.  During  this  process  of  recrystallizaton  below  the  melting 
point,  in  general,  large  cr3rstals  tend  to  grow  at  the  expense  of  the  small 
ones.  Therefore  the  smaller  metal  crystals  would  preferentially  dissolve 
in  the  amorphous  phase.  Bearing  in  mind  that  the  growth  of  a  crystal 
means  that  there  are  deposited  upon  it  more  molecules  or  molecular  groups 
than  are  dissolved  off,  the  larger  masses  would  naturally  get  most  of 
these  extruded  units  just  as  happens  in  the  cosmic  field.  The  larger 
crystals  have  the  advantage  of  exposing  to  the  solvent  action  of  the 
amorphous  or  colloidal  phase  less  surface  per  imit  of  mass;  and  when 
metal  molecules  or  molecular  groups  deposit  on  a  crystal,  the  heat  of 
crystaUization  helps  to  make  the  amorphous  phase  more  fluid. 

Do  the  small  crystals  dissolve  molecule  by  molecule,  or  in  molecular 
masses  as  well?  It  would  seem  that  in  some  cases  at  least  molecular 
groups  are  dissolved  off  and  ti'ansported,  for  in  strained  metals  especially 
recr3n3tallization  is  extremely  rapid.  Thus  when  sheet  aluminium'  is 
heated  to  a  suitable  temperature  recrystallization  takes  place  like  a  flash 
and  the  originally  smooth  sheet  suddenly  becomes  coarsely  granular. 
The  writer  has  observed^  ultramicroscopic  particles  streaming  from  a 
cr3n3tal  of  sodium  citrate  as  it  went  into  solution,  indicating  that  initially 
solution  took  place,  at  least  partly;  in  colloidal  molecular  masses. 


>  G.  H.  GuUiver:  JrU.  Inst.  Metals  (1018)  80,  158. 
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The  amorphous  phase  becomes^  therefore,  a  medium  for  the  transfer 
of  atoms,  molecules,  or  molecular  groups  from  the  smaller  to  the  larger 
crystals,  and  also  tends  to  annihilate  itself  by  allowing  its  constituent 
oriented  and  unoriented  particles  to  be  incorporated  into  the  larger 
crystals. 

The  preceding  statements  apply  only  to  pure  metals,  which  are  practi- 
cally never  used,  for  most  commercially  pure  metals  contain  impurities; 
besides,  most  metals  are  used  in  the  form  of  mixtures  or  alloys.  The 
introduction  of  a  single  impurity,  even  in  minute  quantities,  usually 
produces  a  marked  change  in  the  properties  or  behavior  of  the  metal  (z.e., 
1  part  of  carbon  in  10,000  parts  of  iron,  or  1  of  copper  in  10,000  parts  of 
gold).  As  in  many  cases  this  effect  involves,  at  some  stage,  the  direction, 
modification,  or  inhibition  of  the  normal  crystallization  of  the  metal  by 
a  colloidal  dispersion  of  some  substance  or  substances,  the  effect  of  colloids 
upon  crystallization  must  be  considered.^^  Most  of  the  experiments  in 
this  field  have  been  made  with  aqueous  solutions  or  dispersions,  and  the 
rule  seems  to  be  that  a  colloid  which  is  absorbed  by,  or  which  forms  an 
adsorption  compound  with,  the  initial  colloidal  aggregations  of  the  crys- 
tallizing substance  either  prevents  the  growth  of  its  crystals  or  groups 
beyond  colloidal  dimensions,  or  forces  their  growth  to  assume  globulitic 
or  dentritic  forms  that  vary  with  each  substance,  colloid,  and  set  of  con- 
ditions. Thus  gelatine,  gum  arabic,  and  similar  stabilizing  or  protective 
colloids,  even  in  small  quantity^^  oppose  the  aggregation  of  the  gold  atoms 
at  the  instant  of  their  liberation  to  such  an  extent  as  to  3rield  a  highly 
dispersed  red  hydrosol  under  conditions  that  would  otherwise  yield  a 
coarse  blue  or  black  gold  suspension. 

This  resemblance  led  me  to  comment  as  follows  regarding  metals  :^^ 
"Now  while  the  question  is  one  of  very  great  complexity,  many  of 
the  facts  at  present  available  seem  to  indicate  that  one  of  the  causes 
favoring  the  fine-grained  structure  is  the  inhibition  of  crystallization  by 
substances  coUoidally  dissolved  in  the  molten  mass." 

The  presence  in  a  metal  of  a  second  metallic  or  non-metalUc  element, 
whether  as  an  intentional  addition  or  as  an  accidental  impurity,  opens 
a  wide  range  of  possibilities,  which  may  be  roughly  outlined  as  follows: 

1.  The  second  element  may  form  a  definite  compound  with  the  metal, 
or  it  may  not. 

2.  If  formed,  the  chemical  compound  may  be  stable  at  all  tempera- 
tures or  only  within  a  certain  temperature  range;  or  there  may  exist  a 
reversible  equilibrium,  with  a  lag  on  either  side  of  the  equilibrium  point. 

10  See  J.  Alexander:  KoU.  Zeit,  (1909);  Jrd.  Soc.  Ghem.  Ind.  (1909).  Another 
paper  is  in  preparation. 

"  Excessively  minute  quantites  may  have  the  contrary  e£Fect  and  actually  sen- 
sitize. While  this  condition  has  not  been  observed  in  metals,  it  possibly  forms  the 
basis  of  the  phenomena  known  to  physicians  as  anaphylaxis. 

1*  Jrd,  Soc.  Chem.  Ind.  (1909). 


532  COLLOIDAL  STATE  IN  METALS   AND   ALLOTS 

3.  The  second  element  or  its  compound  with  the  metal  may  be  soluble 
in  or  miscible  with  the  metal  in  all  proportions;  or,  as  is  usually  the  case, 
there  may  exist  zones  of  thermal  or  percentage  solubility,  dispersion  or 
peptization;  or  even  practical  nonmiscibility  at  all  temperatures,  in  which 
case  there  is  usually  a  certain  degree  of  segregation. 

4.  Dissolved  or  dispersed  elements  or  compounds  may  materially 
alter  the  melting  point,  viscosity  (internal  friction),  surface  tension, 
vapor  pressure,  freezing  point,  conductivity,  allotropic  equilibrium,  and 
crystallization  tendencies  of  the  metal. 

The  presence  of  still  other  elements  complicates  the  situation  and 
when  to  these  variable  factors  we  add  effects  of  mechanical  treatment  and 
the  thermal  history  of  the  section  of  metal  under  consideration  (which 
involves  such  factors  as  speed  of  chilling,  size  and  shape  of  the  original 
mass,  hot  and  cold  working,  tempering),  the  impossibility  of  framing  one 
general  law  that  will  cover  the  behavior  of  impure  metals  and  alloys  is 
apparent.     Each  case  must  be  considered  by  itself. 

Tin-lead  Alloys 

All  the  tin  (melting  point  232'')-lead  (melting  point  327'')  alloys 
melt  at  a  lower  temperature  than  the  melting  point  of  lead.  The  alloy 
containing  63  per  cent,  tin  and  37  per  cent,  lead  has  the  lowest  melting 
point.  If  the  metals  are  mixed  in  other  than  eutectic  proportion,  on  cool 
ing,  the  excess  metal  tends  to  crystallize  out  alone  leaving  fluid  the  largest 
possible  amount  of  eutectic,  which  solidifies  later.  That  the  eutectic 
does  not  consist  of  a  chemical  compound  is  brought  out  by  a  microsoopic 
investigation;  it  is  usually  laminated  and  can  be  brought  into  relatively 
coarse  dispersion  by  slow  cooling. 

But  some  forces  do  control  the  formation  of  the  eutectic.  As  the  fused 
alloy  approaches  solidification,  the  lead,  having  the  higher  melting  point, 
begins  to  form  molecular  groups,  crystallogens,  or  tioy  crystals.  This 
aggregation  of  lead  molecules  is  opposed  by  the  more  fluid  tin,  thus 
lowering  the  freezing  point  of  the  mixture.  Diminishing  thermal  agi- 
tation allows  the  tin  to  form  groups  and  a  stage  is  reached  where  both 
metals  exist  largely  in  the  colloidal  state.  ^'  In  this  zone  a  colloidal  ad- 
sorption compound  is  formed,  the  ratio  63  tin  to  37  lead  being  consequent 
upon  their  specific  forces;  any  excess  of  tin  or  lead  is  free  to  crystallize 
independently.  In  the  eutectic,  the  adsorbed  lead  interferes  with  the 
rapid  crystallization  of  tin  to  such  an  extent  that,  if  quickly  cooled,  its 
structure  is  extremely  fine.  As  with  all  colloids,  this  represents  a  meta- 
stable  condition,  and  if  the  temperature  is  kept  within  limits  which  permit 

1*  All  pure  metals  in  solidifying  pass  through  an  isocoUoidal  zone,  the  narrowness  of 
which  is  indicated  by  the  sharp  peak  or  cusp  in  the  inverse-rate  curve.  For  curves  see 
W.  Rosenhain:  "Introduction  to  Physical  Metallurgy,"  86-87.  N.  Y.,  1914.  D. 
Van  Nostrand. 
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molecular  orientation  without  disruptive  thermal  agitation,  the  euteetic 
undergoes  a  gradual  syneresis  analogous  to  coagulation  or  demulsifi- 
cation — ^a  further  separation  into  its  constituent  phases.  The  lami- 
nated structure,  common  in  eutectics,  already  represents  the  aggregation 
of  the  pre-existing  colloidal  dispersion,  as  will  be  especially  pointed  out 
later  in  the  discussion  of  pearlite  in  steel. 

Speaking  of  the  tin-lead  euteetic,  Rosenhain^^  says  that  'Hhis  laminated 
character  though  often  beautifully  marked  is  not  to  be  regarded  as  an 
essential  feature  of  these  substances.  If  a  specimen  of  a  well-laminated 
euteetic  is  heated  for  a  long  time  at  a  temperature  a  few  degrees  below 
its  melting  point,  the  structure  gradually  changes,  various  lamina  coa- 
lescing to  form  lumps  or  globules,  and  the  result  is  a  much  coarser  granu- 
lar structure.  Such  a  granular  structure  may  also  be  obtained  if  the 
molten  euteetic  is  very  slowly  cooled. 

''The  euteetic  alloy  is  the  result,  so  far  as  its  structure  ia  concerned, 
of  the  simultaneous  crystallization  or  freezing  of  the  two  component 
metals.  As  a  rule  one  of  these  metals  acts  as  the  'predominant  partner, ' 
and  its  own  crystalline  form  determines  the  way  in  which  the  whole  struc- 
ture is  arranged.  It  has  shown  that  euteetic  alloys,  like  pure  metals, 
consist  of  an  aggregate  of  juxtaposed  crystals.  These  crystals  are,  how- 
ever, merely  skeletons  formed  of  one  of  the  metals  with  the  interstices 
filled  in  by  the  other  metal.  In  the  case  of  the  lead-tin  alloys,  the  tin  is 
the  predominant  metal,  and  each  of  the  crystals  of  the  euteetic  is  in  reality 
a  radiating  structure,  known  as  a  spherulite,  of  tin  carrying  the  lead  in 
its  interstices."  This  is  clearly  a  picture  of  tin  crystallized  in  the  pres- 
ence of  adsorbed  lead.  Although  tin  has  a  lower  melting  point  than  lead, 
its  superior  crystallization  power  and  speed  make  it  predominant. 

Rosenhain  also  points  out^^  that  lead-tin  alloys  containing  up  to  about 
16  per  cent,  of  tin  form  a  series  of  solid  solutions,  which  approach  their 
true  equiUbrium  condition  very  slowly;  he  found  that  heating  at  a  tem- 
perature of  175**  for  six  weeks  was  required  in  order  to  bring  the  alloys 
approximately  into  their  final  state.  This  is  indicative  of  the  slowness 
with  which  the  tin  in  these  alloys  is  dispersed  by  the  lead.  Another 
observation  is  that  alloys  containing  from  16  to  23  per  cent,  of  tin  exhibit 
an  evolution  of  heat  on  cooling  and  a  corresponding  absorption  of  heat 
on  heating  at  149^.  Rosenhain's  explanation  is  that  this  is  due  to  the 
diminution  at  that  temperature  of  the  capacity  of  lead  to  dissolve  tin. 
In  any  event  there  is  some  form  of  non-stochiometric  molecular  aggrega- 
tion, accompanied  by  an  evolution  of  heat,  quite  analogous  to  what  hap- 
pens when  silver  hydrosols  coagulate.     Thus  J.  A,  Prange  found ^*  that 

^*Loc,  ct<.,  133. 

^*Loc,  cit.,  132;  also  Rosenhain  and  Tucker:  Phil.  Trans.  Roy.  Soc.  (1908)  209A, 
89. 

»  Recueil  des.  Trav,  Chim,  des  Pays  Bos  (1890)  9,  121-133. 
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upon  precipitation  by  ammonium  citrate,  1  gm.  of  colloidal  silver  de- 
veloped from  250.98  to  126.73  calories,  depending  on  the  concentration  of 
the  solution;  and  the  further  aggregation  of  the  precipitate  by  sulfuric 
acid  set  free  an  additional  60  calories.  But  here  restraining  water  films 
were  present,  and  the  final  product  was  not  a  solid  metal. 

Another  point  of  interest  in  the  lead-tin  alloys  is  found  in  the  solder 
used  by  plumbers.  At  about  210^,  this  alloy  begins  to  e:lttrude  crystals 
of  lead  into  the  fluid  eutectic  cement,  rendering  it  pasty  and  easy  to  mold 
into  the  desired  shape.  Here  the  eutectic  acts  as  a  viscous  colloid  or  glue 
thickened  by  the  addition  of  clay  or  other  fine  insoluble  filler. 

The  introduction  of  the  highly  crystalline  antimony  (melting  point 
630^)  into  the  lead-tin  alloys  results  in  the  early  formation  of  cr3rstals  of 
antimony  or  of  the  hard  brittle  compound  Sn-Sb,  with  the  result  that 
the  ternary  alloy  is  much  harder.  Type  metal,  which  varies  in  composi- 
tion according  to  price  and  service  conditions,  is  usually  chilled  quickly, 
which  is  conducive  to  hardness  and  fine  structure.  White  bearing  metals, 
on  the  other  hand,  are  usually  cast  in  larger  masses  and  chill  more  slowly; 
and  their  composition  is  chosen  to  yield  h^d  wear-resisting  crystals  of 
Sn-Sb  embedded  in  a  colloidal  plastic  eutectic,  which  can  adapt  itself 
to  the  bearing's  irregularities  of  shape  and  pressure. 

Brass 

Brasses  containing  less  than  30  per  cent,  of  zinc,  whether  quickly  or 
slowly  chilled,  always  consist  of  a  solid  solution  of  zinc  in  copper  known 
as  the  pure  a  brass." 

The  a  brass  is  really  an  adsorption  compound  between  copper  and  zinc, 
in  which  the  large  percentage  of  copper  with  the  high  melting  point  of 
1083**  aggregates  so  rapidly  that  even  in  so-called  quickly  cooled  speci- 
mens, the  zinc  (melting  point  419°)  is  for  the  most  part  so  finely  dispersed 
as  to  be  only  partly  adsorbed  by  the  copper;  hence  the  dendritic  structure 
which  shows  a  copper  crystallization  as  modified  by  adsorbed  zinc,  the 
amount  of  which  increases  from  the  center  outward  as  the  copper  aggre- 
gates and  the  mother  liquor  becomes  richer  in  zinc.  It  is  probable  that 
small  pieces  of  a  brass  drastically  quenched  from  fusion  in  liquid  air 
would  appear  homogeneous  in  the  microscope.  As  Rosenhain  points  out, 
the  percentage  of  each  metal  and  its  state  of  aggregation  are  varying 
momentarily  during  cooling,  and  because  of  the  wide  disparity  between 
the  melting  points  of  the  two  metals,  homogeneity  is  favored  either  by 
extremely  rapid  quenching  from  fusion  or  by  slow  cooling  or  annealing, 
which  favor  more  complete  dispersion  and  adsorption  of  the  segregated 
zinc. 


^7  Rosenhain:  loc.  cit.,  142. 
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With  brasses  containing  30~37  per  cent,  of  zinc,  there  appears  a  new 
hard,  brittle,  metastable  phase  P  brass.  Such  brasses  if  quickly  cooled 
are  relatively  hard  and  brittle,  but  if  cooled  slowly  the  fi  phase  disappears. 
With  more  than  37  per  cent,  of  zinc,  the  /3  phase  is  stable  at  all  tempera- 
tures down  to  470°,  and  the  slowly  cooled  allo3rs  possess  the  duplex 
structure  seen  in  ordinary  Muntz  metal  (approximately  40  per  cent,  of 
zinc).  Carpenter  holds  that  below  470°,  the  p  phase  decomposes  into  a 
and  y  phases;  in  fact,  that  the  fi  phase  is  an  almost  ultramicroscopic 
mixture  of  a  and  y  phases.  ^^ 

Speaking  of  the  y  phase  of  brass,  Rosenhain  says^'  that  it "  is  exceedingly 
hard  and  brittle  and  its  presence  in  the  alloys  renders  them  useless  for 
any  purpose  where  strength  and  toughness  are  required.  This  is  a 
typical  example  of  a  law  very  widely  applicable  to  alloys,  viz.,  that  those 
phases  of  a  binary  system  which  contain  the  two  elements  in  anything 
like  equal  proportions  are  hard  and  brittle,  only  the  alloys  near  the  ends 
of  a  series  being  as  a  rule  sufficiently  strong  and  ductile  to  be  of  practical 
utility.  We  have  already  seen  that  the  fi  phase  is  harder  and  more 
brittle  than  the  a,  so  much  so  that  the  best  brasses,  in  which  strength  and 
ductility  are  of  importance,  are  generally  made  with  a  zinc  content  of 
approximately  30  per  cent.,  this  being  the  cheapest  alloy  which  does  not 
contain  the  fi  phase." 

Von  Weimarn^^  has  shown  that  with  solutions  medium  concentrations 
are  favorable  to  the  development  of  relatively  large  crystals,  whereas 
dilute  solutions  tend  to  3rield  colloidal  dispersions;  this  seems  to  hold  true 
also  in  mixtures  of  two  metals.  The  amorphous  phase  of  most  metals  is 
stronger  at  ordinary  temperatures;  and  highly  crystalline  metal,  deficient 
in  the  amorphous  phase,  is  brittle  because  it  tends  to  split  along  the  lines 
of  crjrstal  cleavage.  We  should  therefore  expect  brittleness  where  the 
component  metals  of  a  binary  alloy  are  in  about  equal  proportions,  for 
this  concentration  works  against  the  development  of  colloidal  metal  and 
in  favor  of  larger  and  more  perfect  crystals. 

Iron  and  Steel 

Since  the  behavior  of  the  iron-carbon  alloys  is  greatly  influenced  by 
the  allotropic  changes  of  iron,  these  should  be  considered  first.  After 
freezing  at  about  1505°,  upon  further  cooling,  pure  iron  shows  a  large 
evolution  of  heat  at  about  900°,  known  as  the  thermal  arrest  point  Arz, 
and  a  smaller  evolution  of  heat  at  about  780°,  known  as  the  thermal  arrest 
point  Art.  It  is  generally  accepted  as  a  fact  that  above  900°  the  iron 
exists  in  the  y  form,  which  is  non-magnetic,  and  below  780°  in  another 
allotropic  form  a  iron,  which  is  magnetic  and  exhibits  a  different  crystal- 

1*  This  means  colloidal  dispersion,  favorable  to  hardness. 

"  Loc.  city  146. 

»  KoU.  Zeit.  (1908)  S,  282;  (1909)  4,  27. 
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ligation  from  7  iron.  Rosenhain  believes'^  that  the  weight  of  evidence 
shows  that  between  900^  and  780^  the  iron  exists  in  a  third  allotropic 
form,  known  as  fi  iron,  which  has  the  same  cr3rstal  form  as  a  iron  but 
resembles  7  iron  in  being  non-magnetic.  Benedicks,^'  on  the  other  hand, 
believes  that  the  evolution  of  heat  at  780^  indicates  not  a  transformation 
of  a  /3  allotrope  into  a  iron,  but  the  final  disappearance  of  persistent  7 
iron  molecules  from  the  metal. 

The  apparently  conflicting  views  can  be  reconciled  b>  regarding  the 
iron  between  these  temperatures  (900°  and  780°)  as  an  allocolloid  or 
allodispersoid,  the  so-called  jS  iron  being  an  a-7  adsorption  compound 
(a  iron  dispersed  in  7  iron),  whose  breaking  up  into  the  more  completely 
oriented  a  iron  sets  free  the  relatively  smaller  amount  of  heat  at  the  point 
Art.  This  view  accounts  for  the  following  facts :  (1)  jS  iron  has  the  same 
crystal  form  as  its  ''predominant  partner"  a  iron,  but  is  not  magnetic; 
magnetism  seems  to  depend  on  a  peculiar  regular  molecular  orientation ;'' 
(2)  7  iron  dissolves  iron  carbide  whereas  /3  iron  and  a  iron  do  not;  what- 
ever 7  iron  exists  in  the  &  zone  is  adsorbed  by  or  in  some  kind  of  loose 
combination  with  the  dominant  a  iron  and  is  not  free  to  exert  its  solvent 
power  on  iron  carbide;  (3)  the  increase  in  strength  when  a  iron  is  trans- 
formed into  jS  iron,  the  formation  of  some  7  iron  by  increasing  tempera- 
ture pver  about  780°  results  in  the  formation  of  the  a-7  adsorption 
compound,  which  increases  the  free  surface  and  strength  of  the  system; 
(4)  the  fine  acicular  structure  of  Q  iron  is  indicative  of  crystallization  in 
the  presence  of  a  colloid. 

A  low-carbon  steel,  containing  say  0.2  per  -cent,  carbon,  which  dis- 
solves in  the  liquid  iron  as  FeaC,  when  freezing  down  to  840°  consists  of 
an  apparently  homogeneous  solid  solution,  or  dispersion  of  iron  carbide 
or  cementite  in  7  iron.  At  840°,  the  a-7  dispersion  (fi  iron)  forms  (Ari) ; 
and  at  750°  the  residual  a-7  adsorption  compound  decomposes  into 
a  iron  {Art)  •  The  steel  now  consists  of  a  iron  crystals  dispersed  in  a ' '  solid 
solution"  of  iron  carbide  in  7  iron.  With  further  cooling,  the  quantity 
of  a  iron  crystals  increases  until  at  a  little  below  700°  the  remaining  7 
iron-carbide  soUd  solution  is  transformed  into  a  eutectoid  mixture  of 
a  iron  (ferrite)  and  iron  carbide  (cementite),  with  an  evolution  of  heat 
{An). 

This  last  transformation  seems  to  be  the  breaking  up  of  an  adsorption 
compound  between  7  iron  and  iron  carbide,  the  former  transforming  into 
a  iron  and  the  latter  being  set  free  to  form  aggregations  of  its  own.  This 
adsorption  compound  is  the  cause  of  the  carrying  over  of  some  of  the 
7  iron  through  the  so-called  jS  iron  zone  to  the  eutectoid  point,  where, 

"  hoc,  cU,,  170. 

»  Jrd,  Iron  and  Steel  Inst.  (1912)  86,  242. 

**The  so-called  Haeussler  alloys  are  magnetic  although  their  constituents  in- 
dividually are  not.  According  to  A.  W.  Hull,  Phys,  Rev.  (1919)  14,  540,  magnetism 
depends  on  the  distance  between  atoms  rather  than  on  their  arrangement. 
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with  increasing  carbon  content,  increasing  quantities  of  heat  are  evolved. 
The  allotropic  transformation  of  the  iron  becomes  practically  negligi- 
ble after  the  steel  contains  about  0.5  per  cent,  carbon  (or  about  7.5  per 
cent.  FeaC).  Steel  of  eutectoid  composition  (about  0.9  per  cent.  C 
equals  about  13.5  per  cent.  FesC)  exhibits  only  a  single  thermal  arrest 
point,  at  which  it  glows  visibly.  This  phenomenon,  known  as  recales- 
cence,  is  indicative  of  a  sudden  large  release  of  energy  consequent  upon 
the  breaking  down  of  the  extensive  metastable  system  7  iron-cementite: 
two  delayed  transformations  occur  simultaneously,  the  iron  transforms 
from  7  into  a,  and  at  the  same  time  the  released  cementite  aggregates. 
The  inhibition  of  the  allotropic  iron  transformation  shows  that,  in  eutec- 
toid steel,  the  large  percentage  of  FcaC  has  carried  over  practically  all 
the  7  iron  in  metastable  condition  to  the  eutectoid  point.  The  presence 
of  such  elements  as  silicon  and  manganese  will  perceptibly  change  the 
location  of  the  eutectoid  point,  illustrative  of  the  easy  disturbance  of 
colloidal  S3^tems  by  foreign  substances. 

But  whether  this  view  is  accepted,  or  whether  th^  change  is  regarded 
as  a  separation  of  carbide  from  7  iron  soUd  solution,  it  is  evident  that  there 
is  suddenly  released  from  some  kind  of  solution  or  combination,  FeaC, 
an  insoluble  substance  possessing  considerable  cohesion:  this  cohesion 
causes  the  FesC  to  attempt  to  aggregate  against  the  interference  offered 
by  the  now  highly  viscous  iron.  This  is  an  ideal  condition  for  the  de- 
velopment of  a  colloidal  system;  the  cohesive  power  of  the  cementite, 
,  however,  is  so  great  that  in  unquenched  steel  it  usually  appears  interspersed 
with  a  iron,  or  ferrite,  as  fine  plates  or  fibrils,  yielding  the  finely  laminated 
structure  known  as  pearlite  because  under  proper  illumination  it  exhibits 
the  iridescent  luster  of  mother  of  pearl.  This  iridescence  is  evidence  of 
the  fineness  of  the  pearlitic  structure,  which  like  Pleurosigma,  taxes  the 
highest  powers  of  the  microscope  for  its  successful  resolution,  the  lamellse 
being  often  less  than  0.2 /i  apart. 

Microscopically,  eutectoid  steel  (approximately  0.9  per  cent,  carbon), 
when  slowly  cooled,  consists  entirely  of  pearlite,  thus  corresponding  to 
the  pure  eutectic  of  ordinary  alloys.'*  But  with  very  slowly  cooled  steel, 
or  with  steel  reheated  for  a  long  time  at  about  900^,  the  cementite  tends 
to  form  balls  or  globules,  the  liberated  ferrite  forming  larger  crystals  at 
the  same  time.'* 

Quenched  or  quickly  cooled  steels,  on  the  other  hand,  exhibit  an  en- 
tirely different  set  of  microscopic  pictures  and  mechanical  properties 
from  slowly  cooled  steel,  which  vary  with  the  speed  of  chilling.  Arranged 
in  the  order  of  their  formation  on  progressive  cooling,  the  following  con- 
stituent forms  of  the  iron  carbide  dispersion  are  recognized  by  metallurgists : 

Austenitej  white  apparently  structureless  streaks  of  7  iron  solid  solu- 
tion, when  preserved  as  such  down  to  ordinary  temperatures  either  as  the 
, ^. * - ^ 

«*  Rosenhain:  loc.  cU.y  175.  **  Rosenhain:  278. 
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result  of  quenching  or  because  a  third  alloying  element  inhibits  its  decom- 
position, t.e.,  manganese  in  manganese  steels. 

MariensUe,  the  first  stage  in  the  aggregation  of  the  y  iron  solid  solu* 
tion.  This  is  the  hard^t  constituent  of  hardened  st^s;  it  varies  widely 
in  its  structural  details  but  is  mainly  acicular.'* 

TroostUe,  a  dark-etching  constituent  with  characteristic  rounded  or 
woolly  outlines,  is  found  particularly  in  hypoeutectoid  steels  at  the  edges 
of  martensite  grains,  especially  where  they  border  on  ferrite.  By  a  suit- 
able rate  of  cooling,  or  by  proper  tempering,  martensite  can  be  entirely 
converted  into  troostite.'^  Benedicks'*  says:  "After  studying  some  of 
the  colloid  literature,  it  was  entirely  clear  to  me  as  far  back  as  1905  that 
the  nature  of  troostite  is  simply  explained;  it  is  a  Eiblid  colloidal  solution 
of  cementite  in  iron  (a  solid  cementite  ferrosol).  In  other  words,  troostite 
may  be  conceived  of  as  a  highly  dispersed  intermediate  between  martensite, 
the  true  solid  solution,  and  pearlite,  the  coagulum.  .  .  .  Troostite  is 
a  pearlite  in  which  the  constituent  particles  are  ultramicroscopically 
small/'  With  steel  containing  1  per  cent,  carbon.  Benedicks  obtained 
the  following  results,  the  test  pieces  being  cylinders  50  mm.  long  by  6.5 
mm.  in  diameter. 


TaMPBBATUBB 

or  Stbbi. 
Dbobmb 

TlMI  OF  COOUNG 

TO  100-C 
SaooNM 

RlBUUP  OF  MiOBOSOOPIC 
EZAIONAnON 

960 
848 
760 
716 

3.07 
4.32 
4.11 
6.33 

Only  martenaite 
Only  martensite 
Only  martensite 
Martensite  with  traces  of  troostite 

696 

6.2 

Martensite  with  traces  of  troostite 

726 

9.6 

All  troostite 

The  last  specimen  had  been  wound  with  1-mm.  iron  wire  so  that  its 
weight  was  increased  from  12.3  to  27.5  gm.,  thus  lengthening  the  cooling 
period.  This  shows  that  the  speed  of  aggregation  is  so  great  that  within 
a  few  seconds  all  the  martensite  may  be  transformed  into  troostite. 

/SorWte.** — "  When  the  rate  of  cooling  is  further  lessened  or  the  tem- 
perature of  reheating  or  tempering  is  further  increased,  the  steel  is 
permitted  to  progress  somewhat  further  toward  the  final  state  of  ferrite 
plus  cementite.  Instead  of  the  troostite  described  above,  we  find  a  con- 
stituent still  devoid  of  any  visible  detailed  structure  under  the  highest 
available  magnifications,  but  not  etching  to  such  a  deep  color  as  troostite 
and  without  the  peculiar  roimded  outlines.  This  is  often  called  ''sor- 
bite/' but  it  may  be  regarded  as  simply  a  variety  of  pearlite  in  which  the 
two  constituents  are  so  finely  divided  that  they  cannot  be  microscopically 
separated.  The  dividing  line  between  pearlite  and  sorbite,  indeed,  is 
simply  a  question  of  microscopic  resolving  power." 

^  Rosenhain:  179.  ^  Rosenhain:  183. 

»  XoS.  ZeU.  (1910).  »  Eosenhain:  183-184. 
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Pearlite  has  been  dealt  with. 

Table  1. — CanstititerU  Forms  of  Iron-Iron  Carbide  Dispersion 

Crtbtal  Strvctubb 


I  BON-CaiUINTITB 
DlSrXBUONB 

Austenite 

fiardenite 

Martenfdte 

Trooatite 

Sorbite 

Pearlite 


Natubb  of 

DiBPaRSEON 

Solid  solution? 

CoUoidal 

CoUoidal 

Coagulation  begun 

Coagulum 

Coagulum 


Structureless  streaks. 
Structureless  martensite. 
Generally  acicular  but  varies;  it  may  be  very 
fine. 

Rounded  or  woolly  (globulitic). 
Fine  pearlite,  not  microscopically  resolvable. 
Laminated ;  may  segregate  into  balls. 


Pubs  Ison 


Table  2 

0.2  Pbb  Cent. 

Stbbl 


0.9  Ppb  Cent. 
3tbbi< 


900' 
Ar, 


7    iron    forms    a  —  y    y    iron-cementite    solid 


780* 
Art 


adsorption  compound 
(/Siron) 
largest  thermal  point 

AllocoUoidal  cone 


oc  —  7  compound  de- 
composes into  a  iron* 


solution 

§40°  a  —  7   compound 

Art     forms  late  because 

of  cementite. 


This  is  eutectoid  steel. 
So  much  cementite  is 
present  that  no  a  —  7 
adsorption  compound  is 
formed,  the  7  iron  being 
held  in  metastable  con- 
dition by  the  cementite, 
down  to  Art, 


700^  Sudden    change    of 
Ari     all  the  iron  from  7 
to  ocf  with  libera- 
tion   of    all    the 
cementite. 


750°  a  —  7   compound 

Art      changes  to  a  iron. 

700°  y  iron  cementite  ad- 

Ari  sorption  compound 
decomposes,  7  iron 
changes  to  a  iron, 
and  cementite  ia 
liberated  and  ag- 
gregates. 

Granting  that  in  austentite  the  cementite  is  in  true  molecular  dis- 
persion, which  I  consider  doubtful  especially  after  solidification  has  begun, 
it  seems  evident  that,  of  the  remaining  members  of  the  iron-cementite 
dispersion  systems  martensite  and  troostite  are  to  be  regarded  as  within  or 
approaching  the  colloidal  zone  of  dispersion,  whereas  sorbite  and  pearlite 
are  coagula  of  the  pre-existent  colloidal  systems,  the  latter  visibly  so.  In 
the  colloidal  systems,  cementite  (FesC)  is  the  dispersed  phase  and  iron 
the  dispersing  phase,  as  the  pearlite  coagulum  consists  of  cementite  inter- 
spersed in  ferrite.  In  martensite,  crystal  formation  is  only  incipient, 
being  inhibited  by  the  high  viscosity  of  the  dispersing  medium  and  per- 
haps also  by  the  adsorption  of  a  small  residual  quantity  of  y  iron  (con- 
sequent upon  lag  in  its  transformation),  or  of  impurities.  With  troostite 
the  globulitic  stage  is  reached;  it  is  foimd  in  crystaUization  inhibited  by 
colloids,  reminding  one  somewhat  of  the  "clumping''  of  typhoid  bacteria 
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in  the  Widal  test.  It  must  be  remembered  that  metal  surfaces  etched  by 
various  reagents  are  artifacts,  from  which  the  original  detail  of  the 
unetched  metal  must  be  inferred.^® 

Although  theoretically  there  is  no  sharp  line  of  demarcation  between 
any  of  the  members  of  the  iron-cementite  dispersion  series,  the  sorbite- 
pearlite  group  shows  the  characteristics  of  coagulated  colloids  or  gels,  as 
opposed  to  the  martensite-troostite  group  which  represents  higher  disper- 
sion, with  troostite  appreciably  on  the  road  to  coagulation. 

There  is  other  distinct  evidence  of  the  colloidal  nature  of  the  cemen- 
tite  in  hardened  steel.  Prof.  H.  C.  H.  Carpenter,  speaking  first  of 
annealed  or  slowly  cooled  steel,  says:'^  "This  carbide  can  be  separated 
from  the  steel  by  appropriate  solvents  which  remove  the  iron.  On  the 
other  hand,  it  is  not  possible  to  separate  any  carbide  of  iron  from  a  properly 
quenched  tool  steel.  When  the  latter  is  treated  with  dilute  acids,  the 
steel  dissolves  without  residue  and  liberates  a  complicated  mixture  of 
hydrocarbons,  both  liquid  and  gaseous.  There  is,  therefore,  a  funda- 
mental difference  in  the  form  of  the  carbide  in  a  quenched,  as  compared 
with  an  annealed  steel.  In  the  former  it  is  wholly  dissolved,  in  the  latter 
wholly  segregated."  This  last  statement  is  too  dogmatic,  and  he  retrieves 
it  saying:  "When  hardened  steel  is  softened  by  annealing,  the  carbide 
of.  iron  is  gradually  precipitated.  If  the  annealing  be  carried  out  at  low 
temperatures  it  is  precipitated  in  the  form  of  ultramicroscopic  particles 
which  are  known  as  troostite.  On  raising  the  temperature,  the  troostite 
passes  into  another  variety  known  as  sorbite,  and  at  still  higher  tempera- 
tures, well  segregated  pearlite  results.  The  gradual  tempering  and  soft- 
ening of  hardened  steel  is  caused  by  the  precipitation  of  iron  carbide  in 
these  forms,  together  with  the  soft  a  iron,  and  as  to  this  no  difference  of 
opinion  exists.'^ 

The  formation  of  hydrocarbons  upon  the  solution  of  hardened  steel 
in  acid  shows  that  the  particles  of  FcsC  are  so  small  that  upon  their  de- 
composition the  nascent  hydrogen  is  able  to  combine  with  the  liberated 
carbon,  which  must  appear  in  particles  approximating  molecular  dimen- 
sions and  within  the  range  of  molecular  attraction.  The  variety  of  hydro- 
carbons formed  is  evidence  of  the  great  diversity  in  the  size  of  the  carbide 
groups,  rather  than  of  the  existence  of  a  number  of  different  carbides,  or 
chemical  compounds;  in  other  words,  the  carbide  in  properly  hardened 
tool  steel  exists  almost  entirely  in  colloidal  form.  Great  chemical  activity 
is  generally  consequent  upon  colloidal  dispersion.  Raffo  and  Pieroni 
showed  that,  while  fine  precipitated  sulfur  does  not  affect  cold  silver  salts 
and  does  so  only  partially  upon  boiling,  colloidal  sulfur  reduces  them 
energetically  even  at  ordinary  temperatures. .  Pine  lead,  produced  by 

»  Bechhold :  "  Colloids  in  Biology  and  Medicine."  Chap.  23.  Trans,  by  J.  G.  M. 
BuUowa.     D.  Van  Nostrand  &  Co.     1919. 

*i  The  Hardening  of  Steel.     Engineering  (Mch.  14,  1919)  107,  S86. 
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heating  dry  lead  tartrate  in  a  tube,  takes  fire  instantly  in  the  air,  as  does 
the  phosphorus  left  upon  the  evaporation  of  the  solvent  from  its  CS2  or 
ether  solution. 

Waiving  the  question  as  to  whether  the'  cementite  in  austenite  is 
colloidal  (and  I  think  that  at  least  as  the  steel  freezes  it  becomes  so)^ 
it  seems  that  the  very  hard  martensite  is  a  colloidal  dispersion  of  cemen- 
tite in  iron  with  **  hardenite  "  as  its  higher  dispersion,  troostite  its  incipient 
globulitic  aggregation  product,  and  sorbite  and  pearlite  its  successive 
coagulation  stages.  This  view  will  perhaps  reconcile  the  ^'allotropic" 
and  '' amorphous ''  theories"  that  have  been  advanced  to  answer  the  ques- 
tion as  to  the  constitution  of  martensite  and  the  cause  of  its  great  hard- 
ness. Considering  martensite  as  a  cementite  ferrosol,  it  is  ''amorphous'' 
in  the  sense  that  its  particles,  even  if  actually  crystalline,  are  mostly  not 
microscopically  resolvable;  and,  especially  in  low-carbon  steels  on  quick 
chilling,  there  is  a  tendency  to  carry  over  into  the  solid  state  some  of  the 
a-7  allocoUoid,  so  that  the  iron  dispersing  phase  itself  may  represent 
a  ooDoidal  dispersion,  consisting  mainly  of  minute  a  iron  particles.  Be- 
cause of  the  highly  colloidal  nature  of  the  martensite  and  the  consequent 
great  development  of  free  surface  in  it,  it  is  extremely  hard.  Large 
percentages  of  oil  coUoidally  dispersed  or  emulsified  in  water  yield  very 
firm  stiff  masses,  although  both  phases  are  originally  liquid. 

The  fact  that  austensite,  though  harder  than  pearlite,  is  not  as  hard 
as  martensite,  indicates  that  the  latter  represents  a  point,  or  rather  a 
zone,  of  maximum  degree  of  coUoidality,"  that  is,  there  appears  to  be  a 
certain  degree  of  subdivision  or  dispersion,  not  necessarily  the  same  with 
all  substances,  in  which  the  dispersion  system  exhibits  colloidal  or  sur- 
face phenomena  to  the  highest  extent,  this  effect  declining  not  only  with 
increasing  aggregation  or  coagulation,  but  also  with  further  peptization 
and  the  approach  of  true  molecular  dispersion  or  the  formation  of  smaller 
molecules. 

The  behavior  of  hypoeutectoid  steels  (containing  less  than  0.9  per 
cent,  carbon)  is  naturally  complicated  by  the  fact  that  the  transforma- 
tion of  the  excess  y  iron  (that  in  excess  of  the  y  iron-cementite  adsorption) 
into  a  iron,  or  the  breaking  up  of  the  a-y  adsorption,  takes  time  and 
exhibits  a  lag  that  is  most  marked  in  the  quickly  cooled  specimens.  On 
the  other  hand,  with  hypereutectoid  steels  (containing  more  than  0.9 
per  cent,  carbon)  the  excess  of  cementite  tends  to  crystallize  out  in 
slowly  cooled  specimens  and  to  yield  some  undecomposed  y  iron-cemen- 
tite solid  solution  in  quickly  cooled  specimens.  McCance'*  showed  that 
on  adding  carbon  to  iron,  the  hardness  of  the  quenched  steels  increases 
up  to  0.7  per  cent,  carbon  and  remains  constant  between  this  point  and 

oRosenhain:  180-182. 

*'  This  is  the  subject  of  a  separate  paper,  now  in  preparation. 

M  H.  C.  H.  Carpenter,  loc,  cit.,  388; 
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1.18  per  cent.  This  indicates  a  zone  of  maximum  colloidal  effect,  which 
probably  covers  the  zone  of  maximum  degree  of  colloidality  referred  to. 
The  addition  of  manganese  to  steel,  as  Maurer  has  shown,  retards  the 
aggregation  of  the  cementite  so  that  ordinary  slow  cooling  yields  marten- 
site^  probably  because  the  viscosity  of  the  dispersion  medium  (iron)  is 
increased  by  the  manganese  (melting  point  1225°)  which  by  its  surface  or 
adsorptive  action  acts  like  a  protector  in  opposing  the  aggregation  of  the 
martensite  constituents.  On  the  other  hand,  the  manganese  increases 
the  speed  of  the  transformation,  when  it  does  occur,  because  the  manga- 
nese then  exerts  its  force  in  the  direction  of  the  readjustment.  Still 
larger  percentages  of  manganese  prevent  any  transformation  at  all, 
yielding  austenite. 

The  amorphous  theory  advocated  by  Rosenhaia'^  stresses  particularly 
the  entire  absence  of  regular  orientation  or  crystallization  in  the  so-called 
amorphous  phase,  in  which  the  molecules  are  supposed  to  be  in  the  ran- 
dom and,  mainly,  isolated  state  assumed  to  exist  in  liquids.  I  believe, 
however,  that  the  amorphous  phase  consists  largely,  if  not  entirely,  of 
molecular  groups,  many  of  which  may  be  oriented  in  the  form  of  ultra- 
microscopic  crystals  or  crystal  fragments;  and  that  its  properties  are 
due,  not  to  the  entire  lack  of  orientation  among  its  particles,  but  to  the 
fact  that  many  of  its  molecular  groups  are  of  colloidal  dimensions.  As  in 
metals  the  molecules  are  very  close  together  and  possess  extremely  high 
cohesion  or  crystallization  tendency,  it  does  not  seem  possible  that  the 
amorphous  phase  can  be  composed  entirely  of  isolated  molecules  or  even 
entirely  of  non-crystalline  groups.  With  gold  hydrosols  where  the  dis- 
persing water  exercises  a  restraining  influence,  the  X-ray  spectroscope 
shows  that  the  ultramicroscopic,  and  even  that  the  amicroscopic,  gold 
particles  are  crystalline.  With  the  most  drastically  chilled  metal, 
allowing  for  the  high  viscosity  and  its  rapid. hicrease,  it  does  not  appear 
conceivable  that  no  tiny  ultramicroscopic  crystals  form,  or  at  least  that 
there  is  no  grouping,  regular  or  irregular,  of  the  metal  molecules.  The 
facts  are  in  harmony  with  the  conception  of  amorphous  metal  as  an  iso- 
coUoid,  that  is  as  a  dispersion  of  coUoidal  crystals,  crystal  fragments, 
or  non-crystalline  groups,  forming  a  solid  gel-like  mass.  The  fineness 
of  its  particles,  and  the  enormous  development  of  free  surface  found  in 
all  colloids,  are  its  critical  factors. 

The  idea  that  metals,  in  the  course  of  their  aggregation,  pass  through 
a  colloidal  stage  that  exerts  a  powerful  influence  on  their  structure  and 
properties,  and  may  even  be  partly  retained  in  the  final  product  by  pro- 
tection, adsorption,  crystallization,  or  increase  in  viscosity  due  to  quench- 
ing, is  not  limited  to  the  field  of  metallurgy;  it  may  be  applied  to  any 
substance  or  S3n9tem  where  a  portion  or  a  component  becomes  colloidal 


»  hoc.  cd.,  249. 
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while  the  remaining  portion  or  components  are  outside  of , the  colloidal  zone. 
The  case  of  glass  has  been  mentioned,  where  some  components  apparently 
inhibit  the  ordinary  crystallization  of  the  others  imder  operating  condi- 
tions. This  theory  may  also  account  for  the  fact  that  under  one  set  of 
conditions  NaiCOs  crystallizes  with  ten  molecules  of  water,  while  imder 
other  conditions  it  may  be  crystallized  with  seven  molecules  of  water; 
and  the  effloresced  cr3n9tals  hold  only  one  molecule  of  water.  Sodium 
sulfate  acts  similarly,  forming  NatS04,  lOHtO  and  NasS04,  7HtO  and 
the  anhydrous  salt  NasS04. 

Liquids  appear  to  consist  largely  of  atomic  or  molecular  groups  and 
solids  of  still  more  complex  groups,  the  size  and  nature  of  which  depend 
upon  conditions;'*  and  among  these  groups,  those  of  colloidal  dimension 
as  a  rule  appear  and  must  then  be  reckoned  with.  The  twinning 
of  crystals,  which  is  a  marked  characteristic  of  y  iron,  a  brass,  and  es- 
pecially of  worked  or  strained  metals  on  annealing,  is  probably  due  to 
colloidal  influences.  This  and  many  other  questions,  such  as  the  effect 
of  other  metals  on  iron  and  steel  (so-called  alloy  steels)  and  the  adsorption 
of  gases  at  the  free  metallic  interfaces,  etc.,  though  germane  to  this 
paper,  must  be  left  for  futiu'e  consideration.'^ 


**W.  E.  S.  Turner  (<*  Molecular  Association,"  99)  says  that  "the  formula  of  a 
substance  shall  be  recognized  as  a  function  of  the  physical  conditions  under  which  it 
exists,  so  that  the  formula  for  elements  is  X^  for  compounds  {XY)^,  where  n  is  to  be 
specified  according  to  the  conditions.  Although  we  are  far  from  realizing  how  n 
varies  for  most  substances,  the  adoption  of  such  formulas  would  bring  home  clearly 
the  fact  that  both  the  physical  and  the  chemical  behavior  of  a  substance  may  be 
closely  dependent  on  the  value  of  n/' 

^  P.  W.  Bridgman  found  that  while  cylinders  of  soft  tool  steel  (1.25  per  cent, 
carbon)  and  soft  chrome-nickel  steel  (Krupp  Special  £.  F.  60.0)  ruptured  under  the 
same  pressures  whether  water  or  mercury  was  the  pressure-carrying  fluid  in  con- 
tact with  the  metal,  when  hardened  the  same  steels  broke  at  about  one-third  of  the 
pressure  with  mercury  as  with  water.  The  rupture  was  due  to  the  amalgamation 
of  the  steel,  which  when  once  started  spreads  rapidly  imder  the  high  hydrostatic 
pressure. 

But  even  a  pressure  of  6600  atmospheres  for  12  hr.  failed  to  cause  the  amalgama- 
tion of  hard  or  soft  steel  rods,  although  the  rods  were  polished  with  fine  emery  paper 
immediately  before  being  plunged  into  the  mercury.  On  the  other  hand,  hard  and 
iBoft  steels  and  cast  iron  (also  aluminum,  nickel,  cobalt)  were  promptly  amalgamated 
on  the  fresh  surfaces  formed  by  breaking  the  metals  under  mercury. 

Bridgman  says  "dirt"  prevents  amalgamation;  but  from  the  recent  work  of  W.  B. 
Hardy,  on  fresh  surfaces,  and  of  I.  Langmuir  and  others,  on  adsorption,  it  would 
seem  that  instantaneous  adsorption  from  the  atmosphere,  probably  of  gases,  is 
responsible,  although  a  change  in  the  nature  of  the  surface  may  have  some  effect. 
Freshly  cleaved  sheets  of  mica  show  a  similar  effect;  their  initial  coherence  is  speedily 
lost.  With  steel,  as  with  gelatine  jellies,  the  quicldy  chilled  specimens  show  greater 
porosity  because  of  the  greater  total  efficient  area  of  the  diffusion  paths  consequent 
upon  finer  subdivision. 

See  The  Action  of  Mercury  on  Steel  at  High  Pressure,  Proc,  Am.  Acad.  Arts  and 
SoL  (191))  46,  325-341;  also  subsequent  papers. 
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DISCUSSION 

Paul  D.  Merica,*  Bayoime,  N.  J. — This  paper  emphasizes  the  fact 
that  present  methods  of  metallography  have  definite  imitations.  In 
a  large  number  of  cases  the  properties  of  metals  and  alloys  may  vary 
through  quite  remarkable  ranges,  without  the  possibility  of  following 
them  by  microscopic  study.  It  is  well  known,  for  example,  that  the 
nickel-iron  alloys  may  be  obtained  in  magnetic  and  non-magnetic  condi- 
tionSi  with  no  change  in  the  structure  that  can  be  perceived  by  present 
methods.  In  a  number  of  instances,  such  as  duralumin,  the  mechanical 
properties  may  vary  through  a  range  of  100  per  cent.,  based  on  the  lower 
values,  without  any  change  in  the  structure  of  the  material,  so  far  as  can 
be  seen  under  the  microscope.  We  are  going  to  require  other  methods 
for  the  study  of  the  structure  of  these  metals;  the  most  promising  appears 
to  be  the  X-ray  spectrometer.  Other  methods,  however,  such  as  the 
study  of  the  physical  properties,  electrical  conductivity,  thermal  con- 
ductivity, and  thermal  expansion,  may  serve  to  give  some  indication 
of  this  structure. 

Lead  in  a  high  brass  may  occur  in  several  forms;  in  one  there  are  no 
visible  particles  of  lead  but  there  is  a  mottled  structure  over  the  whole 
grain,  which  is  generally  ascribed  to  the  presence  of  lead.  I  do  not 
know  whether  there  is  any  difference  in  the  mechanical  or  other  properties 
of  the  brass  with  the  lead  in  these  two  conditions. 

One  other  fact  of  interest  is  the  statement,  in  paragraph  3  on  page  8, 
*'that  one  of  the  causes  favoring  the  fine-grained  structure  is  the  inhibi- 
tion of  crystallization  by  substances  colloidally  dissolved  in  the  molten 
mass."  Aside  from  the  possibility  of  obtaining  fine-grained  structures 
by  the  use  of  substances  that  may  give  a  colloidal  structure,  an  old 
practice  of  determining  the  carbon  in  the  steel  in  the  furnace  was  to 
quench  a  button  and  then  examine  the  length  of  the  grain,  which  is  a 
rough  indication  of  the  rapidity  of  crystallization.  It  has  been  found 
that  the  higher  the  carbon,  the  longer  the  grain.  Here  is  a  case  in  which 
crystallization  has  been  favored  by  the  presence  of  an  element  that  is 
atomically  dissolved,  whereas  in  cases  where  it  is  less  highly  dispersed, 
it  may  produce  a  finer  grain. 

E.  E.  THUM,t  New  York,  N.  Y. — Apparently  the  paper  has  been 
confined  to  a  discussion  of  evidences  of  colloidal  state  in  solid  metal. 
The  observations  might  well  be  extended  to  a  consideration  of  metal  in 
a  liquid  state;  for  instance,  to  certain  phenomena  that  occur  in  the 
manufacture  of  alloy  steels.  We  all  remember,  during  war-times,  the 
difficulties  experienced  in  making  high  nickel  steels  with  good  transverse 

*  International  Nickel  Co. 

t  Associate  Editor,  Chem,  &  Met,  Eng, 
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properties.  Foreign  metallurgists  of  note  maintain  that  transverse 
weakness  (or  that  combination  of  properties  that  shows  up  as  flakes  or 
woody  structure  in  test  specimens)  is  due  to  oxidized  impurities  in 
the  metal  and  guard  against  these  impurities  largely  by  careful  furnace 
practice.  They  have  discovered  that  certain  alloys  are  particularly 
susceptible  to  flakes  and  on  the  other  hand  certain  alloying  elements  have 
an  action  on  such  melts  similar  to  the  clearing  action  of  a  small  amount  of 
electrolyte  when  introduced  into  a  colloidal  suspension.  Under  the 
microscope  these  solidified  steels  when  they  show  slag  inclusions  of 
moderate  size  have  properties  in  all  directions  which  are  normal;  in  the 
defective  steels  showing  flakes  and  transverse  weakness  inclusions  of 
that  sort  cannot  be  seen  except  with  the  greatest  of  care.  Sometimes 
when  defective  steel  is  examined  immediately  after  polishing,  under  the 
highest  power  microscope,  without  any  etching,  slag  inclusion  of  most 
minute  size  can  be  seen.  According  to  the  definition  of  colloids  given 
in  this  paper,  these  particles  are  not  colloids,  but  correct  furnace  practice 
and  a  small  amount  of  alloying  element  will  flocculate  these  particles  into 
the  larger  inclusions,  and  with  this  action  will  vanish  the  great  danger 
due  to  transverse  weakness. 

Only  recently  metallographists  have  advanced  the  idea  that  some  of 
the  time-tested  ''phosphorus''  reagents  perhaps  do  not  show  phosphorus 
as  much  as  they  show  extremely  finely  divided  oxide;  whether  this  oxide 
is  in  true  solution,  colloidal  solution,  or  in  minute  extracolloidal  particles 
in  suspension,  is  a  question.  Under  certain  circumst^ances  metal  can  hold 
oxide .  in  most  .extraordinarily  fine  subdivision,  almost  in  the  form  of  a 
solid  solution,  and  that  kind  is  apparently  the  oxide  which  is  so  danger- 
ous. It  appeal's  to  be  related  closely  to  ''ghost-lines''  of  microscopic  size. 
An  interesting  speculation  is  whether  the  so-called  deoxidizers,  like  spiegel 
or  ferro-titanium,  do  not  exert  a  most  effective  action  by  flocculation 
rather  than  chemical  reaction. 

One  might  think  that  questions  regarding  the  nature  of  solidification 
and  whether  or  not  the  metal  solidifies  with  the  large  or  small  crystalline 
structure  are  more  or  less  academic  and  of  no  value  to  the  practical  man, 
but  the  size  of  the  primary  crystallization  has  much  to  do  with  the  amount 
of  segregation  occurring  in  the  metal  and  also  the  ease  with  which  the 
casting  structure  is  broken  by  heat  treatment.  In  other  words,  a  metal 
which,  as  it  solidifies,  develops  a  closely  packed  aggregation  of  crystal- 
lization centers  will  not  show  such  striking  segregations  of  insoluble  and 
partly  soluble  chemical  constituents  as  will  one  that  develops  large 
grains.  For  the  same  reason  subsequent  heat  treatments  will  much 
more  easily  break  up  the  original  structure  and  equalize  by  diffusion  the 
soluble  chemical  constituents.  In  general,  a  fine  grained  ingot  or  casting 
is  a  much  better  metal  to  work  with  from  a  quality  standpoint. 

VOL.  LXIV. — 35. 
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Zat  Jeppries,*  Cleveland,  Ohio  (written  discussion),— This  paper 
cannot  fail  to  stimulate  thought  in  connection  With  atomic  arrangement 
and  its  relation  to  physical  and  chemical  properties  of  metals  and  alloys. 
The  ideas  put  forth  relate  to  the  specific  manner  in  which  complexes  are 
formed  from  constituent  atoms.  That  numbers  of  atoms  in  a  liquid 
metal  should  group  themselves  into  more  or  less  stable  or  unorganized 
groups  vsiiying  in  size,  that  is  in  numbers  of  atoms  per  group  and  in  the 
manner  of  grouping  of  the  atoms,  seems  quite  probable. 

The  interpretation  of  the  amorphous  phase  in  metals  as  a  colloid  may 
meet  with  certain  objections.  For  example,  wotdd  a  group  of  atoms  so 
arranged  as  to  form  a  colloidal  particle  in  a  good  conductor  like  a  metal 
carry  a  charge  of  electricity  similar  to  a  colloidal  particle  in  an  aqueous 
solution? 

One  of  the  most  important  points  is  that  of  a  critical  distribution  of 
one  constituent  in  another  to  produce  maximum  cohesion.  The  writer 
has  suggested'*  a  combination  of  amorphous  and  crystalline  phases  of  a 
metal  having  higher  cohesion  than  either  phase  singly,  also  that  the 
martensitic  state .  of  steel  strongly  suggested  a  combination  of  two 
physically  different  constituents  with  higher  cohesion  than  either  one. 
Merica,  Waltenberg,  and  Scott  suggested  a  critical  dispersion  of  CuAIi 
in  aluminum,  producing  maximum  hardness ;'*  if  the  particles  of  CuAls 
become  larger  or  smaller  than  the  critical  size,  softness  results. 

Mr.  Alexander  now  proposes  the  idea  of  a  critical  dispersion  as  a 
general  law.  If  thid  proves  to  be  a  general  law,  it  will  go  far  toward 
explaining  the  underlying  reasons  for  the  hardening  of  steel.  This  law, 
however,  should  be  considered  without  exclusive  reference  to  the  colloid 
theory  with  a  definite  limit  of  the  maximum  size  of  colloidal  particles. 
In  other  words,  this  law  can  be  considered  with  respect  to  cryBtalline 
aggregates  larger  than  lOO^/u. 

P.  W.  BRiDGBiAN,t  Cambridge,  Mass.  (written  discussion). — Experi- 
ments made  by  the  writer  corroborate  Mr.  Alexander's  theory  that 
definite  structures  may  exist  in  the  liquid  above  the  melting  point.  If 
water  is  compressed  to  about  90,000  lb.  per  sq.  in.  at  a  temperature  below 
0°  C,  it  will  be  capable  of  crystallizing  into  two  forms,  which  the  writer  has 
called  ice  V  and  ice  VI.  Ice  VI  is  the  unstable  form,  and  ice  V  the  stable, 
but  ice  VI  almost  always  is  formed  on  the  first  freezing,  and  it  is  diffi- 
cult to  induce  the  more  stable  ice  V  to  appear.  But  after  ice  V  has  once 
formed,  it  almost  always  appears  on  subsequent  freezing.    This  tendency 

*  Director  of  Research,  Aluminum  Castings  Co. 

**  Effect  of  Temperature,  Deformation  and  Grain  Size  on  the  Mechanical  Prop- 
erties of  Metals.     Trans,  (1919)  60,  474. 

»  Heat  Treatment  of  Duralumin.    BuU.  160  (June,  1910)  942. 
t  Jefferson  Physical  Laboratory. 
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persists  even  if  the  water  is  maintained  in  the  liquid  condition  at  some 
distance  from  the  melting  point  for  as  much  as  24  hr. 

Mr.  Alexander's  opinion  that  the  failure  of  iron  to  amalgamate  under 
ordinary  conditions  may  be  due  to  an  adsorbed  layer  of  gas  on  the  surface 
is  the  conclusion  at  which  the  writer  arrived  in  an  experiment  mentioned 
on  page  334  of  the  paper  to  which  Mr.  Alexander  refers.^^  The  experi- 
ment consisted  in  plunging  into  mercury  a  surface  of  broken  iron  in  a 
small  fraction  of  a  second  after  the  rupture.  No  amalgamation  took 
place  under  these  conditions.  No  ordinary  "dirt"  is  sufficient  to  explain 
this  effect,  which  is  probably  due  to  the  rapid  formation  on  the  surface  of 
a  film  of  adsorbed  oxygen.  Computation  by  the  kinetic  theory  of  gases 
shows  thati  at  atmospheric  pressure,  an  exceedingly  small  fraction  of  a 
second  is  sufficient  for  the  formation  of  a  protecting  film. 

Hbnbi  Lb  Chatblier,  Parisi  France  (written  discussion*), — In  the 
first  page,  Mr.  Alexander  defines  with  great  exactness  the  expression 
"colloidal  state."  This  state  necessarily  comprises  two  phases — sub- 
divided material  and  the  medium  in  which  this  material  is  dispersed. 
The  properties  of  this  state  are  inseparably  connected  with  the  dimension 
of  the  particles.  This  subdivision  can  bring  about  important  modifica- 
tions in  the  physical  properties  of  the  substance  and  can  also  affect  the 
chemical  properties. 

I  am  not  convinced  of  the  accuracy  of  the  conclusions  that  the  author 
formulates  on  the  subject  of  metals  and  metallic  alloys.  He  takes  no 
account  of  the  surface  tensions  that  always  exist  at  the  point  of  contact  of 
two  bodies.  That  is  the  key  to  the  problem.  These  forces  are  usually 
considered  too  small  to  merit  serious  consideration.  What  must  be  con- 
sidered is  not  the  size  of  the  force,  but  that  of  the  energy  stored  up  in  the 
bodies.  In  other  words,  the  surface  energy  is  equal  to  the  product  of  the 
tension  by  the  surface  of  the  body,  and  in  colloids  this  surface  is  enormous, 
also  the  corresponding  energy  is  much  greater  than  is  ordinarily  supposed. 
A  few  figures  will  make  this  clear. 

One  particle  of  water  weighing  18  gm.  forms  a  sphere  of  1.63  cm. 
radius,  having  an  exterior  surface  of  33  sq.  cm.  Let  us  calculate  what 
happens  to  this  surface  when  the  wat^r  is  divided  into  smaller  and  smaller 
drops;  for  instance,  drops  having  the  radii  of  0.001  millimeter,  or  l/i,  and 
0.000001  millimeter,  or  1/u/i,  which  are  the  limits  between  which  colloids 
evolve. 

Diameter  of  drops 1m  I^m 

Total  surface  of  drops 2.04  sq.  m.    2040  sq.  m. 

^  Proe.  Amer.  Acad.  (1914)  46,  325-341. 
*  Translated  from  the  French. 
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The  second  factor  in  surface  energy  is  the  surface  tension. 

SuBBTANci:  States  Existiko  Tsmpebatubh.  Subfacb  Txkbion, 

TOOXTBER  DeORBES  GbAMB  PER  LxNBAR 

Centimeteb 

Hs Liquid  and  gaseous  —  252  0.002 

NHt Liquid  and  gaseous  —     29  0. 041 

HsO Liquid  and  gaseous  +    20  0.07^ 

Hg Liquid  and  gaseous  +     15  0.432 

Pt Liquid  and  gaseous  +1770  1.700 

SOj.CaO Crystalline  and  solution  +15  1 .  120 

SO».BaO Crystalline  and  solution  +15  4 .  400 

From  the  examples  here  given,  it  is  apparent  that  metals  have  higher 
surface  tensions  than  compounds  of  metalloids  and  that  solid  bodies  in 
contact  with  liquids  have  still  greater  tensions. 

The  energy  accumulated  in  one  particle  of  water  for  diflFerent  states  of 
subdivision  is: 

Diameter  of  drops 1m  1mm 

Kilogram-meters 0.430    430 

Calories  kilog 0.001         I 

That  is  to  say,  a  particle  of  water  divided  into  drops  of  l/i/i,  entering  into 
chemical  combination  liberates  1  caloiie  more  than  the  same  weight  of 
water  taken  as  one  compact  mass.  In  the  case  of  solid  bodies  in  contact 
with  liquids,  and  still  more  in  the  case  of  metals,  the  surface  tensions,  and 
consequently  the  corresponding  energies,  will  be  ten  and  one  hundred 
times  greater — equal  to  and  often  greater  than  the  amounts  of  heat  liber- 
ated in  the  most  vigorous  chemical  reactions.  As  a  result,  the  strength 
and  tenacity  are  increased  because  these  surface  tensions  are  added  to 
the  internal  cohesion  of  a  homogeneous  mass.  The  perimeter  of  the 
different  grains  taken  together  vary  in  inverse  ratio  with  their  dimensions. 
The  resulting  force  for  a  surface  tension  of  1  gm.  per  linear  centimeter  is: 


ft 


Dimensions 1m  1mm 

Total  perimeter  for  1  sq.  mm 4  m.        4000  m. 

Resulting  tension 0.4  kilogs     400  kilogs 

which  is  more  than  sufficient  to  explain  the  increase  in  strength  of  fine- 
grained alloys.  It  is  doubtless  true  that  the  dimensions  probably  never 
are  as  small  as  0.000001  millimeter,  but  in  many  alloys,  notably  pearlite, 
they  go  below  0.001  millimeter. 

A  second  result  of  the  fineness  of  solid  bodies  is  the  increase  of  the 
vapor  tension  and  the  solubility.  Here,  for  example,  are  measurements 
of  fine  precipitates  of  calcium  sulfate. 

Dimensions  of  grains 2m        0 .  3m 

Solubility  per  liter 2.08  gm.  2.66 gra. 
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These  and  similar  measurements  on  barium  sulfate  were  used  as  a 
basis  for  the  calculations  of  surface  tensions  given  above.  In  fact, 
thermodynamics  gives  exact  mathematical  formulas  on  the  relation  of 
solubilitv  to  this  tension. 

To  this.difiference  in  solubility  is  due  the  increase  in  size  of  the  par- 
ticles in  a  precipitate  obtained  in  chemical  analysis  by  leaving  the 
precipitate  in  the  solution  for  an  extended  period,  and  which  is  used  to 
facilitate  the  filtration  of  precipitates.  The  same  phenomenon  explains 
the  increase  in  size  of  the  grains  in  an  alloy  under  prolonged  heating. 
In  fact,  there  seems  to  be  no  doubt  that  the  colloidal  state  must  have  an 
effect  upon  the  chemical  properties  as  it  has  on  the  solubility.  Cementite 
offers  an  apt  example.  In  large  crystals,  that  is  to  say,  about  0.01 
millimeter  thick,  it  is  easily  attacked  by  a  boiUng  alkaline  solution  of 
sodium  picrate,  which  colors  it  a  dark  brown.  On  the  contrary,  the 
grains  of  pearlite  are  never  colored  by  this  reagent,  except  the  exception- 
ally large  grains  seen  in  overheated  steels  that  have  been  cooled  very 
slowly.  The  colloidal  cementite  of  troostite  is  not  colored.  Further 
investigation  would  no  doubt  disclose  other  analogous  examples;  but 
more  often  the  colloidal  substance  will  be  more  easily  attacked,  as  it  is  the 
more  easily  soluble. 

The  theory  of  amorphous  metals  does  not  seem  to  me  to  have  any 
necessary  connection  with  the  colloidal  state.  Moreover,  the  existence 
of  this  amorphous  state  is  merely  a  hypothesis  that  has  not  been  definitely 
verified.  One  can  express  whatever  opinions  one  chooses  on  this  subject, 
because  they  are  not  susceptible  to  experimental  <;orroboration. 

Carl  Benedicks,  Stockholm,  Sweden  (written  discussion). — As  stated 
by  the  author,  the'  present  writer,  in  1905,*^  drew  attention  to  the  fact 
that  the  highly  dispersed  state  of  matter  has  considerable  influence  on 
the  properties  of  alloys,  especially  in  forwarding  the  rational  explanation 
of  the  nature  of  troostite — concerning  which  about  a  dozen  theories 
existed — as  being  a  solid  cementite  ferrosol.  This  view  explained  the 
sharp  solubility  maximum  found  by  Heyn.**  A.  Lottermoser,**  then 
drew  attention  to  the  close  analogy  between  the  properties  of  gold  ruby 
glass  and  troostite.  Finally,  Wo.  Ostwald**  gave  a  review  of  the  facts 
known  up  to  that  time. 

It  is  mentioned  that  for  the  Cu^Zn  alloys  Carpenter  holds,  "that  be- 
low 470**,  the  /3  phase  decomposes  into  a  and  y  phases;  in  fact,  that  the  /S 
phase  is  an  almost  ultramicroscopic  mixture  of  a  and  7  phases."  It  is 
of  considerable  interest  also  to  know  that  Carpenter**  has  found  that  this 

*^ZeU.  phys.  Ckem.  (1905)  62,  733;  JrU,  Iron  and  Steel  Inst.  (2,  1905)  352. 

«*  C.  BenAdicks:  JrU.  Iron  and  Steel  Inst.  (2,  1908)  217. 

«*  A.  Lottermosor:  KoU.  ZeU.  (1911)  8,  95. 

««  Wo.  Ostwald:  KoUoidchemie  und  Metallurgie.    KoU.  ZeU,  (1916)  19, 46. 

«  JrU.  Inst.  Metals  (1912)  8,  51. 
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generally  very  stable  fi  colloid  is  coagulated  into  coarse  segregations 
of  a  and  y  on  the  nucleus  action  of  a  vanadium  alloy;  this,  so  far  as  I  am 
aware,  has  the  interest  of  being  the  only  solid  analogon  known  in  metallo- 
graphy of  the  coagulating  influence  of  additions,  well  known  in  liquid 
systems. 

When  the  Pb-Sn  alloys  are  discussed  no  experimental  fact  is  given, 
which  proves  that  a  colloid  state  makes  itself  perceptible.  The  curves 
alluded  to  in  the  footnote  on  p.  532  certainly  do  not  prove  more  than  that 
if  an  isocoUoid  zone  exists,  it  must  be  very  narrow;  its  existence,  or  con- 
sequences, is  scarcely  supported  by  any  facts  given. 

It  is  to  be  regretted  that  scarcely  any  new  experimental  facts  are 
adduced  for  the  importance  of  the  colloid  state  for  metallography.  The 
list,  however,  can  easily  be  completed.  Thus,  the  Fe-Ni  alloys  were 
earlier  almost  universally  considered  to  be  homogeneous  solid  solutions. 
The  writer  discovered^*  that  on  slow  cooling  these  supposed  homogeneous 
solutions  are  divided  into  two  structural  elements — those  of  the  meteoric 
irons — which  generally  are  of  a  submicroscopic  size,  constituting  a  ooUoid 
system.  Indications  of  colloid  constituents  also  occur  in  the  Gu-Sn 
^oys,  according  to  the  description  pf  Carpenter.  Further,  it  was  f ound^^ 
that  on  electrolysis  from  acetate  solution  a  copper  is  obtained  which  must 
be  considered  to  contain  acetate  in  solid  solution — ^as  proved  especially 
by  the  very  high  electrical  resistance;  between  this  solid  solution  and 
the  segregated  state,  a  colloidal  intermediate  state  is  highly  probable. 

Colloid  enthusiasts  are  apt  to  claim  most  phenomena  in  nature  to  be 
of  a  colloid  character.  .It  is  important  not  to  go  too  far  in  this  direction; 
it  only  will  discredit  this  domain  of  knowledge.  The  author,  on  p.  531, 
mentions  the  phenomenally  great  influence  produced,  say  by  0.01  per  cent, 
of  an  impurity  on  the  properties  of  a  metal,  and  adds  that  in  many  cases 
this  effect  involves  a  colloidal  dispersion.  The  difliculty  in  explaining 
the  great  increase  of  the  hardness  or  electrical  resistance  of  iron,  intro- 
duced by  a  small  fraction  of  an  impurity,  becomes  very  much  greater  if 
we  admit  the  action  to  be  of  a  colloidal  character:  the  only  possibility 
in  such  cases  is  to  admit  a  true  atomic  dispersion;  i.e.,  a  true  solid  solu- 
tion. A  system  where  cementite  is  in  a  colloidal  state  (troostite)  is 
much  less  hard  than  when  there  is  a  solid  solution  (martensite) ;  it  cannot 
be  correct  to  admit  also  the  martensite  to  be  a  colloidal  dispersion  (as  is 
indicated  on  p.  539) ;  a  nearer  discussion  shows  that  austenite  and  marten- 
site must  be  considered  as  solid  solutions,  the  first  in  gamma,  the  latter 
in  alpha  iron.  The  statement  in  the  footnote  on  p.  535  ''this  means  col- 
loidal dispersion,  favorable  to  hardness"  can  be  quite  true  when  compari-. 


^  G.  Benedicks:  Feste  kolloide  Systeme  in  der  Metallographie.    KoU.ZeiL  (1910) 
7,290. 

«7  C.  Benedicks:  MetaUurgie,  1907,  4,  5,  33. 
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son  is  made  with  the  coagulum,  but  it  is  not  true  when  the  hardness  is 
compared  with  that  of  the  true  solution. 

Jerome  Alexander  (author's  reply  to  discussion). — The  discussion 
has  adduced  many  additional  instances  of  the  application  of  the  principles 
outUned.  It  has  also  shown  other  aspects  of  these  principles  and  has 
referred  to  some  points  that  were  perforce  omitted  in  condensing  the 
paper.     Some  of  the  questions  thus  omitted  may  be  epitomized  as  follows : 

1.  Dynamic  allotropy,  especially  of  molten  sulfur.  ^^  Here  ammonia 
accelerates  the  attainment  of  equilibrium  between  the  allotropes,  whereas 
sulfur  dioxide  so  retards  it  that  chilling  easily  maintains  the  status  quo. 

2.  Von  Weimarn's  work  on  transparent  elastic  sulfur^*  produced  by 
chilling  in  liquid  air  sulfiu*  heated  to  400®  C. 

3.  Bridgman's  work  on  various  forms  of  phosphorus,  including  a 
new  black  form  that  differs  from  the  yellow  and  the  red  in  being  a  conduc- 
tor of  electricity;  this  metallic  quality  is  conferred  by  extremely  high 
pressures.*®    (About  11,000  kg.  per  sq.  cm.) 

4.  Wo.  Ostwald's  table  showing  eight  isocoUoids  of  water. '^ 

5.  Zsigmondy's  work  on  gold  ruby  glass,  which  follows  ultramicro- 
scopically  the  aggregation  of  metallic  gold  through  the  colloidal  zone.*' 

6.  Bowen's  work  on  the  devitrification  of  glass.*' 

7.  Bellamy's  work'  on  gold  ruby  glass,  which  confirms  the  view  that 
stannic  oxide  exerts  in  glass  the  same  protective  or  peptizing  action  on 
colloidal  gold  that  it  does  in  aqueous  dispersion,  e.g.,  in  the  purple  of 
Cassius. 

8.  General  discussion  of  crystaUization  and  a  statement  of  some 
experiments  showing  the  effect  of  colloids  on  crystallization. 

9.  Effect  of  colloids  on  the  crystallization  of  plaster  of  Paris.*^ 

10.  Resemblance  of  photomicrographs  of  fine  martensite  to  the  dark 
field  pictures  of  coagulated  ultramicrons,  i.e.,  of  casein. 

11.  Experiments  showing  some  results  of  progressive  subdivision  with 
lead  shot;  the  size  known  as  "dust"  clumps  together  when  wet,  whereas 
larger  shot  does  not. 

12.  Production  of  dendrites  of  Pb  and  Fe  by  deposition  of  the  metal  in 
the  presence  of  a  colloidal  protector,  those  of  Fe  recalling  the  acicular 
structure  of  martensite. 

The  chemist  and  physicist,  in  exploring  the  dark  region  of  the  atom, 
have  revealed  a  world  of  subatomic  phenomena;  we  are  also  learning 

*»  W.  E.  S.  Turner:  "Molecular  Aasociation,"  92.     1916. 

««  KoU.  ZeiL  (1910)  6,  250. 

*o  JtU.  Am.  Chem.  Soc.  (1914)  36,  1544-63. 

>^  "Handbook  of  Colloid  Chemistry,"  M.  W.  Fischer's  tranfllation,  1918. 

**  "CoUoids  and  the  Ultramioroscope/'  Alexander's  translation,  1909J 

»»/nZ.  Am.  Ceram.  Soc.  (1919)  2,  261-81. 

«« JrU,  Soc.  Chem.  Ind.  (1909)  28,  280. 
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much  by  investigating  the  colloidal  zone  lying  between  what  are  ordinarily 
termed  physical  and  chemical.  The  metallurgist  cannot  omit  considera- 
tion of  submicroscopic  or  ultramicroscopic  phenomena  which,  though 
bidden,  are  none  the  less  real.  I  have  asked  those  having  proper  facilities 
to  examine  with  the  X-ray  spectrometer  specimens  of  metals  and  alloys 
slowly  cooled,  and  others  drastically  quenched.  With  mercury  and  low 
melting  point  alloys,  like  Wood's  metal,  it  should  be  possible  with  this 
new  instrument  to  follow  molecular  aggregation  in  metals  under  gradu- 
ally decreasing  thermal  agitation. 

Doctor  Merica  emphasizes  the  necessity  of  reckoning  with  colloidal 
phenomena.  His  observations  on  substances  that  favor  crystallization 
are  further  reinforced  by  Bowen's  work,  for  in  glass  CI  and  SOg  act  as 
"  mineralizers,"  showing  the  opposite  to  protective  action. 

I  agree  with  Mr.  Thum  that  we  should  seek  information  regarding  the 
colloidal  state  in  fluid  metal,  where  it  imdoubtedly  exists,  for  even  if 
transitory  it  is  of  potent  influence.  The  trouble-making  inclusions  in 
nickel  steel  of  which  he  speaks  are,  partly  at  least,  above  colloidal  size; 
but  there  is  no  sharp  limit  to  the  colloidal  zone  and  particles  much  above 
the  usual  superior  colloidal  Umit  (100  mm)  show  effects  consequent  on 
their  fineness  of  subdivision.  The  facts  mentioned  show  that  some  sub- 
stances in  fine  dispersion  produce  a  weaker  steel  than  the  same  material 
aggregated  into  coarser  inclusions,  just  as  one  large  hole  may  produce 
less  weakness  in  a  metal  bar  than  a  multitude  of  adjacent  small  holes 
having  the  same  total  area  as  the  large  hole. 

The  work  of  Merica,  Waltenberg  and  Scott,  cited  by  Doctor  Jeffries, 
is  an  illustration  of  a  zone  of  maximum  coUoidality,  the  hardness  of  the 
Cu-Al  alloy  diminishing  on  either  side  of  a  certain  optimum  degree  of 
dispersion.  As  Doctor  Jeffries  suggests,  the  consequences  of  sub- 
division are  not  hemmed  in  by  any  arbitrary  limits.  Wells^*  suggests 
four  general  groups  of  degree  of  subdivision:  (1)  molar,  including  ordi- 
nary physical  and  even  astronomical  masses;  (2)  molecular,  covering  the 
colloidal  zone  and  including  much  of  what  is  called  physical  chemistry; 
(3)  atomic,  covering  ordinary  chemical  changes;  (4)  electronic,  covering 
subatomic  phenomena*.  While  quantum  relations  seem  to  predominate 
in  (3)  and  (4),  (2)  blends  insensibly  into  (1)  and  (3). 

Professor  Bridgman's  remarkable  work  on  the  effect  of  high  pressures 
merits  the  careful  consideration  of  metallurgists,  even  his  experiments 
with  non-metallic  substances,  e.gf.,  phosphorus  and  egg  albumin,  the 
latter  of  which  is  coagulated  by  mere  pressure.  The  powerful  adsorp- 
tion at  fresh,  clean,  metalUc  surfaces  is  parallelled  by  freshly  cleaved 
sheets  of  mica,  which  adhere  if  instantly  put  together  but  fail  to  do  so 
after  a  brief  exposure  to  the  air. 


w  /ni.  Wash.  Acad.  Sci.  (1919)  361. 
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Professor  Le  Chatelier  suggests  that  the  surface  tensions  existing  at 
phase  interfaces  are  the  key  to  the  colloidal  problem,  and  that  I  take  no 
account  of  them.  Surface  tension  is  a  resultant  of  what  I  term,  in  my 
paper,  molecular  or  crystallization  forces.  *•  I  have  considered  the  forces 
without,  however,  discussiiig  their  origin,  which  would  lead  to  theoretical 
discussion — residual  valences,  stray  fields  of  force,  etc.  I  thank  Pro- 
fessor Le  Chatelier  for  bringing  forward  details  to  support  the  view,  which 
I  expressed  in  my  preliminary  paper,  ^^  that  with  particles  of  colloidal 
size  ''such  phenomena  as  surface  tension  and  adsorption,  which  depend 
on  the  development  of  free  surface,  become  enormously  magnified.  .  .  . 
The  tiny  force  with  which  a  drop  of  rain  clings  to  the  window  pane 
becomes  a  factor  to  be  reckoned  with  if  the  surface  is  increased  millions 
of  times." 

Metallurgists  will  hardly  agree  that  the  existence  of  the  amorphous 
state  is  a  mere  hypothesis.  What  they  call  amorphous  metal  is  either 
coUoidally  or  molecularly  dispersed.  Rosenhain  believes  that  amorphous 
metal  represents  molecular  disp)ersion,  whereas  I  believe  that  the  evidence 
indicates  colloidal  aggregation. 

Professor  Benedicks  brings  out  many  facts  of  interest.  I  thoroughly 
agree  as  to  the  danger  of  attributing  everything  to  colloids,  a  danger  I 
have  often  emphasized. ^^  On  the  other  hand  the  colloidal  condition  is 
ubiquitous  and  cannot  be  omitted  from  consideration,  especially  as  in 
many  cases  it  is  a  controlling  factor.  Professor  Benedicks  believes  that 
troostite  represents  the  inferior  limit  of  colloidal  disp)ersion  of  cementite, 
martensite  being  a  solid  solution.  I  believe,  however,  that  martensite 
and  hardenite  represent  colloidal  dispersion  of  cementite,.  and  so  probably 
does  austenite,  as  solidification  is  approached.  Maximum  hardness, 
covering  martensite  and  hardenite,  represents  a  zone  of  maximum 
degree  of  coUoidality,  on  either  side  of  which  hardness  diminishes.** 

The  footnote  on  p.  532  of  my  paper,  referred  toby  Professor  Benedicks, 
refers  to  pure  metals,  where  the  isocoUoidal  zone  naturally  is  narrow.  In 
connection  with  the  Pb-Sn  alloys,  where  the  metals  differ  materially  in 
melting  point,  the  following  experiment  is  of  interest.  A  strip  of  zinc 
immersed  in  a  solution  of  SnCU  gives  a  coarsely  crystalline  tin  tree, 
whereas  lead  under  like  conditions  gives  a  lead  tree.  But  if  some  lead- 
acetate  solution  is  added  to  the  SnCU  solution  so  that  both  Pb  and  Sn  are 
thrown  out  simultaneously,  the  crystallization  of  both  metals  is  much 
inhibited. 


>•  Willows  and  Hatschek:  ''Surface  Tension  and  Surface  Energy,"  28-32.     1919. 
"  Trans.  (1919)  60,  466. 
»»  Jrd,  Soc.  Chem.  Ind.  (1920)  39,  270R. 

M  See  Zone  of  Maximum  CoUoidality,  to  be  published  in  the  Jnl.  Am.  Chem. 
Soc,  1921. 
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Nickel-chromium  Alloys 

By  Leon  O.  Habt,*  M.  E.,  Habbison,  N.  J. 

(Columbua  Meeting,  Oetober,  1920) 

The  nickel-chromium  alloys  of  importance  are  those  containing  iron 
and  those  free  from  iron.  The  most  important  alloys  containing  iron, 
with  regard  to  high  tonnage,  are  the  nickel-chromium  steels.  Straight 
nickel  steel  was  introduced  about  the  year  1889,  but  it  was  not  until  1895, 
when  it  was  found  that  the  addition  of  chromium  greatly  increased  the 
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Fig.    1. — RbsISTH'ITY   of   mCKEL-CRROMIUM-IRON   ALLOYS. 

strength  and  resistance  to  shock,  that  nickel-chromium  steels  came  into 
use.  The  three  types  of  nickel-chromium  steels  developed  at  this  time 
were:  Type  1,  containing  3.50  per  cent,  nickel  and  1.50  per  cent,  chro- 
mium; type  2,  containing  2.00  per  cent,  nickel  and  1.00  per  cent,  chromium; 
and  type  3,  containing  1.50  per  cent,  nickel  and  0.50  per  cent,  chromium. 


*  Second  Vice-president,  Priver-Hf^rris  Cq« 
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Tjrpe  1  steel  is  used  principally  for  armor  plate  and  projectiles.  Types  2 
and  3  were  developed  for  the  automobile  industry,  type  3  is  admirable 
for  drop  forgings  and  makes  an  excellent  case-hardening  steel. 

A  nickel-chromium  steel  of  type  1,  containing  3.78  per  cent,  nickel, 
1.60  per  cent,  chromium,  0.38  per  cent,  carbon,  0.28  per  cent,  silicon,  0.50 
per  cent,  manganese,  0.035  per  cent,  sulfur,  0.025  per  cent,  phosphorus, 
when  air  hardened  from  820^  C,  passed  the  following  specifications: 
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Tensile  breaking  strength,  minimum  220,000  lb.  per  sq.  in.;  yield  ratio, 
minimum,  165,000  lb.  per  sq.  in.;  elongation,  minimum,  5  per  cent.; 
reduction  in  area,  minimum,  13  per  cent. ;  Brinell  hardness  number,  420. 
Nickel-chromium-ifon  alloys  having  a  much  higher  nickel  and 
chromium  content  than  the  nickel-chromium  steels  just  ^discussed  were 
developed  for  electrical,  heat,  and  chemical  resistors.  As  early  as  1866, 
research  work  was  done  by  Mathieson  for  the  British  Physical  Society  to 
develop  material  for  a  standard  ohm ;  this  work  was  principally  with  copper- 
nickel  alloys.     In  1888,  copper-nickel  alloys  were  investigated  by  Feuss- 
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ner  and  St.  Lindeck;  Weston  in  this  year  developed  manganin.  In  1901, 
R.  A.  Hadfield  investigated  the  electrical  resistance  of  various  nickel 
steels  and  found  an  alloy,  containing  67.90  per  cent,  iron,  0.60  per  cent, 
carbon,  1.50  per  cent,  manganese,  and  30.00  per  cent,  nickel  to  have  a 
specific  resistance  of  88.2  microhms  per  centimeter  cube.  All  the 
metallic  material  developed  for  resistor  material  up  to  the  year  1906, 
however,  with  the  exception  of  platinum,  oxidized  badly  at  high  tempera- 
tures. Platinum  had  a  low  initial  resistance  but  a  very  high  temperature 
coefficient  so.  at  high  temperatures  the  resistance  was  great  enough  to 
make  a  fair  heating  element,  but  because  of  the  scarcity  and  high  price  of 
platinum,  only  laboratory  heating  elements  were  possible.  For  commer- 
cial application  a  material  that  would  resist  oxidation  at  high  tempera- 
tures, have  a  high  initial  resistance  with  a  low-temperature  coefficient, 
and  be  obtainable  at  a  sufficiently  low  price  was  necessary.  In  1906, 
Marsh  found  an  alloy  of  nickel  and  chromium  suitable  for  an  electrical 
resistor  and  patented  that  appUcation.  From  its  use  in  household  appli- 
ances, such  as  irons  and  toasters,  the  field  has  broadened  until  we  have 
annealing  furnaces  of  the  car  type,  ovens  for  drying  cores  in  fotmdries, 
and  ovens  for  baking  the  enamel  on  automobiles.     The  General  Electric 


Table  1. — Electrical  Resistances  and  Temperature  of  Nickd-chromium^ 

iron  Altoys.     (M.  A.  Hunter.) 


Niokel, 
P»rta 

Chromium, 
Parts 

Iron, 
Parts 

Resistivity,  at  20°  C.  in 
Microhms  per  Cubio  Centi- 
meter 

Temperature     Coefficient, 
per  Degree  C.  at  20**  C. 

100 

25 

0 

1 

99.79 

0.00014 

75 

25 

25 

106.46 

0.00024 

50 

25 

50 

97.00 

0.00038 

25 

25 

75 

82.36  ' 

0.00090 

0 

25 

100 

43.68 

0.00230 

100 

20 

0 

96.90 

0.00012 

75 

20 

25 

108.04 

0.00021 

60 

20 

40 

105.38 

0.00023 

50 

20 

50 

103.67 

0.00a34 

25 

20 

75 

79.35 

0.00091 

0 

20 

100 

62.07 

0.00247 

100 

15 

0 

84.10 

0.00020 

75 

15 

25 

101 . 30 

0.00021 

50 

15 

50 

90.40 

0.00059 

25 

15 

75 

76.88 

.0.001055 

0 

15 

100 

41.16 

0.00233 

100 

10 

0 

67.80 

0.00037 

75 

10 

25 

93.45 

0.00040 

50 

10 

50 

95.94 

0.00056 

25 

10 

75 

74.39 

0.00084 

0 

10 

100 

41.13 

0.00233 
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Table  2. — Thermoelectric  Force  of  Nickel-chromiuin'4ron  AUoys* 


AUoy 


CompoBition.  in  Parts 


Hot-junotion  Temperatures,  in  Decrees  C. 


Nickel 


Chromium 


Iron 


138 


300 


518 


637 


829 


Electromotiye  F  orce,  in  Millivolts 


A-ll 
A-8 
A-1 
A-5 

A-25 

A-12 

A-9 

A-2 

A-6 


A-26 

A-13 

A-10 

A-4 

A.7 


75 
75 
76 
76 

60 
50 
50 
50 
60 


25 
25 
26 
26 
25 


10 
15 
20 
25 

0 
10 
15 
20 
25 


0 
10 
15 
20 
25 


25 
25 
25 
25 

50 
50 
50 
50 
50 


75 

75 
75 
75 
75 


0.87 
0.80 
0.86 
0.91 

6.25 
1.43 
1.37 
1.22 
1:29 


0.78 

-1.28 

-2.99 

0.63 

-1.23 

-2.81 

0.88 

-0.68 

-1.95 

1.02 

-0.36 

-1.57 

11.46 

12.54 

11.05 

2.11 

1.14 

0.16 

2.18 

1.68 

1.09 

1.81 

1.04 

0.26 

2.00 

1.46 

0.76 

-4.90 
-4.47 
-3.28 
-2.77 

10.46 
-0.54 

0.86 
-0.27 

0.33 


Hot-junirtion  Temperatures,  in  Degrees  C. 


305 


445 


646 


880 


Electromotive  Force,  in  Millivolts 


8.50 
2.97 
2.9S 
2.70 
2.73 


13.69 

14.48 

14.57 

3.02 

2.74 

2.83 

3.00 

2.78 

2.94 

2.79 

2,49 

2.61 

2.68 

2.16 

2.14 

1 

*  M.  A.  Hunter  and  J.  W.  Baoon :  Thermo-electric  Force  of  Some  Alloys. 
Amer.  Electrochem.  Soc.  (1918),  30. 
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Co.  is  now  producing  very  large  heating  units  made  of  a  nickel-chromium- 
iron  alloy  and  the  power  used  in  the  various  elements,  in  this  country,  is 
estimated  at  500,000  kilowatts.  The  low  values  obtained  for  the  thermal 
electromotive  force  against  iron,  combined  with  the  fact  that  most  of  the 
curves  show  inversion  points,  render  these  alloys  useless  for  thermocouple 
work.  Most  of  the  values  given  in  Tables  1  and  2  are  shown  on  the 
curves  of  Figs.  3  and  4. 
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The  most  important  commercial  alloy  of  the  nickel-<;hromium-iron 
group  is  that  known  as  nichrome,  manufactured  by  the  Driver-Harris  Co., 
Harrison,  N.  J.  The  cold-drawn  nichrome  is  put  on  the  market  in  the 
form  of  wire,  ribbon,  or  sheet.  It  is  used  exclusively  for  electrical- 
resistance  purposes  and  is  approximately  a  60  per  cent,  nickel,  12  per 
cent,  chromimn  alloy  containing  about  25  per  cent,  iron  and  very  low 
carbon.  The  electrical  properties  are:  Specific  resistance,  109.6  mi- 
crohms per  centimeter  cube  at  20^  C;  660  ohms  per  mil-foot  at  20**  C; 
temperature  coefficient,  0.000170  ohm  per  degree  C.  per  ohm  at  20®  C; 
0.000096  ohm  per  degree  F.  per  ohm  at  20**  C. 

The  thermoelectric  properties  against  nickel,  as  determined  by 
Northrup,  are: 

TKMPSBATT7B]!,   DCOBBSS   C.  E.    M.    F.   IN   MiCBOTOLTS 

100.0  water  2,303 

232.0  tin  5,970 

419.0  zinc  10,635 

629.0  antimony  15,065 

1082 . 6  copper  30,796 
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The  physical  properties  of  cold-drawn  nichrome  are: 

Specific  gravity,  8.15. 

Weight  per  cubic  inch,  0.29  lb. 

Ultimate  tensile  strength,  102,200  lb.  per  sq.  in. 

Specific  heat,  0.111  per  d^ree  C.  oyer  a  range  of  0^  to  100**  O. 

Coefficient  of  linear  expansion,  0.0000116  per  degree  C.  over  a  range  of  20'  to 
100**  C. 

Thermal  conductivity  0.0326  calories  per  centimeter  per  second  made  with  K  in. 
diam.  section;  this  value  is  one-fifth  that  of  soft  iron. 

Nichroine  will  stand  a  maximum  operating  temperature  of  1800^  F. 
(982^  C.)  and  makes  an  ideal  material  for  ordinary  heating  elements. 


lOOU 

Cr 

1 

1500 

\ 

\ 

\ 
\ 
\ 

N 

\ 

Melt 

1400 

• 

^, 

i 

^ 

Nl 

V 

• 

^ 

y 

y 

1300 

Solid 

Soluti 

>nt  RU 

b  to  > 

^ 

•^S^i 

\  Solu1 

iont  R 

ich  in 

Chro 

nluin 

Nlc 

kel 

• 

o 

g 

• 

H 

0  10         20  30         40         so  60         70         80  90       100 

Fio.  5. — Freezing-point  diagram  for  nickel-chromium  allots. 


Forged  nichrome  has  a  higher  carbon  content  than  cold-drawn  ni- 
chrome,  being  0.60  to  1.00  per  cent.  It  resists  conrosion,  does  not  oxidize 
and  scale  at  high  temperatures,  and  retains  much  of  its  strength  at  800^  C. 
It  is  not  carbonized  and  is  an  ideal  material  for  internal-combustion 
engine  valves  and  for  forged  parts  used  in  heating  furnaces,  such  as 
conveyor  chain  links  and  carrier  parts. 

Cast  nichrome  has  approximately  the  following  analysis:  nickel, 
60.00  per  cent.;  chromium,  12.00per  cent.;  iron,  26.00  per  cent.;  carbon, 
0.60  per  cent.;  silicon,  0.40  per  cent.;  manganese,  1.00  per  cent.  It  was 
developed  primarily  to  replace  the  cast  iron  and  steel  containers  for 
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metal  parts  that  had  to  be  heat  treated.  The  life  of  these  containers  was 
short  due  to  the  rapid  disintegration  caused  by  oxidation,  and  consequent 
scaling,  and  also  to  warping.  As  these  castings  were  made  with  heavy 
walls,  the  heat  penetration  at  first  was  poor;  but  as  the  castings  scaled 
away  the  heat  penetration  improved.  As  a  result,  if  new  and  old  pots 
were  in  the  same  furnace,  the  contents  were  often  over  or  under  heated. 
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It  was  therefore  desirable  to  use  for  these  containers  such  material  that 
the  walls  would  be  thin,  but  would  maintain  their  thickness  so  that  the 
heat  penetration  would  be  uniform.  Then  good  results  would  always  be 
obtained  by  heating  to  the  same  temperature.  In  addition,  the  price  of 
the  alloy  per  hour  of  service  must  not  exceed  that  of  the  old  container. 
J.  C.  Henderson'  developed  and  patented  the  alloy  nichrome  for  these 
purposes;  it  is  now  being  produced  under  the  Henderson  patents  by  the 
Driver-Harris  Co. 
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Nichrome  will  not  scale  nor  warp  and  is  not  brittle.  It  has  been  on 
the  market  less  than  five  years  but  has  come  into  general  use  for  carburiz- 
ing  boxes;  cyanide  pots,  lead  pots,  muffles  and  specially  designed  heat- 
treating  apparatus.  During  the  war,  it  was  the  only  material  that  would 
stand  up  under  the  extreme  conditions  necessary  in  the  production  of  the 
high-grade  charcoal  used  in  the  gas  masks  of  our  soldiers.  The  retorts  for 
the  charcoal  furnaces  were  castings  13  ft.  6  in.  (4.1  m.)  long  and  15  in. 
(37.5  cm.)  inside  diameter,  which  were  revolved  at  a  speed  of  one  revolu- 
tion per  minute  in  a  furnace  kept  at  a  high  temperature. 
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Fig.  7. — ^Rbbibtivity  op  chromium  allots. 


The  physical  properties  of  cast  nichrome  are  as  follows: 

Specific  gravity 8. 15         Softening  point 2400**  F. 

Weight  per  cubic  inch 0. 29  lb.    Brinell  hardness  number    165-175 

Meltingpoint 2660**  F.    Specific  heat 0.111  at  lOO**  C. 

Coefficient  of  Unear  expansion  0.(X)00121  per  degree  C.  with  a  tempera- 
ttu*e  range  of  0®  C.  to  100**.    Length  of  specimen  un^ler  test  92.3  cm.' 

Thermal  conductivity  0.0341  calories  per  centimeter  per  second;  or  in 
a  ratio  of  1  to  4.88  of  soft  iron,  or  expressed  in  percentage  20.5  per  cent,  of 
the  thermal  conductivity  of  soft  iron.  This  test  was  made  with  a  1-in. 
diameter  section. 

VOL.  jjivf. — 36. 
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Ultimate  tensile  strength  at  20*"  C 60,000  to  55,000  lb.  per  aq.  inoh 

Yield  point 40,000  lb.  per  sq.  inch 

Elongation 1 .00  per  cent. 

Reduction  in  area 2. 50  per  cent. 

Ultimate  tensile  strength  at  800*"  C 24,500  lb.  per  sq.  inch 

Yield  point  at  SOO""  C 20,100  lb.  per  sq.  inch 

Elongation  at  800*"  C 4.00  per  cent. 

Reduction  in  area  at  800*"  C 4.30  per  cent. 

Torsion  test  was  made  on  a  230,000  in.-lb.  machine. 

Yield  point  was  determined  by  drop' of  beam;  test  section  was  8  in. 
long  and  0.564  in.  in  diameter. 

Torque  at  yield  point  1300  in.-lb. ;  maximum,  3200  in.-lb.  Stress  in 
outer  fiber  at  yield  point  37,000  lb.  per  square  inch;  maximum  91,100 
lb.  per  square  inch. 

Angle  of  twist  at  yield  point  39^  per  foot;  maximum,  1215;  rupture, 
1660. 

Tgtal  elongation  of  outer  fiber,  20.8  per  cent. 

Another  important  nickel-chromium-iron  alloy,  known  as  Nichrome 
II,  has  been  developed  by  the  Driver-Harris  Co.  for  high  duty  work.  Its 
maximum  working  temperatiure  is  2000^  F.  (1095^  C).  It  is  largely  used 
in  the  form  of  heavy  ribbon  for  the  larger  type  of  heating  furnaces. 
Its  analysis  is:  nickel,  65.0  to  67.0  per  cent.;  chromium,  20.0  to  22.0  per 
cent.;  iron,  12.0  to  14.0  per  cent.;  manganese,  1.5  to  2.0  per  cent. 

It  has  the  following  electrical  properties:  Specific  resistance,  116.3 
microhms  per  centimeter  cube  at  20^  C.  or  700  ohms  per  mil-foot  at  20^  C. 
Temperature  coefficient  at  20®  C.  per  degree  F.,  0.000096  ohm  per  degree 
per  ohm;  per  degree  C,  0.0000172  ohm  per  degree  per  ohm. 


Nickel-chromium  Alloys  free  from  Iron 

The  nickel-chromium  allo3rs  free  from  iron  are  important  in  their 
ability  to  withstand  oxidation  and  in  their  peculiar  electrical  properties. 
Allo3rs  running  from  100  to  70  per  cent,  nickel  are  completely  homoge- 
neous and  are  made  up  of  large  polygons  of  united  crystals  bounded  by  fine 
lines.  Alloys  containing  90  per  cent,  nickel  and  10  per  cent,  chromium 
were  completely  non-magnetic  at  room  temperature.  A  2.0  per  cent, 
chromium  alloy  lost  its  magnetism  at  255®  C;  pure  nickel  becomes  non- 
magnetic at  355®  C.  The  measurements  of  thermo-electromotive  force, 
given  in  Table  4,  were  made  against  iron,  the  cold  junction  was  main- 
tained at  20®  C.  The  curves,  shown  in  Fig.  6,  are  approximately  linear. 
The  highest  values  for  thermal  electromotive  force  were  obtained  with 
an  alloy  containing  100  parts  of  nickel  and  10  parts  chromium.  The 
electrical  resistivity  increases  rapidly  with  the  addition  of  chromium  in 
the  alloy  and  the  temperature  coefficient  decreases.    In  resistance  to 
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Table  3. — Melting  Point 

of  Nickd<hromium  Alloys* 

Weight,  Per  Cen£. 

Temperature  of  Initial 
Preeiins,  Degrees  C. 

Temperature  of  FiiuJ' 

Niokel                 i           Chromium 

Freesing,  Degrees  C. 

100 

0 

1452 

98                                        2 

1450 

1445 

90 

10 

1445 

1318 

80 

20 

1430 

1375 

70 

30 

1402               1                1344 

60 

40 

1377 

1331 

50 

50 

1322                               1307 

45 

55 

1318                               1295 

42 

58 

1290 

40                              60 

1345                               1311 

30 

70 

1507                              1370 

20 

80 

1545 

10                              90 

1550 

0               ,              100 

1553 

1 

*  G.  Voss:  ZeU.  anorg.  Chem.  (1908)  67,  34. 
Tabl£  4. — Thermo-dectromotive  Force  of  Nickel-chromium  AUoys^ 


Alloy 


Composition,  Parts 


Nickel 


Chromium 


135 


Temperature  of  Hot  junction,  Degrees  C. 
492 


311 


667 


706 


834 


Electromotive  Force  in  Millivolts 


&-16 

&-11 

S-6 

&-30 

A-18 


100 

0 

4.39 

9.00 

100 

5 

--1.35 

-4.19 

100 

10 

-1.61 

-4.72 

100 

15 

-0.92 

-3.32 

100 

20 

-0.20 

-1.80 

100 

25 

0.15 

-1.00 

11.93 
-8.13 
-8.98 
-7.06 
-4.75 
-3.45 


15.54 

-11.24 

-11.76 

-13.01 

-13.70 

-10.69 

-11.38 

-  7.53 

-  8.45 

-  6.06 

-  6.58 

19.79 
12.92 
15.61 
13.34 
10.17 
8.00 


t  By  M.  A.  Hunter  and  J.  W.  Bacon:  Op.  cU. 

Table  5. — Electrical  Resistances  and  Temperature  Coefficients  of  Nickel- 

chromium  AUoyst 


Parts  of  Chromium  per 
100  Nickel 


■Reaistivitjr  Microhm- 
centimeter 


Temperature  Coefficient  per 
Degree  C.  at  20*'  C. 


0 

5 

10 

15 

20 


0.00560 
0.00097 
0.00037 
0.00020 
0.00012 


t  M.  A.  Hunter  and  F.  M.  Sebart:  JnL  Amer.  InBt.  Metals  (1917)  11,  115. 
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oxidation  at  excessively  high  temperatureSi  they  are  more  satisfactory 
than  other  binary  combinations. 

The  Driver-Harris  Co.  makes  an*  alloy  bearing  the  trade  name  Kromore, 
which  contains  85  per  cent,  nickel  and  1 5  per  cent,  chromium.    The  specific 
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resistance  is  95.9  microhms  per  centimeter  cube  at  20^  C.  or  577  ohms  per 
mil-foot  at  20^  C.  The  temperature  coefficient  is  0.000242  ohm  per  degree 
C.  per  ohm  at  20*"  C.  or  0.000134  ohm  per  degree  F.  This  alloy  resists 
oxidation  to  a  high  degree  and  is  especially  recommended  when  extreme 
conditions  are  to  be  encountered  such  as  open  type  heating  units.     In 
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comparatiye  tests  made  with  wires  suspended  in  air  and  heated  to  high 
temperatures  by  passing  ciurent  through  them,  this  material  has  stood 
up  better  than  any  known  commercial  resistance  wire. 

Kromore,  Nichrome,  and  Nichrome  II  are  made  in  electric  furnaces 
of  the  Heroult  type.  The  ingots  are  reduced  by  steam  hammers  to  2  in. 
square  (5  cm.)  billets  from  which  ^^^  in.  (6.3  mm.)  rods  are  hot  rolled; 
from  these  rods,  the  material  is  cold  drawn  to  wire  or  cold  rolled  to 
ribbon.  For  castings,  the  metal  is  poured  into  dry  sand  molds,  and 
every  casting  is  tested  under  150  lb.  air  pressure  before  shipment.  Only 
sound  non-leakable  castings  are  allowed  to  be  shipped. 
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•  

Treating  Antimony  Ores 

BT   QEOEOE   P.   HULST,^  BAST  CHICAGO,    ILL. 
(Chieaco  Meeting,  September,  1919) 

Prior  to  1914,  there  was  little  demand  for  antimony  in  this  country; 
its  use  was  limited  almost  entirely  to  the  manufacture  of  type  and  bearing 
metals.  Practically  no  antimony  ore  was  mined  here,  the  market  being 
supplied  principally  from  China,  and  the  alloy  was  produced  by  a  direct 
mixing  of  lead  and  antimony.  The  great  world  war,  with  its  demand  for 
shrapnel  in  hitherto  undreamed  of  quantities,  precipitated  a  great  boom 
in  the  price  of  antimony.  Nominally  quoted  at  6  c.  to  7  c.  in  1914,  the 
price  increased  by  leaps  and  bounds  to  45  c.  in  March,  1916.  Under 
the  stimulus  of  high  prices  many  small  mines  were  opened,  for  it  became 
profitable  to  work  ores  containing  as  low  as  20  per  cent,  antimony.  High- 
grade  sulfide  ores  (stibnite),  containing  55  per  cent,  to  60  per  cent,  anti- 
mony, were  received  from  Bolivia,  China,  and  Alaska.  Low-grade  sulfide 
ores,  running  from  20  per  cent,  to  45  per  cent.,  were  produced  in  Nevada, 
California,  Idaho,  Utah,  and  Mexico;  much  of  this  ore  was  fairly  rich 
in  silver.  The  principal  oxide  ores  came  from  Mexico  and  Oregon.  The 
following  analyses  are  representative  of  various  types  of  antimony  ore: 


Oxide  ore 

SB 

25.00 

Pn        CiJ 

11.80    0.10 
18.00    0.20 

Ao 

84.0 
76.0 

Au       SiOi 

46.02 

16.12 

7.60 

0.04     5.60 

Fa 

0.95 
1.05 
0.60 
0.25 

S 

0.40 
19.87 
17.05 
18.17 

CaO 
10.08 

7.40 
0.85 

Zk 

0.80 
0.40 
0.86 
0.25 

As 
0  22 

Sulfide  ore 

55.20 

0.25 

Sulfide  ore 

37.16 

0.10 

Sulfide  ore 

...       41.55 

0.10 

The  International  Lead  Refining  Co.  fortunately  was  equipped  to 
handle  these  ores  through  residue  and  blast  furnaces.  The  charge  con- 
sisted of  a  variety  of  sulfide  ores  containing  Sb  20  to  60  per  cent,  and 
SiOi  6  to  45  per  cent.,  oxide  ores  containing  Sb  20  to  40  per  cent,  and  SiOs 
10  to  45  per  cent.  Secondary  materials,  such  as  battery  plates,  battery 
mud,  lead  oxide,  paint,  etc.,  together  with  refinery  skims,  softener  skims, 
and  other  refinery  byproducts,  were  treated  along  with  the  antimony  ore 
to  furnish  the  lead  required.  All  silver-bearing  antimony  ores  were 
treated  in  the  residue  furnace,  the  sulfur,  iron,  and  copper  forming  matte 
that  carried  part  of  the  silver,  the  balance  going  into  lead  bullion.  The 
antimony  slag  produced  was  sufliciently  low  in  silver  to  warrant  being 
smelted  in  the.  blast  furnace  to  antimonial  lead. 

*  AsuBtant  General  Manager,  International  Lead  Refining  Go. 
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The  blast-furnace  equipment  consisted  of  two,  five-tuyere,  42-in. 
round  furnaces  connected  by  flue  to  the  bag  house.  On  account  of  high 
zinc  and  arsenic  in  lead  refinery  byproducts,  we  ran  a  slag  of  the  composi- 
tion: SiOi  26  per  cent.,  FeO  40  per  cent.,  CaO  and  ZnO  combined  20 
to  24  per  cent.  Net  profit  rather  than  metallurgy  prompted  a  slag 
as  low  as  possible  in  antimony  even  though  the  lead  content  was  increased. 
Average  analysis  of  slag  for  6  mo.  showed  Sb  0.66  per  cent,  and  Pb  2.36 
per  cent.  Actual  blast-furnace  loss  was  2.4  per  cent,  antimony  and 
1 .503  per  cent.  lead.  Due  to  sulfur  and  arsenic  on  the  charge,  some  speiss 
was  produced.  The  furnace  charge  varied  from  2500  to  3000  lb.  Coke 
ratio  was  13  per  cent.  Blast  pressure  was  maintained  at  10  to  12  oz. 
The  two  furnaces  smelted  60  to  90  tons  of  lead  and  antimonial  material 
per  day,  producing  30  to  35  tons  of  antimonial  lead  of  the  following 
average  analysis,  Sb  13.00  per  cent.,  Cu  0.15  per  cent.,  As  0.75  per  cent., 
Pb  86.1  per  cent. 
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Chemical  and  Electrochemical  Problems  Involved  in  New 
Cornelia  Copper  Co.'s  Leaching  Process 

BT  HBNRY  B.   MACKAT,*  LONDON,   BNG. 
(Chicaco  Meeting.  September,  1919) 

The  interesting  paper  recently  submitted  by  Messrs.  Tobebnann  and 
Potter^  shows  that  chemical  problems  have  developed  which  are  of  great 
interest  in  this  new  and  important  branch  of  metallurgy.  Thoise  who 
realize  what  a  process  of  this  kind  really  involves  will  agree  that  it 
deserves  a  better  name  than  "leaching  process."  The  word  leaching 
conveys  the  idea  that  the  copper  is  simply  leached  out  of  the  ore  with 
acid  and  then  precipitated  on  iron;  the  chemistry  of  such  a  process  would 
be  of  little  interest.  As,  however,  during  the  first  year's  operation  of 
this  plant  24,400,532  lb.  (11,067,837  kg.)  or  about  two-thirds  of  the  pro- 
duce, was  electrolytic  copper,  while  7,992,033  lb.,,  or  about  one-third, 
was  cement  copper,  it  would  seem  more  appropriate  to  tehn  the  process 
electrochemical.  It  further  appears,  from  the  particulars  given,  that 
efforts  h&ve  been  made  to  have  the  entire  production  in  the  form  of 
electrolytic  copper.  This  could  be  done  if  the  chemistry  of  the  problem 
were  kept  in  balance,  so  that  it  would  not  be  necessary  to  discard  any 
solutions  that  carried  copper  and  acid  of  commercial  value.  A  process, 
such  as  that  under  consideration,  in  which  the  copper  is  precipitated 
from  solution  by  electrolysis,  the  solvent  being  at  the  same  time  regener- 
ated, is  one  that  requires  special  chemical  and  electrochemical  knowledge 
and  experience  if  all  the  copper  in  solution  that  has  been  extracted  from 
the  ore  is  to  be  successfully  and  economically  produced  as  electrolytic 
copper. 

The  object  of  this  paper  is  to  discuss,  from  the  practical  and  theoret- 
ical standpoints,  the  chemical  and  electrochemical  problems  involved  in 
the  working  of  a  process  of  this  kind,  and  which  must  be  solved  to  keep 
it  in  chemical  and  electrochemical  equilibrium.  In  such  a  process,  if  the 
chemical  balance  is  maintained,  a  solution  can  be  used  alternately  as  a 
solvent  for  the  copper  in  the  ore  and  as  an  electrolyte  of  high  efEicieney 
for  the  precipitation  of  the  copper.  To  maintain  the  chemical  equilibrium 
and  so  attain  this  result,  the  process  must  be  so  controlled  that  the  solu- 

*  Chief  Metallurgical  Engineer,  Electrolytic  Copper  Co.,  Ltd. 
»  Trans.  (1919)  60,  22. 
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tion  will  not  take  up  from  the  ore  injurious  impurities  to  such  an  extent 
that  it  will  lose  its  efficiency  (either  as  a  solvent  or  as  an  electrolyte) 
and  necessitate  the  discarding  of  any  part  of  the  solution  in  order  to  rid 
it  of  the  impurities.  The  chemistry  can  be  kept  in  balance  if  the 
following  important  practical  points  are  thoroughly  understood  and 
controlled: 

1.  Carefully  analyze  and  prepare  the  ore  for  treatment. 

2.  Use  a  weak  acid  solution  as  a  solvent  and  cause  it  to  carry  suffi- 
cient copper  to  make  it  an  electrolyte  of  high  efficiency. 

3.  Leach  the  ore  in  such  a  way  that  the  maximum  amount  of  copper 
will  be  dissolved  in  the  shortest  time  with  the  minimum  extraction  of 
impurities. 

4.  Regulate  the  flow  of  solvent  through  the  ore  in  such  a  way  that 
the  metals  in  solution,  like  iron  and  aluminum,  combined  as  Fes(S04)s 
and  Al2(S04)8,  wiU  be  precipitated  and  automatically  removed  from  the 
field  of  action,  and  the  combined  acid  recovered. 

5.  In  washing  the  leached  ore  charge,  use  only  the  minimum  amount 
of  water  to  get  the  maximum  soluble-copper  recovery  by  replacement 
and  not  by  dilution.     Never  use  acid  solutions  in  washing. 

6.  Standardize  solutions  before  electrolysis  by  mixing  solutions  low 
in  acid  and  high  in  copper  with  those  low  in  this  metal  and  high  in  acid 
to  obtain  a  standard  electrolyte  of  high  efficiency. 

7.  As  required,  use  solutions  as  solvents  after  they  have  become 
neutral. 

Analysis  and  Pbepabation  op  Obb  fob  Treatment' 

When  the  problem  is  to  treat  an  oxidized  copper  ore,  the  ore  must  be 
analyzed  to  determine  the  elements  it  contains  and  also  the  proportion 
of  each  that  will  be  dissolved  in  the  chemical  solutions  used  as  the  solvent 
for  the  copper.  A  perfect  understanding  of  this  step  is  the  basis  on  which 
the  whole  chemical  working  of  the  process  depends.  It  must  also  be 
determined  definitely,  by  experiment,  to  what  degree  of  fineness  the  ore 
must  be  crushed  to  extract,  with  the  solvent  it  is  proposed  to  use,  the 
maximum  percentage  of  copper  and  the  minimum  percentage  of  impuri- 
ties in  the  shortest  time  without  agitation. 

The  most  economical  solvent  is  a  sulfuric-acid  solvent,  carrying  not 
more  than  2  per  cent,  sulfuric  acid,  used  in  a  continuous  flow,  as  this 
solvent  requires  the  minimum  acid  consmnption  in  the  plant  and  ex- 
tracts the  maximiun  copper  and  the  minimum  impurities. 

It  is  ordinarily  assumed  that  an  oxidized  ore  is  ideal  for  treatment 
when  the  copper  readily  dissolves  from  the  ore  in  a  sulfuric-acid  solution. 
On  the  contrary,  to  find  an  oxidized  copper  ore  that  will  be  ideal  to  treat 
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by  an  electrochemical  method  would  be  most  unusual,  for  oxidized  ores 
generally  carry  soluble  iron  in  excess  of  what  can  be  economically  con- 
trolled without  roasting.  Ores  are  only  properly  prepared  for  electro- 
chemical treatment  by  roasting,  the  soluble  impurities  being  controlled 
definitely  in  the  roasting.  The  whole  process  is  thus  simplified,  for,  in 
addition  to  controlling  the  molecular  combination  of  metals  with  sulfur 
and  oxygen,  the  solvent  required  in  the  process  can  be  produced  in  the 
same  operation  by  properly  roasting  the  ore  in  the  presence  of  sulfur. 

The  ores  being  treated  by  the  New  Cornelia  Copper  Co.,  at  Ajo,  Ariz., 
are  oxidized  ores  and  would  not  appear  to  be  ideal  to  treat  by  an  electro- 
chemical process,  judged  by  the  results  of  the  first  year's  operation  of 
this  plant.  It  appears,  however,  that  by  altering  its  preparation,  as 
was  done  in  the  experimental  test  No.  3,^  the  ore  can  be  made  eminently 
suitable  for  electrochemical  treatment.  The  average  analysis  of  the  ore 
shows  that,  before  treatment,  it  carried  5.05  per  cent,  iron  and  after 
treatment,  4.33  per  cent.,  showing  an  extraction  of  0.72  per  cent.  This 
soluble  iron  is  greatly  in  excess  of  what  it  should  be  and  was  the  prin- 
cipal cause  of  the  disturbance  of  the  chemical  equilibrium  of  the  process. 
This  iron  continually  accumulated  until  the  solution  carried  over  2  per 
cent.,  when  it  so  interfered  with  the  electrochemical  part  of  the  process 
that  about  one-third  of  the  solution  passing  through  the  plant  had  to  be 
discarded  to  keep  this  part  of  the  process  in  balance. 

The  importance  of  controlling  the  soluble  iron  in  the  ore  is  apparent 
when  an  extraction  of  only  0.72  per  cent,  iron  made  it  necessary  to  dis- 
card during  the  year  solutions  that  contained  7,992,033  lb.  of  copper. 
Besides,  including  the  acid  bought  and  generated  by  the  sulfur-dioxide 
plant,  there  appears  to  have  been  about  75,000  tons  of  100-per  cent, 
acid  in  this  discarded  solution  as  free  and  combined  acid,  as  approximately 
75,000  tons  of  100-per  cent,  sulfuric  acid  were  used  in  the  process  for  the 
first  year  over  and  above  what  was  regenerated  by  electrolysis.  This 
excess  iron  passing  into  solution  from  the  ore  seems  to  have  been  partly 
due  to  the  ore  not  being  properly  prepared  for  treatment:  finer  crushing 
would  apparently  have  greatly  improved  the  chemical  balance. 

The  summary  of  results  of  the  process*  shows  that  41.9  per  cent,  of 
the  ore  treated  would  not  pass  a  4-mesh  screen,  and  the  summary  of 
results  to  Jan.  1,  1919,  shows  that  of  the  average  ore  treated  27.01  per 
cent,  would  not  pass  a  3-mesh  screen.  It  will  probably  be  found,  by 
proper  analysis  and  experiment,  that  the  ore  was  much  coarser  than  is 
required  for  the  best  results  in  electrochemical  treatment.  Crushing  to 
a  fineness  sufficient  for  extraction  and  percolation  may  not  be  suitable 
for  an  electrochemical  process,  where  the  chemistry  of  the  process  is  the 
main  controlling  factor.     In  the  latter  case  the  ore  must  be  crushed  to 
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the  proper  fineness,  and  must  be  so  bedded  in  the  leaching  tanks  that  the 
maximum  extraction  may  be  obtained  in  the  minimum  time  without 
agitation. 

If  the  ore  is  liot  crushed  sufficiently  fine,  in  leaching,  the  copper  is 
quickly  dissolved  on  the  outside  of  the  coarser  pieces  and  slowly  on  the 
inside.  This  gives  the  acid  in  the  solution  a  longer  time  to  attack  the 
iron  and  other  base  elements,  which  are  in  excess  on  the  outside  of  the 
larger  ore  particles  after  the  copper  has  been  dissolved.  As  a  result, 
more  iron  goes  into  solution  than  there  would  if  the  ore  had  been  more 
finely  crushed.  In  the  latter  case  the  copper  would  be  dissolved  from  the 
center  of  the  particles  more  quickly,  and  so  the  time  in  which  the  acid 
would  be  in  the  presence  of  iron  and  other  base  elements  in  excess  on 
the  outside  of  the  particles  would  be  shortened. 

At  this  step  the  chemical  reactions  that  take  place  are  governed  by  the 
law  of  chemical  affinity,  which  is  the  chemical  foundation  of  the  whole 
process.  This  law  is  well  known,  but  its  importance  may  not  be  realized 
and  it  may  not  be  used  to  the  fullest  extent  in  connection  with  the  electro- 
chemical treatment  of  copper  ores.  It  governs  .the  formation  and  de- 
composition of  metal  sulfates  and  is,  therefore,  the  basis  for:  the  roasting 
of  copper  ores  containing  iron  and  other  metals  in  the  presence  of  sulfur; 
the  leaching  with  sulfuric  acid  of  ores  containing  copper,  iron,  and  other 
metals;  and  the  precipitation  by  electrolysis  of  copper  from  sulfate  solu- 
tions carrying  other  metals. 

In  leaching  with  sulfuric  acid,  sulfates  of  copper  can  be  formed  from 
ore  containing  other  metals  without  forming  sulfates  of  the  other  metals, 
if  the  soluble  copper  in  the  ore  is  kept  in  excess  of  the  other  soluble  metals. 
The  reason  for  this  is  that,  when  two  or  more  metal  oxides  are  in  the  pres- 
ence of  a  weak  solution  of  sulfuric  acid,  sulfates  of  the  metal  with  the 
lowest  molecular  heat  of  formation  will  form  first,  and  as  long  as  this 
metal  oxide  is  in  excess  very  little  of  the  other  metal  sulfates  will  form. 
Similarly,  copper  can  be  precipitated  from  sulfate  solutions  containing 
other  metals  (such  as  iron,  aluminum,  zinc,  etc.)  by  always  keeping  suffi- 
cient copper  in  the  electrolyte  so  as  not  to  increase  the  voltage  to  equal 
the  decomposition  voltage  of  any  of  the  other  metals  in  the  solution, 
as  the  electromotive  force  is  proportional  to  the  chemical  affinity. 

The  principal  metal  sulfates  in  the  problem  under  consideration,  with 
their  molecular  heats  of  formation,  are  as  follows:  CUSO4,  197,500  cal.; 
FeS04,  234,900  cal.;  FcCSOOs,  650,500  cal.;  A1,(S04)8,  879,700-cal. 

This  selective  action  of  a  weak  acid  solution  is  indicated  in  the  experi- 
mental test  No.  3,  the  results  of  which  are  shown  in  the  accompany- 
ing table  taken  from  Messrs.  Tobelmann  and  Potter's  paper.  In  this 
instance  the  ore  was  crushed  finer  than  that  treated  in  the  large  plant  for 
the  first  year  and  permitted  the  solution  to  act  under  more  favorable 
conditions.    The  copper  was  dissolved  before  the  weak  solution  had  time 
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to  act  on  the  iron  and  other  impurities.  In  this  test  the  ore  was  crushed 
to  minus  6-mesh  plus  8-mesh  screen  and  gave  the  following  results  in 
pounds  of  material  dissolved  per  ton  of  ore  treated:  91.50  per  cent,  of  all 

'  Daia  from  Paper  by  H.  A.  Tobelmann  and  J.  A.  Potter 


Leaching  Houn 


12 


24 


86 


60 


Cu... 
Fe... 
A1,0, 
MgO. 
CaO. 
PfO,. 


18.20 
0.70 
1.69 
0.26 
1.27 
0.25 


21.10 
1.00 
2.28 
0.34 
1.18 
0.37 


22.50 

22.60 

1.16 

1.56 

2.69 

2.88 

0.37 

0.31 

1.08 

1.08 

0.43 

0.76 

72 

23 .  40 
1.85 
3.01 
0.42 
1.08 
0.83 


the  copper  in  the  ore  was  extracted  in  3  days  and  only  0.09  per  cent,  of 
the  iron  was  dissolved  from  the  ore  and  0.15  per  cent,  of  the  alumina. 
Presuming  that  this  test  was  carefully  made  on  a  representative  sample  of 
the  ore,  there  appears  no  reason  why  it  cannot  be  repeated  in  the  large 
plant.  In  that  event,  this  ore  would  be  ideal  for  electrochemical  treat- 
ment without  roasting,  because  0.09  per  cent,  iron  soluble  in  the  ore  is  not 
enough  to  interfere  seriously  with  the  electrochemical  equilibrium  of  the 
process  if  the  other  chemical  problems  are  properly  controlled. 

Chemical  Control  op  Solvent  and  Electrolyte  by  Methods 

OF  Leaching 

In  the  chemical  problem  involved  in  leaching  copper  ore,  where  cop- 
per is  to  be  precipitated  by  electrolysis,  the  strength  of  the  acid  solvent 
is  one  of  the  most  important  factors.  In  Table  13,  Messrs.  Tobelmann 
and  Potter  give  the  average  analysis  of  some  30,000  to  35,000  tons  of  solu- 
tion at  all  times  on  hand  and  passing  through  the  plant.  The  average 
free-acid  strength  of  this  solution  is  1.50  per  cent,  sulfuric  acid,  which  is  a 
good  average  acid  strength  for  a  solvent  and  electrolyte  to  be  used  in  an 
electrochemical  process;  it  should  never  exceed  about  2  per  cent,  in  any 
part  of  the  process.  This  weak  acid  solution  was  the  main  factor  in  the 
process,  which  kept  the  soluble  iron  and  other  impurities  in  the  solution 
to  a  point  where  they  could  be  partly  controlled  as  they  were  by  the 
methods  employed. 

There  were,  however,  periods  when  the  acid  strength  of  the  solvent 
was  raised  to  3  per  cent.;  this  was  used  on  the  oldest  charge,  that  is,  when 
the  impurities  were  in  excess  of  copper.  Fewer  impurities  would  have 
been  dissolved,  less  acid  consumed,  and  a  better  electrolyte  maintained 
if  the  maximum  free-acid  strength  of  the  solvent  had  not  exceeded  2  per 
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cent.  The  chemical  reason  for  this  is  that,  in  leaching  the  ore,  the  more 
even  the  balance,  as  between  the  soluble  copper  and  the  acid  present,  the 
more  ideal  are  the  conditions  produced  for  the  sulfate  of  copper  to  form 
in  preference  to  the  other  sulfates,  which  require  greater  molecular  heat 
of  formation. 

With  a  2-per  cent,  acid  strength  of  solvent  leaching  an  ore  containing 
2  per  cent,  or  less  of  copper  and  properly  prepared,  the  acid  so  quickly 
combines  with  the  copper  to  form  the  sulfate  that  the  free  acid  in  solution 
soon  becomes  so  weak  that  it  no  longer  remains  a  solvent  for  iron  and  the 
other  metals  that  require  a  higher  molecular  heat  to  form  their  sulfates. 
It  will,  however,  continue  to  act  as  a  solvent  for  copper  until  it  becomes 
neutral. 

In  leaching  an  ore  prepared  so  that  it  contains  not  more  than  0.10 
per  cent,  soluble  iron  and  not  more  than  0.20  per  cent,  almninum,  a  2-per 
cent,  acid  solution  that  has  been  used  alternately  for  a  long  period  as  a 
solvent  and  an  electrolyte  will  take  up  in  the  plant  not  more  than  about 
0.50  per  cent,  total  iron  and  0.75  per  cent,  total  aluminum,  provided  that 
the  solutions  are,  at  certain  periods,  used  after  they  become  neutral. 
At  about  this  point  in  the  life  of  a  solution,  the  accumulations  of  these 
metals  as  sulfates  in  the  solution  increase  to  a  point  where  part  of 
the  iron  in  solution  is  oxidized  by  the  electrolysis  so  that  it  combines 
as  ferric  sulfate  Fe»(S04)i.  Ordinarily,  about  one-half  of  the  total  iron, 
or  a  little  less,  will  be  in  the  form  of  ferric  sulfate.  The  proportion 
depends  a  good  deal  on  the  speed  at  which  the  electrolyte  flows  through 
the  electrolytic  vats  when  the  copper  is  being  precipitated.  All  of  the 
aluminum  is  combined  as  AlsCSOOs. 

When  ferric  sulfate  is  formed  in  the  solution,  combined  with  about 
0.25  per  cent,  iron,  it  will  act  as  a  solvent  for  copper  when  the  solutions 
become  neutral.  Aluminum  sulfate  also  will  act  as  a  solvent  in  neutral 
solutions  when  the  alumina  reaches  about  0.50  per  cent.  When  these 
sulfates  accumulate  imtil  they  reach  these  percentages  in  the  solution 
they  become  a  solvent  and  are  precipitated  when  the  solution  is  used 
without  free  acid.  They  give  the  following  chemical  reaction  in  the 
presence  of  copper  oxide: 

3CuO  +  AUCSOOa  +  3H20-^3CuS04  +  2Al(0H)a 
3GuO  +  Fe2(S04)8->3CuS04  +  Fe,Os 

Apparently  this  reaction  of  ferric  sulfate  and  copper  oxide  has  an  end  re- 
action caused  by  hydrolysis  of  the  ferric  oxide  in  an  aqueous  solution, 
which  end  reaction  is  probably  as  follows: 

FeaO,  +  3H20->2Fe(OH)s 

This  end  reaction  apparently  takes  some  time  to  form  and,  therefore,, 
the  longer  the  precipitates  from  the  primary  reaction  are  left  in  the  ore 
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the  more  soluble  is  the  iron  jprecipitate,  as  it  is  very  slightly  soluble  in 
weak  acid  in  the  form  of  FesOs. 

The  primary  reaction  precipitates  the  ferric  oxide  or  the  aluminum 
hydroxide  from  the  solution  into  the  ore  charge,  and  the  oxides  and  hydrox- 
ides are  discarded  with  the  ore  tailings.  In  this  way,  when  the  copper 
is  deposited  by  electrolysis,  the  acid,  combined  with  the  aluminum  and 
iron  sulfates  in  the  solution,  is  recovered  from  the  copper  sulfate  formed 
by  these  solvents,  the  iron  and  aluminum  are  automatically  removed 
from  the  solution,  the  acid  is  recovered,  and  the  chemical  eqtiilibrium 
maintained.  This  result  is  brought  about  in  the  practical  operation  of  a 
plant  when  the  ore  is  prepared  so  that  it  carries  not  more  than 
0.10  per  cent,  soluble  iron  and  is  crushed  to  the  proper  fineness  to  leach 
in  the  shortest  time.  The  solvent  must  carry  not  more  than  2  per  cent, 
free  acid,  and  must  be  used  as  a  solvent  in  certain  periods  after  it  becomes 
neutral.  Under  these  conditions  the  iron  and  aluminum  £re  precipitated 
from  the  solution  faster  than  they  can  accumulate. 

In  treating  an  oxidized  ore,  when  the  first  condition  cannot  be  ful- 
filled because  the  ore  carries  excess  soluble  iron,  there  are  three  methods 
of  procedure  to  maintain  a  chemical  equilibrium: 

1.  Make  the  iron  in  the  ore  insoluble  by  roasting. 

2. '  If  the  iron  is  not  greatly  in  ex<ies8,  and  to  save  the  cost  of  roasting, 
a  special  ore  charge  carrying  copper-oxide  should  be  leached  with  a 
neutral  solution  carrying  FcjCSOOs  +  AUCSOOs  and  not  followed  by 
an  acid  solution.  This  special  ore  charge  should  be  so  proportioned  that 
the  accumulations  of  the  aluminum  and  iron  precipitates  from  the  solu- 
tions will  not  interfere  with  the  percolation  of  the  ore  before  the  copper 
is  extracted.  If  the  ordinary  low-grade  ore  being  treated  does  not  carry 
sufficient  copper  oxide  to  precipitate  the  iron  and  aluminum  from  the 
solution  fast,  enough  to  maintain  the  chemical  equilibrium,  this  special 
ore  charge  should  be  enriched  with  roasted  copper  concentrates  to  pro- 
duce oxides  to  be  added  to  the  ore  charge.  In  this  way,  the  required 
reactions  take  place  to  purify  the  solution,  and  the  ore  charge,  acting  as 
a  filter,  by  downward  leaching  leaves  behind  the  iron  and  aluminum 
precipitated  from  the  solution.  These  will  be  discarded  with  the  ore 
tailings,  so  that  the  solution  is  clear  of  all  sediment  when  standardized 
with  acid. 

3.  The  same  result  can  be  obtained,  with  soluble  iron  greatly  in  excess, 
by  agitating  with  air  finely  ground  copper-oxide  ore  in  the  neutral  solu- 
tions, but  by  this  method  the  solutions  need  to  be  clarified  by  filtering 
after  agitation. 

The  experiments  made  at  the  New  Cornelia  Copper  Co.'s  plant  to 
precipitate  the  iron  and  aluminum  on  the  ore  charge  by  this  method  appear 
to  have  failed,  because,  first,  the  ore  was  not  properly  prepared  so  that 
the  solvent  would  extract  the  minimum  iron  from  the  ore;  second,  there 
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were  periods  in  the  leaching  when  the  solvent  carried  too  high  a  percent- 
age of  free  acid,  resulting  in  excessive  iron  going  into  solution  from  the 
ore;  third,  in  leaching,  acid  solutions  followed  neutral  solutions  on  the 
ore  charge,  which  they  should  not  do  when  the  soluble  iron  is  greatly  in 
excess. 

Leaching  the  Ore  Charge 

The  depth  of  the  ore  charge  to  be  leached,  when  the  copperas  to  be 
precipitated  from  he  solution  by  electrolysis,  varies  with  the  class  of  ore 
to  be  treated.  The  problem  is  not  the  same  as  the  one  involved  in  the 
ordinary  leaching  process,  where  the  copper  is  to  be  precipitated  on  iron. 
In  the  former,  the  problem  is  to  get  the  highest  extraction  in  the  shortest 
time  to  prevent  the  solvent  from  taking  up  excessive  impurities.  In  the 
latter,  the  chemistry  of  the  problem  is  not  so  important,  and  extraction 
and  percolation  are  the  points  generally  considered  in  determining  the 
depth  of  the  ore  charge.  In  each  problem  it  is  a  matter  of  experiment  to 
determine  the  depth  of  the  ore  charge,  as  the  conditions  vary  with  different 
classes  of  ore.  This  experiment  should  take  into  consideration  the  degree 
of  fineness  to  which  the  ore  should  be  crushed  and  the  method  and  depth 
of  bedding  of  the  ore  charge  in  the  leaching  tank  that  will  enable  the  sol- 
vent to  extract  the  maximum  copper  in  the  minimum  time. 

It  is  a  good  practice  to  bed  the  ore  charge  in  the  tanks  in  a  neutral 
solution,  starting  with  about  1  ft.  of  solution  in  the  bottom  of  the  tank, 
and  gradually  increasing  this  solution  as  the  ore  is  added,  until  the  tank 
is  charged,  bringing  the  solution  to  the  top  of  the  ore  when  the  charging 
is  completed.  In  this  way  the  ore  is  thoroughly  saturated  with  the  solu- 
tion before  leaching  begins.  This  tends  to  prevent  the  ore  from  chan- 
neling, and  a  smaller  amount  of  dust  will  be  formed  than  if  dry  ore  were 
charged  into  the  tanks.  A  neutral  solution  is  desirable  when  excessive 
iron  is  soluble  in  the  ore,  as  an  acid  solution  remaining  on  the  ore  for  the 
time  required  to  fill  the  tank  would  take  up  a  certain  amount  of  the 
impurities  soluble  in  the  solution. 

In  the  New  Cornelia  Copper  Co.'s  plant,  the  leaching  solutions  pass 
in  at  the  bottom  of  the  ore,  rise  through  the  ore,  and  pass  out  at  top. 
This  method  has  a  tendency  to  wash  out  fine  particles  of  ore,  which  are 
carried  off  in  the  acid  solution  to  the  settling  tanks.  The  impurities  in 
the  fine  ore  particles  are  in  a  favorable  condition  to  be  dissolved  by  the 
acid  solution  in  the  settling  tanks,  and  so  the  undesirable  elements  in  the 
solution  are  increased.  In  some  ores,  slimes  settle  slowly  in  solutions 
heavier  than  water  and  are  therefore  carried  from  the  settling  tanks  into 
the  electrolytes,  where  they  are  objectionable.  Where  the  ore  is  leached 
in  a  downward  direction,  all  slimes  are  eliminated,  because  the  ore  acts 
as  a  filter  and  the  solutions  come  off  clear  at  the  bottom  of  the  tanks  and 
there  is  nothing  to  foul  the  solution  after  it  leaves  the  ore. 
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Washing  the  Ore  Charge 

Table  4  in  Messrs.  Tobelmann  and  Potter's  paper  (reproduced  here) 
gives  the  analyses  of  the  wash  waters  used  in  washing  the  ores  at  the  Ajo 
plant.     It  will  be  noticed  that  three  of  the  wash  waters  used  carry  free  acid. 

Table  4.* — Analyses  of  WcLsh  Waters  for  March,  1918 


Solution  I    First 
Off         Wash 


Second     Third 
Wash      Wash 


Fourth 
Waah 


Free  H1SO4,  per  cent. 

Copper,  per  cent 

Ferrous  iron,  per  cent. 
Ferric  iron,  per  cent. . 
Specific  gravity 


2.56 

1.02 

0.68 

I 
0.48 

2.40 

1.61 

1.15 

0.74 

;i.58 

1.06 

0.70 

0.47 

0.72 

0.48 

0.31   , 

0.17 

1.30 

1.20 

1.13 

1.08 

0.10 
0.38 
0.04 
0.26 
1.05 


*  From  paper  by  Messrs.  Tobelmann  and  Potter. 

The  method  adopted  in  washing  the  copper  solutions  from  the  ore  resi- 
dues in  this  plant  is  first  to  allow  the  ore  residues  to  drain  thoroughly, 
then  to  apply  the  wash  waters  used  in  the  order  shown  in  the  table, 
starting  as  a  first  wash  with  the  previously  used  wash  solution  containing 
the  free  acid  and  metals  combined  as  sulfates  (as  shown  in  the  third 
column)  and  as  a  second  wash  with  the  solution  shown  in  the  fourth  col- 
unm,  and  as  a  third  wash,  with  the  solution  shown  in  the  fifth  column, 
and  a  fourth  wash  of  clear  water.  After  the  first  wash  water  had  passed 
through  the  ore  residues,  the  tank  was  allowed  to  drain  thoroughly  before 
the  next  wash  water  was  appUed.  By  this  method,  the  copper-bearing 
solution  remaining  in  the  ore  residues  is  gradually  diluted  until  the  wash 
with  fresh  water  comes  off  containing  free  acid  and  metal  sulfates,  as 
shown  in  the  fifth  column  of  the  above  table.  This  method  of  washing 
tends  to  throw  the  process  out  of  equiUbrium  for  it  tends  to  foul  the  solu- 
tion, it  produces  excessive  dilute  solutions  in  the  plant,  and  it  leaves  too 
much  dissolved  copper  in  the  residues. 

When  a  copper  ore  carrying  iron  is  leached  with  an  acid  solution  until 
the  soluble  copper  is  removed,  leaving  the  iron  greatly  in  excess  in  the 
residues,  and  the  air  is  allowed  to  come  in  contact  with  the  freshly 
leached  ore,  the  iron  rapidly  oxidizes  and  becomes  partly  soluble  in  weak 
acid.  When  an  acid  solution  is  used  to  wash  the  ore  after  it  has  been 
thoroughly  drained  and  the  air  has  been  allowed  to  take  the  place  of  the 
solution,  the  iron  that  is  oxidized  is  attacked  by  the  acid  and  it  is 
dissolved  in  the  solution.  The  oftener  these  acid  washes  are  repeated 
in  this  manner,  air  being  allowed  to  pass  into  the  residues  between  the 
different  acid  solution  washes,  the  more  iron  is  dissolved.  To  prevent 
this,  the  air  should  not  be  allowed  to  come  in  contact  with  the  ore  until 
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after  it  is  leached  and  washed,  and  acid  solutions  should  never  be  used 
as  wash  waters. 

In  an  electrochemical  process,  it  is  necessary  not  only  to  keep  im- 
purities from  accumulating  iii  the  solution  but  also  to  keep  the  solution 
from  accumulating  in  the  plant.  Therefore,  the  problem  is  to  wash  the 
dissolved  copper  out  of  the  leached  ore  as  thoroughly  as  possible  without 
increasing  the  volume  of  the  solution  or  the  impurities  in  the  solution. 
This  can  be  done  very  completely  by  replacing  the  solution  containing 
the  copper  and  acid  in  the  ore,  after  leaching,  by  fresh  water  in  the  follow- 
ing manner:  When  the  ore  is  leached  and  the  solution  drawn  down  until 
it  begins  to  disappear  below  the  top  of  the  ore,  close  the  solution  outlet 
at  the  bottom  of  the  tank  and  add  fresh  water  at  the  top  of  the  ore,  at 
first  gently,  to  prevent  the  water  and  solution  mixing,  and,  after  there  is 
a  few  inches  of  water  on  the  top  of  the  ore,  the  flow  of  the  water  can  be 
increased  gradually,  until  the  weight  of  the  water  added  is  equal  to  about 
20  per  cent,  of  the  weight  of  the  ore  charge.  Then  open  the  solution 
outlet  at  the  bottom  of  the  tank  and  allow  the  solution  to  run  a  little 
slower  than  the  normal  leaching  flow.  In  this  way,  under  proper  condi- 
tions, the  column  of  water  on  top  of  the  solution  in  the  ore  will  replace 
the  solution,  so  that  the  residues,  when  thoroughly  drained,  will  carry 
not  more  than  0.02  per  cent,  water-soluble  copper  or  0.40  11).  (0.18  kg.) 
copper  per  ton  of  ore.  The  amount  of  water  that  it  is  necessary  to  add 
to  replace  solutions  in  this  way  varies  somewhat  according  to  the  charac- 
ter of  the  ore  and  the  degree  of  fineness  to  which  it  has  been  crushed. 
The  economical  amount  that  is  to  be  added  must  be  determined  by  ex- 
periment. In  the  practical  operation  of  a  plant,  it  has  been  found  by 
the  writer  that  the  economical  amount  is  from  18  to  23  per  cent,  of  the 
weight  of  the  ore,  20  per  .cent,  being  a  fair  average.  Whether  all  this 
wash  water  can  be  added  to  the  stock  solution  or  not  depends  on  the 
solution  losses  in  the  plant. 

The  loss  of  solution  in  the  Ajo  plant  by  evaporation  was  from  5  to 
10  United  States  gallons  per  ton  of  ore,  or  an  average  of  7.5  gal.,  which 
would  equal  3.12  per  cent,  of  the  weight  of  the  ore.  As  the  average 
moisture  of  the  residues  for  the  year  was  11.12  per  cent.,  the  evaporation 
and  the  moisture  in  the  residues  will  equal  a  solution  loss  of  14.24  per 
cent,  of  the  weight  of  the  ore.  In  this  case,  the  difference  between  20  per 
cent,  water  added  and  the  net  loss  of  solution  would  be  5.76  per  cent,  of 
the  weight  of  the  ore  treated.  It  would  be  necessary  to  discard  this 
quantity  of  the  wash  water  (or  12.50  U.  S.  gal.  per  ton  of  ore  treated) 
so  as  not  to  increase  the  volume  of  solution  in  the  plant.  The  wash 
water  to  be  discarded  should  be  taken  from  the  last  part  of  the  washing 
and  final  draining  of  the  residues.  This  can  best  be  arranged  by  run- 
ning the  solution  being  replaced  from  the  residues  into  a  sump  tank  hav- 
ing a  water  gage  to  regulate  the  amount  of  the  solution  drawn  off.    The 

VOL.  ijcnr. — 37. 


578 


NEW   CORNELIA  COPPER  CO.'s  LEACHING   PROCESS 


volume  of  this  surplus  solution  would  be  small  and  it  would  carry  vety 
little  copper  and  free  acid,  but  what  it  did  carry  in  copper  could  be  re- 
covered by  precipitation  on  iron,  or  it  could  be  evaporated  down  to  a 
point  where  it  could  be  precipitated  by  electrolysis. 

On  account  of  its  dry  climate,  Arizona  is  an  ideal  location  for  a  plant 
for  the  treatment  of  ores  by  electrochemical  methods.  To  get  the  maxi- 
mum evaporation  for  the  solution  all  tanks  that  are  to  contain  solutions 
should  be  constructed  so  as  to  have  the  greatest  surficial  area  possible 
without  interfering  with  the  other  practical  problems  involved  in  plant 
construction.  It  would  probably  be  possible  to  construct  a  plant  in 
Arizona  so  that  the  evaporation  of  the  solutions  would  be  sufficient, 
together  with  the  solution  losses  in  the  plant  and  the  moisture  in  the 
residues,  to  equal  the  wash  waters  added. 

Electrolytic  Deposition  op  Copper  from  the  Solution 

Table  17  (reproduced  here)  gives  the  analyses  of  the  solution  entering 
and  leaving  the  electrolytic  tank-house  of  the  Ajo  plant:    The  solution 


Table  17. — Analyses  of  Sloution  Entering  and  Leamng  Tank  House 


i  Solution  to 

Tank  Houm 

Neutral 

Advance, 

Per  Cent. 


Solution 
from  Tank 
House  Acid 

Advance. 

Per  Cent. 


Cu 

Fe  (ferrous)  . . . 

Fc  (ferric) 

Fe  (total) 

A1,0, 

MgO 


'    2.985 

2.513 

2.315 

1.660 

0.086 

0.745 

2.400 

2.405 

2.470 

2.465 

1.360 

.J 

1.360 

Solution  to  '     Solution 
Tank  House  i  from  Tank 
Neutral      ,  House  Add 
Advance.    ,    Advance, 
Per  Cent.        Per  Cent. 


MnO 

CaO 

PiOs 

CI 

HtS04,  free 


0.040 

0.060 

0.130 

0.0123 

1.70 


0.040 

0.062 

0.130 

0.0110 

2.10 


with  the  average  analyses  used  as  an  electrolyte  in  the  precipitation  of 
copper  gave  a  low  efficiency  principally  because  of  the  excess  iron  pres- 
ent. The  total  iron  in  the  solution  is  2.40  per  cent,  combined  partly 
as  ferrous  and  partly  as  ferric  sulfate.  Before  this  solution  entered  the 
electrolytic  tanks,  the  ferric  iron  had  been  reduced  by  sulfur  dioxide 
until  it  was  only  0.085  per  cent.;  but  during  electrolysis  the  iron  combined 
as  Fes  (SOOs  increased  to  0.745  per  cent.  The  current  losses  in  oxidizing 
the  iron  from  0.085  to  0.745  per  cent.,  a  difference  of  0.660  per  cent., 
together  with  the  loss  of  copper  dissolved  by  the  ferric  sulfate  formed, 
reduced  the  efficiency  of  the  electrolyte,  and  the  average  copper  deposited 
per  kilowatt-hour  by  the  direct  current  passing  through  the  electrolyte 
was,  as  a  result,  only  0.82  lb.  Taking  the  average  electromotive  force 
for  the  year  as  2  volts,  0.82  lb.  of  copper  per  kilowatt-hour  would  repre- 
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sent  a  current  efficiency  of  only  62.90  per  cent,  of  the  theoretical  based 
on  Faraday's  law. 

It  is  not  possible  to  maintain  an  average  current  efficiency  of  100  per 
cent.,  because  of  imperfect  electric  contacts  in  the  metal  conductors) 
short  circuits  between  the  electrodes  by  sprouting,  etc.;  but  in  a  plant 
properly  designed  and  operated  so  that  the  total  iron  in  the  electrolyte 
will  be  not  more  than  0.50  per  cent.,  a  current  efficiency  of  from  85  to 
90  per  cent,  should  be  attained,  which  would  give  about  1  lb.  copper  per 
killowatt-hour. 

The  other  base  elements  in  the  solution,  as  shown  in  Table  17,  are  of 
much  less  importance,  because  in  the  presence  of  copper  and  acid  none 
of  these  will  be  precipitated  if,  by  retaining  sufficient  copper  in  the  elec- 
trolyte, the  voltage  is  not  increased  to  equal  the  decomposition  voltage  of 
any  of  the  other  metals  in  the  electrolyte.  For  this  reason  it  is  always 
necessary  to  carry  excess  copper  in  the  solution. 

In  the  operation  of  the  plant  for  the  first  year  this  was  provided  for, 
and  Table  17  shows  that  the  average  copper  carried  in  the  electrolyte  was 
2.749  per  cent,  and  that  the  average  copper  precipitated  from  the  elec- 
trolyte in  passing  through  the  electrolytic  vats  was  0.472  per  cent.  This 
was  the  controlling  feature  of  the  electrolyte  used,  and  without  carrying 
this  excess  copper  in  the  electrolyte  very  little,  if  any,  of  the  copper  from 
these  foul  solutions  could  have  been  economically  produced  as  electro- 
lytic copper.  The  percentage  of  copper  carried  should  be  more  in  a  foul 
electrolyte  than  in  a  good  standard  one,  and  should  always  be  in  excess  of 
the  percentage  of  the  metal  sulfate  present,  which  has  the  lowest  molecular 
heat  of  formation  next  above  copper  sulfate  (in  this  case  FeSO^.  The 
percentage  of  copper  carried  should  also  be  proportioned  to  the  current 
density  used,  as  the  copper  in  the  electrolyte  must  be  sufficient  to  carry 
the  current  so  as  to  keep  the  electromotive  force  as  near  as  possible  to  the 
decomposition  voltage  of  copper  sulfate. 

In  an  electrolyte  carrying  not  more  than  0.50  per  cent,  total  iron,  with 
a  current  density  of  from  10  to  14  amp.  per  sq.  ft.  of  cathode  surface, 
good  efficiency  will  be  given  if,  on  entering  the  vats,  it  carries  2.00  per 
cent,  copper  and  1.40  to  1.60  per  cent,  free  acid.  The  percentage  of 
copper  precipitated  from  the  solution  that  passes  through  the  electrolytic 
vats  should  be  from  0.30  to  0.40  per  cent,  and  the  rise  in  free  acid  the 
equivalent,  or  from  0.465  to  0.620  per  cent.  If  an  electrolyte  of  this  com- 
position is  maintained  in  the  plant  at  a  temperature  of  40^  C.  a  current 
efficiency  of  over  90  per  cent,  will  be  maintained. 

The  solutions,  before  they  are  used  as  electrolytes,  should  be  standard- 
ized by  mixing  those  high  in  copper  and  low  in  acid  with  those  low  in  cop- 
per and  high  in  acid.  To  get  the  best  efficiency  and  the  required  acid 
for  the  solvent  for  the  copper  in  the  ore,  the  rate  at  which  the  electrolyte 
should  flow  through  the  vats  should  be  governed  in  accordance  with  the 
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current  density  used,  the  required  degree  of  oxidation  of  the  i^on  in  the 
solution,  and  the  percentage  of  copper  to  be  deposited.  To  increase 
the  flow  with  a  fixed  current  density  diminishes  the  amount  of  copper  de- 
posited, acid  formed,  and  iron  oxidized,  per  gallon  flowing.  To  diminish 
the  flow  increases  the  acid  formed,  the  amount  of  copper  deposited,  and 
the  iron  oxidized  in  the  solution.  This  adjustment  governs  the  electro- 
chemical equilibrium  of  the  process. 

The  results  of  one  of  the  experiments  made  by  the  writer  to  determine 
the  current  efficiency  of  an  electrolyte  containing  varying  amounts  of 
iron  are  given  in  the  accompanying  Table  1. 

This  experiment  shows  that,  with  the  voltage  used,  in  order  to  deposit 
1  lb.  (0.45  kg.)  copper  per  kilowatt-hour,  the  electrolyte  should  carry  not 
more  than  1  per  cent,  total  iron. 

Conclusions 

The  successful  operation  of  an  electrochemical  process  for  the  treat- 
ment of  copper  ores  depends  almost  entirely  on  the  attention  given  to 
conditions  that  affect  the  chemistry  of  the  process.  The  points  in  the 
process  of  the  New  Cornelia  Copper  Co.  that  have  been  discussed  in  this 
paper  are  the  controlling  factors,  and,  when  these  have  been  adjusted, 
there  is  nothing  to  prevent  the  successful  and  economical  production 
of  electrolytic  copper  from  all  the  solutions  produced  in  the  plant. 

When  the  chemical  and  electrochemical  equilibrium  of  the  process 
have  been  adjusted,  the  acid  consumption  (over  what  will  be  regenerated 
in  the  plant)  will  not  exceed  30  lb.  (13.6  kg.)  of  100  per  cent.  HsS04 
per  ton  of  ore  treated,  or  a  saving  ^(based  on  the  estimated  consumption 
per  ton  of  ore  for  the  first  year)  of  about  73  per  cent.,  or  about  55,000 
tons  of  100  per  cent.  H2S04  per  annum.  (The  figure  taken  for  the  first 
year  includes  the  acid  bought  from  outside,  together  with  that  generated 
in  the  sulfur-dioxide  plant,  after  deducting  the  amount  regenerated  by 
electrolysis.) 

When  the  adjustments  have  been  made  and  the  process  controlled 
so  that  the  solution  will  carry  not  more  than  0.50  per  cent,  iron,  the 
current  efficiency  will  be  not  less  than  90  per  cent,  of  the  theoretical.  The 
saving  in  power  in  the  New  Cornelia  Copper  Co.'s  plant  under  these  con- 
ditions, using  an  electromotive  force  of  2  volts  would  be  366  watt-hours 
per  pound  of  copper,  which  calculated  over  24,400,532  lb.  of  copper 
deposited  in  the  first  year,  would  be  8,930,595  kilowatt-hours.  With  the 
total  iron  in  the  solution  about  1.00  per  cent.,  the  current  efficiency  will 
be  about  85  per  cent,  of  the  theoretical,  and  at  this  efficiency  1  lb.  of 
copper  can  be  deposited  per  kilowatt-hour  with  a  current  density  as  high 
as  14  amp.  per  sq.  ft.  of  cathode  surface,  and  with  an  electromotive  force 
of  2.20  volts.  The  saving  in  power  that  would  result  under  these  condi- 
tions would  be  219  w.-hr.  per  lb.  of  copper,  or  5,343,716  kw.-hr.  on  the 
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first  year's  operations.  When  the  chemical  problems  are  controlled  by 
the  means  described,  the  present  sulfur-dioxide  plant  would  be  unneces- 
sary, and  a  further  saving  would  thereby  be  made  in  the  operation  costs. 

The  method  of  using  sulfur  dioxide  to  control  the  electrochemistry  of 
the  process  hardly  appears  to  have  been  successful.  By  this  method,  only 
two-thirds  of  the  copper  in  solution  could  be  deposited  by  electroljrsis, 
and  that  part  with  a  current  efficiency  of  only  62.9  per  cent.  If,  in 
removing  the  foul  effects  of  a  solution,  it  is  necessary  as  a  last  resort  to 
discard  any  part  of  the  solution,  the  method  employed  can  never  be 
wholly  successful  chemically,  or  economical.  The  chemistry  should 
control  the  process,  instead  of  the  process  controlling  the  chemistry. 
The  New  CorneUa  Copper  Co.'s  process,  when  controlled  as  described, 
would  still  have  the  objection  that  it  is  not  self-contained.  It  depends 
on  an  outside  chemical  plant  for  its  supply  of  sulfuric  acid.  In  some 
localities  this  is  a  very  expensive  and  objectionable  feature  and  confines 
this  kind  of  process  to  oxidized  ores  and  to  localities  where  sulfuric-acid 
can  be  obtained  at  reasonable  cost. 

An  electrochemical  process  for  the  treatment  of  copper  ores  should  be 
self-contained  without  acid  works,  and  should  be  capable  of  treating  any 
class  of  copper  ore  (except  those  carrying  metallic  copper)  by  producing 
the  solvent  from  the  ore  itself  in  the  process  by  roasting  the  ore  in  the 
presence  of  sulfur.  The  ores  of  the  Ajo  mine  are  ideal  for  this  method 
of  treatment.  By  mixing  the  sulfide  ores  with  the  oxidized  ores  and 
roasting  the  mixture,  the  acid  required  for  the  solvent  would  be  produced, 
even  if  the  ores  or  mixture  contained  very  httle  sulfur. 

The  writer  has  made  exhaustive  experiments  in  the  treatment  of  ores 
from  the  Ray  and  Inspiration  mines  in  Arizona  and  from  many  others. 
The  results  of  these  show  that  any  of  these  siliceous  ores  or  mixtures  of 
these  ores  carrying  as  low  as  1  per  cent,  sulfur  for  each  2  per  cent,  copper, 
when  roasted  under  proper  conditions,  will  produce  sulfuric  acid  sufficient 
to  extract  90  per  cent,  of  the  copper  in  the  ore.  This  method  of  treat- 
ment also  controls  the  chemistry  of  the  problem,  as  the  iron  is  oxidized 
to  such  an  extent  that  the  soluble  iron  in  the  ore  will  be  reduced  so  that  it 
will  average  not  more  than  0.10  per  cent,  and  the  other  impurities  are 
'  controlled  at  the  beginning.  The  writer  has  found,  in  treating  the  very 
rich  copper  ores  of  the  Katanga  district  of  the  Belgian  Congo  by  this 
method,  that  ores  carrying  as  high  as  22  per  cent,  copper  required  to  be 
roasted  with  only  4  per  cent,  sulfur  in  the  form  of  iron  pyrite  to  produce 
the  required  acid,  or  a  proportion  of  1  per  cent,  sulfur  to  5.50  per  cent, 
copper. 

In  this  method,  the  ore  is  crushed  to  the  proper  fineness,  which  will 
depend  on  the  character  of  the  ore  but  in  any  case  not  coarser  than  will 
pass  3^-in.  mesh  screen.  If  the  ore  contains  no  sulfur,  sulfur  can  be 
added  in  any  form,  preferably  as  sulfide  ores  or  iron  pyrite  crushed  a  little 
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finer  than  the  ore,  so  that  the  mixture  will  carry  not  less  than  1  per  cent, 
sulfur  in  siliceous  ores  carrying  1  to  2  per  cent,  copper.  For  ores  carrying 
a  greater  content  of  copper,  the  sulfur  can  be  less  than  this  proportion. 
The  ore  or  mixture  is  then  roasted  in  any  of  the  common  circular  multiple- 
hearth  mechanical  furnaces,  such  as  the  Wedge  or  MacDougaU  type, 
properly  controlled  so  that  part  of  the  copper  in  the  ore  will  combine  as 
CUSO4  and  part  as  CuO.  The  copper  combining  as  CuSOi,  in  roasting, 
furnishes  the  acid  required  to  extract  the  copper  combined  as  CuO 
when  decomposed  by  electrolysis. 

The  ore,  when  roasted,  is  leached  first  (in  starting  a  plant)  with  water 
until  the  copper  combined  as  CUSO4  is  leached  from  the  ore.  When  this 
water  leach  contains  about  3  per  cent,  copper  it  is  electrolyzed  and  about 
1.25  per  cent,  copper  is  precipitated  leaving  about  1.75  per  cent,  copper 
and  forming  about  1.93  per  cent,  free  acid  in  the  solution.  This  acid 
solution  is  then  used  as  a  solvent  for  the  CuO  in  the  ore  and  continuously 
passes  in  a  circuit  through  the  ore  on  the  one  side  and  the  electrolysis  on 
the  other  until  all  the  soluble  copper  is  extracted  from  the  ore  and  pre- 
cipitated as  electrolytic  copper. 

The  acid  consumption  is  reduced  to  the  minimiun  by  preparing  the 
ore  by  roasting  in  the  presence  of  sulfur,  because,  in  the  first  place,  in 
roasting,  part  of  the  copper  in  the  ore  combines  as  CuSOi,  which  is  soluble 
in  water,  and,  in  the  second  place,  the  base  elements  become  practically 
insoluble  in  the  weak  acid  formed  in  the  process,  and  there  is  no  acid 
required  over  what  is  regenerated  in  the  process.  The  result  of  an 
extended  research  on  this  subject  by  the  writer  shows  that  ores  carrying 
about  2  per  cent,  copper  and  over  60  per  cent,  silica  and  not  over  1  per 
cent,  lime,  require  about  0.65  per  cent,  copper  in  the  roasted  ore  combined 
as  CUSO4,  or  the  equivalent,  when  decomposed,  of  about  1  per  cent,  free 
HsS04,  to  maintain  the  acid  in  the  plant  without  loss.  This  equals  an 
acid  consumption  of  about  20  lb.  of  100  per  cent.  H2SO4  per  ton  of  ore 
treated.  By  this  method,  the  metallurgy  of  copper  is  greatly  simplified; 
all  classes  of  copper  ore  (except  ores  carrying  metallic  copper)  can  be 
treated  successfully  and  economically,  a  high  extraction  of  the  copper 
can  be  made,  and  refined  copper  produced,  without  chemical  works,  fine 
crushing,  concentration,  smelting  or  refining. 

DISCUSSION 

W.  L.  Austin,  Riverside,  Calif,  (written  discussion). — The  profes- 
sion is  much  indebted  to  the  management  of  the  New  Cornelia  Copper  Co. 
for  releasing  the  valuable  data  contained  in  the  paper  by  Messrs.  Tobel- 
mann  and  Potter.  While  there  must  have  been  good  reasons  for 
the  procedures  adopted,  in  view  of  the  results  obtained  the  question 
arises  as  to  whether  the  methods  employed  are  the  very  best  that  might 
be  used, 


584         NEW  CORNELIA  COPPER  CO's  LEACHING  PROCESS 

According  to  the  figures  given  for  1918,  there  were  passed  through  the 
electrolytic  vats,  in  round  numbers,  an  average  of  8960  tons  of  solution 
in  24  hr.,  from  which  about  13  per  cent,  of  the  contained  copper  was 
extracted;  afterwards  the  solution,  still  carrying  87  per  cent,  of  the 
original  copper  content,  was  returned  to  the  ore-leaching  department 
to  recommence  the  cycle.  In  other  words,  the  electrolytic  method  is 
■shown  to  extract  a  relatively  small  percentage  of  the  copper  contained 
in  the  electrolyte  while  necessitating  the  circulation  of  a  large  tonnage 
of  solution  for  the  sole  purpose  of  picking  up  a  little  more  copper  before 
returning  to  the  electrolytic  vats.  Because  of  carrying  this  load  of 
copper  around  and  around  through  the  whole  treatment  system,  which 
serves  no  useful  purpose,  the  idea  forcefully  suggests  itself,  Would  it 
not  be  better  practice  to  remove  the  copper  wholly  from  the  lixiviant 
by  some  chemical  precipitant — hydrogen  sulfide  for  instance — which 
releases  the  solvent  in  condition  to  go  back  to  the  ore  vate?  Copper 
precipitated  in  the  form  of  sulfide  generally  contains  60  odd  per  cent, 
of  metal  and  is,  therefore,  sufficiently  concentrated  to  be  handled  in 
any  one  of  several  ways  with  which  metallurgists  are  familiar. 

The  use  of  hydrogen  sulfide  for  metallurgical  purposes  is  no  novelty, 
but  the  knowledge  gained  in  its  application  appears  to  have  been  tempo- 
rarily overlooked.  It  will  be  recalled  that  there  are  a  number  of  methods 
for  producing  the  gas  to  choose  from,  one  or  the  other  of  which  will  gener- 
ally meet  local  conditions.  Those  who  have  investigated  the  application 
of  the  reagent  to  metallurgical  purposes  find  it  replete  with  interesting 
possibilities.  In  any  event  its  use  in  copper  leaching  operations  suggests 
one  way  of  avoiding  sending  87  per  cent,  of  the  copper  already  extracted 
from  an  ore  back  into  the  cycle  of  operations.  It  also  simplifies  the 
removal  of  copper  from  discarded  solutions. 

That  there  is  room  for  improvement  in  leaching  processes,  as  now 
applied  to  copper  ores,  is  further  evidenced  by  information  contained  in 
the  latest  annual  report  of  the  Utah  Copper  Co.  The  operation  of  the 
leaching  plant  of  that  company  is  said  to  have  been  hampered  by  an 
inadequate  precipitating  and  drying  system  which  reduced  the  rated 
capacity  (3000  tons  daily)  two  thirds.  The* cost  of  the  copper  produced 
"crediting  an  allowance  for  copper  in  stock  solutions,  and  adding  smelt- 
ing and  selling  charges^'  is  given  as  15.1  c.  per.  lb.,  with  apparently 
no  charge  made  for  mining.  If  a  charge  of  45  c.  per  ton  for  mining 
is  added  the  cost  of  the  copper  would  be  increased  to  19.3  c.  per  lb. 
The  leaching  plant  was  closed  Jan.  1,  1919,  the  first  department  to 
experience  curtailment.  Extraction  of  copper  from  ore  by  the  use  of 
aqueous  solutions  has  attained  a  fairly  satisfactory  stage  of  develop- 
ment, but  the  methods  in  use  for  removal  of  the  metal  from  the  lixiviant, 
and  its  subsequent  treatment,  can  be  much  improved  in  some  instances. 
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Reverberatory  Furnace  for  Treating  Converter  Slag  at 

Anaconda 

Bt  Fredbbick  Laist*  and  H.  J.  MAomRs,  f  Anaconda,  Mont. 

(New  York  Meeting,  February.  1920) 

The  ore  from  the  Butte  mines  of  the  Anaconda  company  is  quite 
siliceous;  that  is,  it  contains  considerably  less  iron  than  is  needed  for  the 
fluxing  of  the  silica.  The  direct  smelting  of  this  ore,  therefore,  requires 
the  addition  of  considerable  fluxing  material.  The  only  flux  available 
in  suflicient  quantity  at  Anaconda  is  limestone  containing  no  metallic 
minerals.  This  necessarily  makes  the  direct  smelting  of  the  ore  so  ex- 
pensive that  it  is  more  profitable  to  subject  the  ore  to  a  preliminary  treat- 
ment by  concentration.  However,  as  the  losses  in  the  concentrator  were 
very  high,  compared  with  the  losses  in  the  blast  furnaces,  it  was  found, 
by  calculation,  more  profitable  to  send  ores  containing  more  than  a  given 
percentage  of  copper  to  the  blast  furnaces,  in  spite  of  the  higher  costs  of 
treatment.  The  dividing  point  was  dependent  on  various  factors,  the 
chief  of  which  was  the  prevailing  market  price  of  copper.  It  was  cus- 
tomary, therefore,  to  segregate  the  ore  as  mined  into  two  classes.  Ore 
in  the  first  class  generally  contained  5  per  cent,  or  over  of  copper;  this 
was  sent  directly  to  the  blast-furnace  department.  Second-class  ore 
contained  less  than  5  per  cent,  of  copper,  and  averaged  around  3  per 
cent. ;  it  went  to  the  concentrating  department. 

With  the  introduction  of  the  flotation  process,  it  was  found  possible 
to  maintain  an  average  recovery,  as  concentrates,  of  96  per  cent.  At  the 
same  time,  the  cost  of  reverberatory  smelting  was  very  materially  de- 
creased by  the  use  of  pulverized  coal.  These  two  changes  in  practice 
made  the  blast  furnaces  unable  to  compete  with  the  reverberatory  furnaces 
on  a  cost  basis.  The  distinction  between  first-  and  second-class  ore  was 
therefore  abandoned,  and  the  ore  was  treated  by  concentration. 

Obviously,  on  ores  as  high  in  iron  as  the  Butte  ores,  the  concentrator 
produces  a  product  that  is  self  ^fluxing;  in  fact,  it  is  possible  to  produce  a 
concentrate  containing  more  iron  than  is  necessary  to  flux  the  silica. 
Under  these  cQpditions,  the  amoimt  of  basic  fluxing  materials  required 
for  the  smelting  operations  became  very  small  and  the  converter  slag 
lost  its  former  value  as  a  blast-furnace  flux.  For  this  reason,  a  less  ex- 
pensive method  of  recovering  the  copper,  silver,  and  gold  contained  in 
it  than  smelting  in  blast  furnaces  had  to  be  found.     It  was  not  feasible 

*  Qeneral  Manager  of  Reduction  Works,  Anaconda  Copper  Min.  Co. 
t  Assistant  Superintendent,  Converter  Plant,  Anaconda  Copper  Min.  Co. 
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to  pour]  the  slag  into  the  regular  reverberatory  smelting  furnaces  be- 
cause these  were  located  in  a  building  a  considerable  distance  from  the 
converter  building  and  on  a  higher  level.  It  was,  therefore,  decided  to 
undertake  some  investigations  to.  determine  whether  the  converter  slag 
could  be  treated  in  a  single  large  reverberatory  furnace,  which  would 
be  constructed  for  this  special  purpose  in  one  end  of  the  converter 
building. 

It  seemed  that  the  successful  treatment  of  the  converter  slag  would 
require  the  reduction  of  Pej04  contained  therein  to  FeO.  Silica  would 
have  to  be  furnished  to  combine  with  the  FeO  so  as  to  produce  a  slag 
containing  not  less  than  30  per  cent,  silica.  At  the  same  time,  iron 
sulfide  would  have  to  be  furnished  to  combine  with  the  particles  of  metal- 
lic copper  and  white  metal  and  carry  them  into  a  comparatively  low- 
grade  matte.  All  of  these  reactions,  it  was  thought,  could  be  brought 
about  by  the  addition  of  unroasted  or  partly  roasted  fine  concentrates 
and  fine  siliceous  ore.  The  experiments  were  carried  out  imder  the  super- 
vision of  F.  F.  Frick,  research  engineer  for  the  Anaconda  company,  and 
gave  reasonably  satisfactory  results. 

Data  on  Experimental  Furnace  Apparatus  and  Operation  ^ 

A  small  reverberatory  furnace  with  a  hearth  area  of  32  sq.  ft.  (4  ft.  by  8  ft.)  was 
used.  About  350  gal.  per  day  of  fuel  oil  was  used  for  firing.  A  mixture  of  cold  con- 
verter slag  and  cleanings  was  charged  and  melted,  then  the  stdfide  materials  and 
fluxes  were  added  and  melted.  A  shortage  in  the  supply  of  fuel  oil  necessitated  shut- 
ting down  the  furnace  sooner  than  was  desirable,  but  the  data  obtained  were  sufficiently 
satisfactory  to  pronounce  the  method  successful.  *  Tlie  data  indicated  that  the  de- 
sired results  can  be  obtained  by  using  first-class  ore  screenings  to  the  extent  of  25  to 
50  per  cent,  of  the  weight  of  converter  slag  together  with  some  fine  concentrate  to 
hold  down  the  tenor  of  the  matte. 

The  work  was  divided  into  five  periods,  each  period  covering  the  time  a  certain 
class  of  material  was  used  with  converter  slag:  (1)  Hrst-class  ore  screenings;  (2) 
fine  concentrates;  (3)  calcine;  (4)  first^slass  ore  screenings;  (5)  converter  slag  with  no 
additions. 

Pbriod  12  3  4  6 

Average  tons  per  24  hr 1.64         1.59         3.0  2.11         1.44 

Average  per  cent,  copper  in  slag 0.34        0.65        0.60        0.77        0.83 

Charge 

Period  12  3  4  5 

Converter  slag,  pounds 300          200  200.0        200 

Dirty  converter  slag,  pounds 100  100 . 0         100 

Screenings,  pounds 150  75 .0 

Round-table  concentrate,  pounds 150 

Lime  rock,  pounds 45            45  37 . 5 

Calcine,  pounds 300 

Total 495  495  300    .    412.5         300 

^Extracted  from  Research  Department  Report  of  1915. 
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Products  Analysis 


PSRIOD  1 

CaO,  per  cent 6.60 

Copper,  per  cent 0 .  34 

SiO,,  per  cent 40.00 

FeO,  per  cent 41 .  10 

Pbbiod  1 

Copper,  per  cent 20.0 


Slag 
2 

6.30 

0.65 

38.70 

40.50 


McUU 


2 
40.0 


3 

4.2 

0.6 

37.8 

44.3 


8 

44.0 


4 

6.00 

0.77 

37.80 

45.00 


4 

50.0 


5 

3.00 

0.83 

39.90 

44.30 


5 

48.0 


Charge  Analysis 
Clean  Converter  Slag 

PbrIOd                       12                   4  6 

Copper,  per  cent . .      1.91         1.86          2.60  1.96 

Si02,  percent 22.6         23.0          22.5  23.3 

FeO,  percent 65.7        62.7         63.0  64.6 

Screenings 

Period                                         1  4 

Copper,  per  cent 6 .  54  6.5 

Si02,  per  cent 46.2  46.0 

FeO,  percent 18.6  19.6 

CaO,  per  cent 

S,  per  cent 19.0  18.4 


Dirty  Converter  Slag 

2  4  5 

4.63  7.8  7.9 

28.8  24.5         25.2 

51.4  54.4         53.2 

Fine  Conceniraiea  Calcine 


2 

9,07 
38.9 
17.5 

19.1 


3 

8.8 

25.1 

42.3 

1.3 

9.9 


There  were  20  charges  in  the  first  and  second  periods,  16  charges  in  the  third, 
13  charges  in  the  fourth,  and  9  charges  in  the  fifth. 


Copper  concentrate  with  a  high  sulfur  content  mixed  with  converter 
slag  in  the  furnace  gives  the  result  desired  when  thorough  contact  is 
effected.  The  reaction  that  probably  occurs  when  concentrate  is  mixed 
with  slag  is  2Fej04  +  S  — >  6PeO  +  SO2.  The  completeness  of  such 
reaction  depends  on  the  intimate  contact  of  the  concentrate  with  the  hot 
liquid  converter  slag,  on  which  also  depends  the  quality  of  the  resultant 
waste  slag. 


Furnace  and  Equipment 

On  the  basis  of  these  results,  it  was  decided  to  construct  a  large  fur- 
nace. The  location,  while  not  ideal,  was  the  most  convenient  and  has 
proved  to  be  well  adapted  to  requirements.    The  inside  length  of  the 
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furaace,  from  biimers  to  akimming  block,  is  153  ft.  (46  m.)  and  the  inside 
width  is  23  ft.  4in.  (7.1  m.).  It  has  a  flue  coDnection  8  ft.  6  in.  by  6  ft. 
(2.5  by  1.8  m.)whichleads  toabrick-Uned  12-ft.  (3.6m.) stedstack 200ft. 
(60.9  m.)  high.  Two  Stirling  boilers,  type  M,  with  a  rated  capacity  of 
865  hp.  ecich,  are  placed  in  the  flue  to  convert  waste  heat  from  the  gases 
into  steam.  The  flue  is  split  into  two  compartments  and  a  boiler  is 
placed  in  each  so  that  either  or  both  boilers  can  be  uaed  at  the  same  time. 
A  section  of  each  flue  inamediately  in  front  of  the  boilers  is  15  by  13  ft. 
(4,5  by  3.9  m,).     The  furnace  is  equipped  with  hoppers  on  both  sides  for 


the  full  length  of  the  furnace  and  in  the  center  for  100ft.  from  the  burners. 
Thehoppers  are  kept  supplied,  by  the  local  tramway  system,  with  mate- 
rials as  needed.  Charging  tunnels  were  provided  so  that  all  dumping 
of  calcine  or  other  dry  material  may  be  accomplished  with  the  least 
hardship  to  the  operators.  A  fan  maintains  a  suction  in  the  tunnels. 
Pulverized  coal  is  conveyed  by  a  14-in.  (35,5-cm.)  screw  conveyor 
from  the  coal-dust  plant  a  distance  of  525  ft.  (160  m.)  and  is  delivered  to  a 
24-ton  bin  backof  the  burners.  Five  coal  burners  aroused.  Airissupplied 
by  a  General  Electric  compressor  driven  by  a  direct-connected  75-hp. 
motor  running  at  3600  r.p.m.  The  air  is  maintained  at  a  pressure  of  16 
ounces. 
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The  slag  is  poured  into  a  slag-charging  device  which  consists  of  a  cast- 
iron  launder  placed  on  wheels  and  having  a  replaceable  lip.  It  is  shown 
in  Fig.  1 .  Three  openings  in  the  side  of  the  furnace  are  provided  to  accom- 
modate this  spout,  any  one  of  which  can  be  used,  the  other  two  being 
bricked  up.  They  are  just  under  the  skewback.  Their  location  is  shown 
in  Fig.  2.  Immediately  over  the  slag-charging  spout  is  the  hopper  con- 
taining the  concentrate;  the  hopper  on  the  opposite  side  of  the  furnace 
also  contains  concentrate.  From  this  point  back  to  the  burners  the  hop- 
pers carry  specially  prepared  calcine.  All  hoppers  from  the  slag-charging 
spout  forward  carry  siUceous  material  for  protecting  the  sides.  Two  charge 
hoppers  in  the  center  of  the  furnace  are  equipped  with  10-in.  (25-cm.) 
openings  so  that  cold  material,  such  as  matte  or  slag  when  chilled,  can 
be  fed  directly. 

The  skimming  block  is  water-cooled  and  connects  with  a  short  slag 
launder,  also  water-cooled,  and  is  lined  with  magnesite  brick.  The  waste 
slag  flows  continuously  and  is  granulated  with  water.  The  top  of  the 
skimming  block  is  18  in.  (45.7  cm.)  above  the  bottom  of  the  furnace.  The 
matte  "tap  hole"  plates  are  set  in  a  water-jacket  about  5  ft.  (1.5  m.)  on 
centers;  they  are  made  of  cast  iron  13  in.  (3.9  cm.)  square  with  a  2-in. 
(5-cm.)  hole  in  the  center.  Matte  can  be  tapped  from  either  tap  hole 
to  the  matte  ladle  in  the  ladle  pit.  The  difference  in  elevation  of  the  tap 
hole  in  each  plate  is  8  in.  (20  cm.)  so  that  it  is  possible  to  vary  greatly 
the  amount  of  matte  in  the  furnace. 

Operation  of  Furnace 

The  capacity  oi  this  furnace  for  treating  converter  slag  depends 
somewhat  on  the  character  of  the  slag.  It  is  necessary  to  strike  a  balance 
between  a  high-siUca  slag  from  converters,  which  would  be  very  desirable 
for  the  slag  furnace,  and  a  slag  that  would  give  the  greatest  length  of  life 
to  the  converter  Uning.  A  slag  carrying  from  21  per  cent,  to  23  per  cent. 
SiOs  meets  these  requirements  very  well.  As  much  as  783  tons  of  slag 
have  been  charged  into  the  furnace  in  24  hr.  The  calcine,  concentrate, 
and  tailing  (siUceous  material)  added  to  the  furnace  that  day  made  a  total 
of  1228  tons.    This  is  a  larger  tonnage  than  is  desirable. 

The  converter  slag  is  charged  to  the  furnace  as  it  comes  from  the 
converters,  in  ladles  which  carry  about  9  tons  of  slag.  Some  care  is 
required  to  regulate  the  charging  of  the  slag  and  an  attempt  is  made  to 
charge  not  over  four  ladles  an  hour.  Some  ladles  may  remain  on  the 
floor  from  20  to  30  min.  before  the  furnace  can  receive  the  slag,  so  as  to 
avoid  rushing  the  material  through  the  furnace.  As  the  slag  is  charged, 
a  small  stream  of  fine  concentrate  is  dropped  into  the  furnace  just  over 
the  inflowing  slag.  This  is  the  only  mixing  that  occurs  with  slag  and 
concentrate. 
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A  specially  prepared  calcine  is  smelted  on  each  side  of  the  furnace 
from  the  slag-charging  spout  to  the  back  of  the  furnace.  The  molten 
material  from  this  mixes  also  with  the  converter  slag.  This  furnishes  the 
bulk  of  the  silica  for  the  final  slag  and  sulfur  for  the  matte.  Additional 
silica,  however,  is  taken  up  from  the  tailings,  or  siUceoua  material,  along 
the  side  of  the  furnace  toward  the  front.    Matte  is  tapped  from  the  side 


Fio.  ; 

of  the  furnace,  about  25  ft.  from  the  front,  to  the  standard  ladle  iised  in 
the  converter  plant,  which  holds  about  10  tons.  This  matte  is  tapped  as 
required  by  the  converters.  The  sl^  from  the  furnace  flows  continu- 
ously and  is  granulated  with  water  and  carried  to  the  dump,  see  Fig.  4. 

Results  Obtained 

The  results  for  July,  1918,  are  given  here,  as  being  those  of  a  typical 
month. 
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Tons  of  Material  to  Converter  Slag  Furnace 


Date 

Con- 
verter 
Alag 

1      783 

Copper 

Con- 
centrate 

77.3 

Special 
.Calcine 

352.7 

Old 

WorkB 

Tailings 

1 

14.7 

Total  Tons 

Coal 

Burned 

I 

Coal 
Ratio 
Whole 
Charge 

Coal 
Ratio 
Cold 

1 

1,227.7 

73 

16.81 

2 

;      527 

58.8 

368.7 

954.5 

79 

12.08 

3 

617 

38.5 

361.6 

'     19.6 

1,036.7 

75 

13.82  \ 

4 

603 

87.4 

392.1 

19.4 

1,101.9 

75 

14.69 

5 

536 

54.0 

370.6 

I     35.8 

996.4 

78 

12.77 

6 

554 

78.3 

340.2 

13.3 

985.8 

77 

12.80 

7 

1      490 

63.1 

343.5 

16.6 

912.2 

'     78 

11.69 

8 

1      671 

69.0 

326.8 

16.8 

983.6 

1     77 

12.77 

9 

;      531 

61.0 

367.6 

17.3 

976.9 

78 

12.53 

10 

517 

46.2 

354.2 

26.0 

943.4 

1     76 

12.58 

11 

499 

51.7 

396.0 

18.0 

96^.7 

71 

13.59 

12 

1      567 

57.5 

331.7 

'     12.2 

968.4 

68 

14.24 

13 

522 

63.0 

368.7 

17.0 

970.7 

i     75 

12.94 

14 

1      621 

59.0 

403.4 

13.4 

1,096.8 

76 

14.43  ' 

15 

1      454 

57.3 

325.7 

16.8 

852.8 

81 

10.53 

16 

643 

56.0 

377.6 

1     18.2 

1,094.8 

1     ^1 

17.95 

17 

'      585 

6J1.4 

382.3 

13.6 

1,042.3 

'     83 

12.56 

18 

1      486 

46.9 

371.0 

17.4 

921.3 

'     83 

11.10 

19 

'      531 

56.5 

374.7 

20.6 

982.8 

!     81 

12.13  , 

20 

i      498 

47.0 

357.9 

27.5 

930.4 

;     83 

11.21 

21 

558 

74.5 

418.3 

9.8 

1,060.6 

83 

12.77 

22 

473 

50.5 

418.5 

19.4 

961.4 

83 

11.58 

23 

522 

76.0 

398.5 

'     17.9 

1,014.4 

82 

12.37  , 

24 

437 

46.2 

354.0 

37.5 

874.7 

87 

10.05 

25 

549 

53.9 

392.6 

20.9 

1,016.4 

81 

12.55  ' 

26. 

509 

44.5 

391.2 

21.4 

966.1 

87 

11.10  ' 

27 

581 

47.6 

373.7 

26.0 

1,028.3 

87 

11.82  1 

28 

581   1 

38.8 

410.4 

31.6 

1,061.8 

86 

12.34  ; 

29 

468   ' 

39.7 

432.0 

15.5 

956.2 

82 

11.65 

30 

545 

37.7 

436.5 

22.0 

1,041.2 

82 

12.70  , 

31* 

455 

49.0 

388.4 

21.5 

913.9 

79 

11.67  ; 

Total,  dry... 

16,813 

1J48.3 

11,681.1 

595.7 

30,838.1 

2436 

t 

Daily    aver- 

~ 

age 

542 

56.4 

376.8  ' 

19.2 

1 

994.7 

78.6 

12.66     5.76 

1 

Per  Cent.,  by  Weight,  of  Material  Treated 

Pbr  Cbnt. 

Converter  slag,  16,813  tons 54. 5 

Concentrate,  1,748  tons 5.7 

Calcine,  11,681.1  tons 37.9 

Tailings,  595.7  tons 1.9 

Total 100.0 
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Ck>pper  in  all  material  treated,  pounds 3,459,448 

Ck>pper  in  all  converter  slag,  pounds 1,328,227 

Copper  in  all  other  material,  pounds 2,131,221 

Silica  to  slag,  pounds 17,232,647 

Slag  produced,  tons 25,268 

Copper  in  slag,  pounds 277,948 

Recovery  of  copper  based  on  silica  balance,  91.97  per  cent. 


Analyses  of  Converter  Slag  Furnace  Chatge 


Date 

Converter  Slag, 
Per  Cent. 

Special  Calcine,  Per  Ceo 
SiOt          FeO            S 

t. 

SiOs 

Cu 

Cu 

CaO        AlfOa 

1 

1 

23.5 

3.9 

8.1 

28.0 

39.7 

10.1 

3.1 

2 

22.1 

3.9 

7.3 

38.0 

34.8 

9.7 

1.2 

3 
4 
6 

22.7 

3.4 

8.3 

34.2 

34.1 

7.2 

2.2 

23.5 

2.7 

7.5 

33.8 

35.5 

9.7 

2.4 

6 

23.7 

2.7 

7.5 

37.2 

33.8 

9.9 

2.0 

7 

24.0 

2.9 

7.9 

36.8 

35.2 

7.7 

1.8 

8 

22.5 

2.7 

7.9 

35.4 

35.6 

9.0 

2.3 

9 

22.4 

2.9 

8.0 

35.8   < 

35.7 

9.1 

1.0 

10 

22.9 

3.1 

8.0 

36.4 

35.5 

9.4 

1.5 

11 

24.0 

3.4 

7.3 

31.8 

32.5 

7.6 

5.7 

12 

22.7 

3.2 

7.2 

38.6 

24.3 

7.5 

2.7 

13 

22.5 

4.0 

7.2 

30.8 

37.5 

8.9 

3.1 

14 

22.4 

3.4 

7.8 

31.8 

37.1 

6.5 

3.9 

15 

22.7 

3.3 

7.4 

31.6 

36.7 

7.1 

3.8 

16 

23.1 

3.2 

6.8 

31.6 

34.7 

8.2 

3.9 

17 

22.5 

2.9 

7.0 

35.0 

34.7 

7.6 

3.4 

18 

21.3 

3.9 

7.4 

31.0 

35.9^ 

8.9 

4.6 

19 

21.3 

3.7 

7.1 

31.8 

36.7 

8.8 

3.6 

20 

20.7 

3.4 

7.2 

31.4 

38.5 

9.9 

3.8 

21 

21.3 

3.7 

7.4 

30.4 

38.6 

8.8 

3.8 

22 

23.7 

3.1 

6.9 

31.0 

36.6 

9.3 

3.8 

23 

23.1 

3.2 

7.5 

31.8 

38.0 

9.7 

3.0 

24 

21.2 

3.7 

6.8 

35.4 

35.0 

6.8 

2.8 

25 

22.2 

3.5 

i     6.9 

34.2 

35.2 

8.3 

3.0 

26 

21.0 

3.9 

6.7 

33.2 

35.4 

9.2 

2.6    i 

27 

!    22.3 

3.0 

7.4 

32.8 

37.2 

8.8 

3.0 

28 

22.8 

2.9 

6.7 

35.0 

34.8 

8.0 

3.0    1 

29 

23.9 

3.2 

7.1 

31.2 

36.5 

8.6 

3.8 

30 

22,5 

3.0 

,     7.1  . 

33.8 

35.6 

10.7 

2.5 

31 

23.1 

3.2 

6.6 

31.5 

35.2 

14.0 

2.7 

Monthly  assay 

23.3 

3.95 

7.85 

30.8 

36.3 

8.8 

3.3 

5.9 

Converter  slag 

3.95 

23.3 

61.2 

0.8 

0.1 

5.9 

Old-works  tailings . 

1 

2.10 

80.0 

5.2 

3.4 

0.2 

6.5 

Concentrate 

7.64 

19.2 

37.9 

35.6 

0.1 

4.2 

yoL.  ucnr. — 38. 

m 
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Analyses  of  Converter  Slag  Furnace  Products 


Dftte 

SI«s.  Per  Cent. 

Cu 
0.61 

Mstte 
Per  Cent. 

SiOi 

FeO 

CaO 
1.2 

Cu 
51.4 

1 

3i:o 

55.0 

2 

29.4 

54.2 

1.2 

0.66 

43.5 

3 
4 
5 

30.6 

52.5 

1.2 

0.59 

38.7 

33.8 

49.6 

1.6 

0.48 

37.9 

6 

35.2 

49.2 

1.1 

0.48 

36.6 

7 

35.0 

49.7 

0.9 

0.48 

40.0 

8 

34.0 

51.8               0.9 

0.54 

37.3 

9 

33.0 

51.7               1.1 

0.52 

39.7 

10 

35.4 

49.1       1         1.2 

0.45 

40.4 

11 

34.4 

•  49.3               1.5 

0.51 

60.8 

12 

33.6 

51.5 

1.2 

0.49 

44.9 

13 

32.0 

51.8 

1.8 

0.51 

42.2 

14 

31.8 

53.2               1.5 

0.60 

41.9 

15 

32.0 

52.6               2.1 

0.59 

42.4 

16 

31.8 

53.0               1.8 

0.59 

40.8 

17 

32.0 

53.1       1         1.7 

0.49 

39.9 

18 

32.0 

53.0               2.5 

0.52 

41.2 

19 

31.4 

53.0               2.0 

0.60 

40.5 

20 

32.0 

53.5      <         2.2 

0.54 

39.7 

21 

33.0 

51.5 

2.2 

0.50 

37.2 

22 

33.2 

52.8 

2.5 

0.44 

34.8 

23 

• 

33.0 

52.2               2.3 

0.47 

34.2 

• 

24 

32.2 

52.0       !         2.0 

0.48 

37.0 

25 

32.8 

51.5               1.7 

0.47 

39.4 

26 

33.4 

51.5      '         1.7 

0.60 

42.1 

27 

31.6 

51.7 

2.1 

0.64 

40.9 

28 

31.4 

53.0      ,         1.7 

0.66 

44.1 

29 

33.6 

51.0 

1.7 

0.50 

42.2 

30 

32.6 

51.7 

1.5 

0.51 

42.4 

31 

33.0 

51.7 

1.9 

0.60 

36.6 

Monthly  ansay .... 

34.1 

53.3 

1.7 

0.55 

40.6 

The  average  cost  for  treating  converter  slag  during  the  year  1918, 
after  segregating  the  cost  of  all  other  material  and  assuming  this  other 
material  to  have  pursued  its  regular  course  through  the  smelter,  was 
$0.6126  per  ton.  The  cost  per  ton  for  the  second  six  months  of  1918  was 
S0.4648.  There  were  no  repairs  made  to  the  furnace  during  these  last  six 
months.  This  account  partly  for  the  lower  cost,  but  there  was  a  differ- 
ence also  in  the  tonnage  of  converter  slag  handled.  During  the  first  six 
months,  78,153  tons  of  converter  slag  were  treated  while  93,587  tons  were 


FREDERICK   LA15T   AND   H.   J.    MAGUIRE  595 

treated  in  the  second  period.  If  we  credit  the  furnace  operation  with  the 
value  of  the  steam  from  the  waste  heat,  the  cost  will  be  reduced  to  about 
35  c.  per  ton  for  the  year  of  1918.  Thifi  assumes  that  50  per  cent,  of  the 
rated  capacity  of  the  boiler  is  attained,  thua  making  432.5  boiler  horse- 
power. A  recent  test  showed  a  development  of  538  boiler  horsepower. 
The  value  per  boiler  horsepower  is  taken  at  19  per  month.  This  is 
approximately  the  cost  of  producing  a  boiler  horsepower  by  hand  firiog 
with  coal. 
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Data  on  Last  Campaign  of  Furnace 
The  furnace  was  shut  down  in  February,  1919,  following  a  run  of  409 
days  since  the  last  general  repair.    The  roof  and  part  of  the  side  walls 
were  repaired  for  a  distance  of  42  ft,  (12.8  m.)  from  the  coal  burners;  the 
roof,  for  a  distance  of  15  ft.  (4.5  m.)  from  the  front,  was  also  rebuilt. 

During  the  campaign,  the  furnace  treated  161,981  tons  of  cold  material 
and  194,787  tons  of  converter  slag  with  some  cold  matte  and  slag  added; 
a  total  of  356,768  tons  of  all  material  treated.  The  slag  to  the  furnace 
is  estimated  at  9  tons  per  ladle  and  matte  from  the  furnace  at  10  tons  per 
ladle. 

The  waste  stag  averaged  for  the  entire  period  of  furnace  run  0.57  per 
cent,  copper.    This  is  equivalent  to  an  increase  of  only  0.05  per  cent,  in 
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the  copper  content  of  all  of  the  reverberatory  slag  produced  and  is 
probably  fully  as  good  a  result  as  would  have  been  obtained  if  the  con- 
verter slag  had  been  spread  uniformly  through  all  of  the  f urnaces,  if  not 
better.  The  coal  ratio  for  new  or  cold  material  was  1 : 6.13;  and  for 
all  material  charged  to  furnace  1 :  11.10. 

A  recent  test  on  fuel  and  air  consumption  shows  that  about  35  per 
cent,  of  air  for  combustion  of  the  fuel  is  supplied  by  the  blower^  which 
supplies  5610  cu.  ft.  (157  cu.  m.)  of  free  air  per  minute.  The  capacity  of 
the  blower  is  somewhat  greater  thitn  this  and  part  of  the  air  is  exhausted 
before  reaching  the  furnace.  It  is  seldom,  however,  that  the  entire 
capacity  of  the  blower  is  required.  Calculations  from  the  coal  burned  and 
from  the  analysis  of  the  gases  leaving  the  furnace  show  15,840  cu.  ft. 
(443  cu.  m.)  of  total  free  air  to  the  furnace  per  minute.  The  gas  analysis 
showed  18.  2  per  cent,  carbon  dioxide,  0.0  per  cent,  carbon  monoxide  and 
only  0.2  per  cent,  oxygen. 

DISCUSSION 

The  Chairman  (E.  P.  Mathbwson,  New  York,  N.  Y.). — I  would 
like  to  say  a  few  words  about  this  innovation  in  smelting  practice.  The 
facts  are  all  given  in  this  paper,  but  it  w^s  with  considerable  trepida- 
tion that  the  Anaconda  metallurgists  decided  to  put  that  large  furnace 
into  operation.  There  were  a  number  of  Uttle  matters  that  had  to  be 
worked  out.  There  was  trouble  at  the  start  from  sulfur  gases  per- 
meating the  atmosphere  in  the  converter  room,  and  there  was  some 
trouble  in  determining  the  proper  point  in  the  reverberatory  furnace  at 
which  to  apply  the  molten  slag.  These  difficulties  were  gradually 
overcome,  and  the  result  has  been  most  encouraging  throughout.  The 
slags  came  out  almost  exactly  as  calculated  from  the  experimental  data 
obtained  in  the  laboratory  tests,  and  the  monetary  result  has  been  a 
little  in  excess  of  what  was  hoped  for.  The  furnace,  of  course,  was  of  the 
standard  type,  but  a  little  larger  than  usual — ^in  fact,  it  is  the  largest 
reverberatory  furnace  that  I  know  of,  and  it  hfis  given  no  trouble  from  a 

« 

structural  standpoint. 

W.  C.  Smith,*  Chrome,  N.  J. — I  would  like  to  ask  if  the  slags  from 
the  furnace  showed  the  complete  elimination  of  the  Fe804  after  treat- 
ment? 

Chairman  Mathewson. — I  cannot  answer  that,  because  I  have  not 
read  the  paper  in  full. 

W.  C.  Smith. — They  did  not  answer  it  in  the  paper. 

Chairman  Mathewson. — I  think  tha^.  query  could  be  passed  on  to 
the  authors. 


*  Metallurgist,  U.  S.  Metals  Refining  Co. 
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C.  G.  Maieb,  New  York,  N.  Y. — I  think,  as  far  as  the  last  question 
is  concerned,  regarding  the  magnetite  in  the  final  slag,  one  normally 
would  not  expect  to  have  much  difference  between  the  magnetite  of  this 
slag  and  that  which  would  usually  be  obtained  in  reverberatory  practice, 
which  magnetite  would  average  between  3  and  5  per  cent.  The  fact 
that  at  Anaconda  they  get  the  copper  out  of  the  converter  slag  indicates 
that  any  original  magnetite  greater  than  that  percentage  has  probably 
been  reduced. 

E.  E.  Thum,  New  York,  N.  Y. — I  might  call  attention  to  the  fact 
that  C.  G.  Maier  and  G.  D.  Van  Arsdale,  over  a  year  ago,  published  some 
very  interesting  facts*  on  the  way  in  which  copper  was  held  in  slag. 
Prom  a  perusal  of  those  results,  it  seemed  to  me  that  their  conclusions 
could  be  summarized  as  follows: 

Copper  is  held  in  furnace  slags  to  a  certain  small  extent  as  a  true  solu- 
tion of  sulfide,  while  the  balance  occurs  as  globules  of  white  metal 
floated  by  attached  gas  bubbles.  Continued  settUng  would  not  appear 
to  reduce  the  quantity  of  the  latter,  which  could  only  be  done  by  chang- 
ing the  composition  of  the  slag  so  as  to  practically'  eUminate  the  occur- 
rence of  ferric  oxide.  Converter  slags  may  contain  as  high  as  0.5  per 
cent,  of  copper  in  true  solution,  with  the  remainder  present  as  particles 
of  white  metal,  yet  as  the  blow  continues  the  soluble  copp)er  continually 
decreases.  Here  is  evidence  that  practically  no  copper  silicates  are  formed 
in  normal  furnace  practice.  The  microscopic  and  analytic  work  pf 
Messrs.  Maier  and  Van  Arsdale  was  keenly  worked  out  and  no  exception 
could  be  taken  to  their  conclusions. 

I  would  Uke  to  see  Mr.  Laist,  and  his  staff  at  Anaconda,  present  data 
that  will  correlate  the  work  they  have  done  on  a  large  industrial  scale  to 
the  work  the  Phelps-Dodge  men  have  done  in  their  laboratory  research. 
It  would  also  be  interesting  to  know  whether  Mr.  Maier  has  been  able  to 
reduce  the  copper  content  of  his  furnace  slags  by  an  appUcation  of  the 
information  he  has  so  generously  pubUshed. 

C.  G.  Maier. — Since  making  the  investigation  of  which  Mr.  Thum 
speaks,  we  have  done  quite  a  lot  of  work  that  has  not  been  pubhshed 
(it  may  possibly  be)  concerning  the  reduction  of  magnetite  when  it  is 
normally  added  to  ordinary  reverberatory  practice,  that  is,  specifically  by 
the  addition  of  converter  slag  to  the  usual  type  of  reverberatory  as  operat- 
ing in  the  plant.  We  find  that,  under  those  circumstances,  a  more  or 
less  general  reduction  of  magnetite  is  always  obtained.  This  reduction 
varies  with  circumstances  and  depends  on  the  firing,  the  grade  of  matte 
made,  and  so  forth.  But  I  cannot  say  that  the  work  which  the  Phelps- 
Dodge  Corpn.  did  along  these  lines  has  been  done  on  any  large,  practical 


*  Eng.  &  Min.  JnL  (May  10,  1919)  107,  815. 
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scale,  except  to  the  extent  that  we  have  made  microscopic  examinations 
of  typical  reverberatory  slags  as  they  come  from  a  furnace,  to  which  the 
converter  slag  has  been  added.  Under  those  circmnstances,  there  is  no 
doubt  that  there  is  reduction,  and  you  have  to  get  that  reduction  in  order 
to  best  get  the  copper.  I  hope  that  we  will  be  able  soon  to  publish  re- 
sults showing  what  actually  occurs  because  of  such  addition. 

E.  H.  RoBiE,  New  York,  N.  Y. — Have  they  done  any  work  at  Ana- 
conda with  settling  converter  slags  in  blast-furnace  settlers? 

Chairman  Mathewson. — Not  at  Anaconda,  but  it  was  tried  at  some 
of  the  other  plants  in  which  the  Anaconda  Company  was  interested — 
Tooele,  for  instance. 

E.  H,  RoBiE. — ^That  is  the  way  the  converter  slag  at  the  International 
Nickel  Co.  Smelter  is  settled.  Formerly,  they  poured  the  molten  slag 
into  the  reverberatory,  but  the  slag  loss  was  so  high  that  this  had  to  be 
discontinued.  For  some  time  they  then  poured  it  out  on  the  dump, 
broke  it  by  hand,  and  charged  it  in  soUd  form  into  the  blast  furnaces; 
later  it  was  found  much  more  economical  to  pour  it  into  the  blast-furnace 
settlers.  With  the  very  low-grade  matte  made  there,  sometimes  as  low 
as  15  per  cent,  (ordinarily  about  22  or  23  per  cent.),  they  found  the 
slag  loss  increased  very  little  by  pouring  all  the  converter  slag  back  into 
the  settlers,  and  with  such  a  low  grade  of  matte,  there  was  a  great  deal 
of  converter  slag.  The  recovery  was  extremely  hard  to  figure  out,  but 
it  was  estimated  at  about  80  per  cent. ;  that  is,  it  was  assumed  that  about 
80  per  cent,  of  the  combined  copper-nickel  in  the  converter  slag  was 
obtained  in  the  blast-furnace  matte. 

E.  E.  Thum.  —It  seems  to  me  quite  essential,  for  the  advancement  of 
copper  metallurgy,  that  some  questions  such  as  Mr.  Van  Arsdale  and 
Mr.  Maier  are  working  upon  should  be  settled.  Anyone  traveling 
through  the  Western  copper  smelters  immediately  notices  the  general 
similarity  in  most  of  their  machinery  and  methods,  doubtless  as  a  result 
of  the  strong  influence  a  few  men,  such  as  the  chairman,  Mr.  Mathew^n, 
have  had  upon  the  revolution  in  practice  occurring  since  most  of  us  started 
work.  All  the  more  noticeable,  therefore,  are  the  various  practices  in 
use  for  handling  converter  slag.  Each  man  has  a  different  idea  about  the 
proper  way  of  taking  care  of  converter  slag,  and  each  one  has  pretty  good 
experience  to  fall  back  upon  in  support  of  his  opinion,  at  least,  he  considers 
it  good.  Since,  as  Mr.  Robie  pointed  out,  there  is  a  tremendous  quantity 
of  the  stuff  being  made  all  the  time,  some  rationale  should  be  developed 
which  would  allow  a  person  to  decide  intelligently  how  to  dispose  of  it. 

Probably  based  on  the  idea,  impUed  if  not  admitted,  that  the  copper  in 
these  slags  is  held  in  complex  compounds  that  cannot  be  broken  up  in  the 
approximately  neutral  reverberatory  furnace,  many  plants  allow  the 
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slag  to  solidify  and  resmelt  it  in  a  blast  furnace.  The  slag^asting 
machine  may  be  a  series  of  stationary  or  tilting  pans,  a  chain  of  molds 
traveling  in  a  straight  line  or  about  a  "merry-go-round,"  or  the  slag 
may  be  poured  out  in  a  thin  layer  on  an  orebed,  or  even  into  a  sump 
or  a  hole  in  the  ground  to  be  reclaimed  later  by  steam  shovel  or  grab 
bucket. 

If  the  plant  possesses  no  blast  furnaces,  or  the  management  is  willing 
to  brave  slag  loss  to  save  coke,  the  slag  is  charged  into  reverberatories. 
Here,  again,  considerable  variation  is  noted;  cars  may  be  switched  to  the 
charging  track  and  the  liquid  slag  poured  through  the  furnace  roof  with 
the  maximum  fall  possible;  pots  may  be  poured  by  cranes  into  slag 
launders  delivering  the  slag  through  the  side  or  back  wall  at  a  moderate 
head,  or  cold  skulls  may  be  used  for  "manger"  filling. 

Accepting  Maier  and  Van  Arsdale's  conclusions  that  Fe304  in  slag 
oxidizes  iron  sulfide  at  the  surface  of  suspended  matte  particles,  forming 
little  ballons  of  SO2  gas,  one  readily  sees  the  truth  of  the  contention  ad- 
vanced by  Heggie  and  his  El  Paso  associates.  There  the  statement  was 
made  to  the  speaker  that  in  a  reverberatory  furnace  a  low-iron  slag  will  be 
low  in  copper,  whether  or  not  converter  slag  is  charged.  Unfortunately, 
the  ore  supply  of  a  smelter  is  likely  to  be  such  that  a  low-iron  slag  is 
commercially  impossible;  evidently,  in  this  case,  more  attention  to  the 
state  of  oxidation  of  the  slag  would  be  important.  Green's  practice  at 
Hayden,  of  dropping  converter  slag  from  a  maximum  height  sheer  into 
a  furnace  bath,  is  rational  on  the  basis  of  washing  out  the  values  by 
actual  contact  with  the  underlying  matte.  At  any  rate,  a  mere  settle- 
ment for  liquation,  either  in  a  ladle  or  f orehearth,  appears  to  be  useless . 

Chairman  Mathewson. — The  point  taken  by  Mr.  Thum  is  a  good 
one  and  I  think  all  those  interested  in  actual  smelting  operations  should 
add  their  quota  to  the  knowledge  we  are  gradually  accumulating  in  the 
Transactions  of  the  Institute,  not  only  in  papers,  but  in  discussions  on 
these  points.  These  little  things  mean  a  great  deal,  but  they«are  over- 
looked in  too  many  instances.  The  diversity  of  practice  in  this  one  mat- 
ter is  common  knowledge  to  metallurgists,  and  there  should  be  a  good 
reason  for  the  diversity,  or  a  more  standard  practice  should  be  adopted . 

W.  C.  Smith. — Soon  after  the  paper  by  Mr.  Van  Arsdale  and  Mr. 
Maier  was  published,  a  discussion  arose  concerning  the  pouring  of  con- 
verter slag  into  the  settlers,  and  the  so-called  settUng  or  washing.  As  a 
result,  we  examined  several  slags  sent  us  by  the  Tennessee  Copper  Co. 
One  of  these  was  the  slag  from  a  furnace  treating  green  ore,  one  was 
from  the  matte-concentrating  furnace,  one  was  from  converter  slag,  and 
one  was  taken  from  the  settler  overflow  after  the  converter  slag  had  been 
poured  into  the  settler. 
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When  examined  under  the  microscope,  the  slag  from  the  raw  ore 
showed  practically  no  magnetite;  the  slag  from  the  matte-concentrating 
furnace  showed  some  slight  evidences  of  magnetite;  the  converter  slag 
was  loaded  with  it;  the  slag  from  the  settler,  into  which  the  converter 
slag  had  been  poured,  was  quite  well  loaded  with  magnetite.  It  appeared 
that  the  magnetite  in  the  converter  slag  had  not  been  reduced,  but 
simply  diluted  with  a  large  amount  of  blast-furnace  slag. 

We  did  not  examine  the  slags  for  copper,  so  that  we  cannot  say  any- 
thing about  that.  Very  recently,  we  ran  several  successive  charges 
of  straight  converter  slag  in  a  blast  furnace  and  then  took  samples  from 
the  spout,  about  the  time,  or  shortly  before,  the  converter  slag  was  due 
at  the  spout,  and  at  intervals  of  15  min.  until  we  knew  the  converter 
slag  had  gone  through  the  furnace.  We  ran  rather  a  high  coke  on  the 
charge,  from  12  to  14  per  cent.,  and  none  of  oiu*  slag  samples  showed  any 
marked  evidence  of  magnetite. 

C.  G,  Maier. — The  reason  why  there  is  suspension  of  copper  in 
slags  is  that  there  are  oxidizing  conditions  which,  acting  on  iron  or  copper 
sulfide,  produce  sulfur  dioxide,  causing  the  metal  containing  pellets 
in  the  slag  to  be  floated.  The  only  way  to  get  rid  of  the  suspension  reac- 
tion is  to  reduce  the  magnetite. 
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Volatilization  in  Assaying* 

By  Frederic  P.  Dewbt,!  Washington,  D.  C. 

(New  York  Meeting,  February,  1920) 

It  is  common  to  blame  irregular  assay  results  upon  volatilization 
and  much  has  been  written  upon  the  subject,  but  there  is  no  real  evi- 
dence that,  in  a  properly  conducted  assay,  the  loss  of  either  gold  or  silver 
by  volatilization  is  sufficient  to  affect  appreciably  the  result,  even  when 
arsenic  or  antimony  may  be  present.  Bulk  assays  of  flue  dust  from  assay 
muffles  have  been  published,  but  the  data  given  are  totally  insufficient 
to  even  approximate  the  volatilization  from  a  single  assay;  and  such 
figures  as  we  have  indicate  the  volatilization  to  be  extremely  small.  Dili- 
gent search  in  the  literature  and  wide  inquiry  among  assayers  and 
instructors  have  failed  to  produce  a  single  case  where  the  litharge 
volatilized  in  making  an  assay  has  been  collected  and  assayed  for  gold 
and  silver.  Having  attempted  to  do  this,  with  most  indifferent  success, 
I  am  not  surprised  that  this  has  not  been  done. 

While  various  textbooks  give  volatiUzation  as  a  cause  of  lossincupella- 
tion,  it  may  safely  be  said  that  in  the  rare  cases,  where  this  volatilization  is 
sufficient  to  affect  appreciably  the  result  it  is  due  to  excessive  temperature. 
Percy ^  says  "The  loss  of  silver  by  volatilization  during  cupellation  is  very 
slight  (unless  the  temperature  has  been  much  too  high),  and  may  be  dis- 
regarded." This  statement  is  repeated  by  the  Beringers*  and  Smith,* 
who  includes  gold  with  silver.  Mitchell*  says  the  htharge  fume  rarely 
contains  over  one  ten-thousandth  of  sUver.  Campredon^  says  that  at  a 
proper  temperature  no  silver  is  lost  by  volatilization. 

Primarily,  excessive  temperature  may  be  due  to  too  high  general 
temperature  in  the  muffle;  but  it  may  often  be  due  to  temperature  local- 
ized within  the  bead  by  oxidation  of  the  metals  and  this  may  be  influenced 
by  other  causes  than  the  general  temperature.     I  have  shown  an  ex- 


*  Published  by  permission  of  the  Director  of  the  Mint, 
t  Assayer,  Bureau  of  the  Mint. 
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treme  case  of  local  temperature,*  resulting  in  the  burning  of  zinc  with 
its  characteristic  flame  and  variations  in  bead  temperatures  with  uniform 
pyrometer  readings.  Volatilization  from  a  bath  of  mixed  metals  is  not 
the  simple  question  of  vapor  pressures  of  the  contained  metals.  Based 
entirely  upon  vapor  pressures,  Richards/  in  speaking  of  the  distillation 
of  zinc  from  Parkes  crust,  says  ''Successively  larger  amounts  of  lead, 
silver,  and  gold  come  over  the  higher  the  temperature,"  but  I  have  shown' 
that  more  silver  goes  with  the  zinc  in  the  early  stages  of  the  operation 
than  later. 

Volatilization  in  Cupeling 

The  possible  volatiUzation  of  the  precious  metals  in  cupeling  is  a  most 
complex  proposition.  It  may  be  due  to  the  vapor  pressure  of  the  indi- 
vidual metals,  the  vapor  pressure  of  alloys  or  possible  metallic  compounds, 
of  compounds  of  metals  with  metalloids  or  with  non-metals,  particularly 
oxygen.  Also  it  is  not  possible  to  draw  a  sharp  Une  between  true  vola- 
tilization due  to  vapor  pressure  and  the  drag  of  a  volatilizing  body  exerted 
upon  a  less  volatile  associate,  against  which  is  the  counter-drag,  or  stabil- 
izing effect,  of  the  non-volatile  upon  the  more  volatile,  all  of  which  are 
influenced  by  concentration  and  association.  The  temperature  condi- 
tions of  the  cupeling  beads  vary  constantly,  which  may  change  any  or 
all  of  these  conditions.  The  oxygen  supply  influences  them.  Even 
more  important,  perhaps,  is  the  extent  to  which  the  surface  of  the  metal 
is  covered  and  protected  by  the  Utharge  formed.  At  moderate  heats 
much  of  the  button  surface  is  covered  by  the  litharge  and  the  oppor- 
tunity for  direct  volatilization  of  the  metals  reduced.  Intimately  con- 
necjbed  with  this  is  the  question  of  secondary  volatilization,  oxide  of  lead 
being  volatile,  oxide  of  silver  may  be  dragged  along,  even  if  it  is  not 
covolatile.  No  one  knows  how  much,  if  any,  of  the  lead,  or  any  other 
metal,  present  in  cupel  fumes  volatilized  before  oxidation. 

Rose*  suggests  that  gold  and  copper  go  off  as  ''vaporized  alloy" 
and  Mitchell^**  says  silver  i's  much  more  volatile  when  alloyed  with  lead. 
Wright  ^^  bessemerized  silver  bullion  high  in  arsenic  and  the  arsenious 
oxide  produced  showed  about  800  oz.  silver  per  ton.  I  have  roasted  rich 
arsenide  ores^*  at  a  very  low  temperature  and  the  arsenious  oxide  given 


•  Traru.  (1918)  68,  85,  89.  »  Eng.  &  Min,  JnL  (1919)  108,  87. 

» JnL  Frank.  Inst.  (1919)  187,  596.  •  JnL  Chem.  Soc.  (1893)  68,  723. 

»»  Op.  cU.,  484. 

"  Eng.  &  Min.  JnL  (1918)  107,  263,  from  Trans.  Can.  Min.  Inst  (1918)  992. 
»«  Eng.  &  Min.  Jnl.  (1919)  108,  87. 
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ofif  showed  only  a  few  ounces  of  silver  per  ton.  Mitchell'*  says  the 
litharge  fume  in  cupeling  is  "produced  by  the  vapor  of  lead  burning  in 
the  atmosphere/'  but  gives  no  data. 

Again  other  questions  of  molecular  physics  are  involved.  Keller'^ 
has  shown  that  gold  travels  into  copper  on  prolonged  heating  of  the  alloy 
below  its  melting  point.  So  the  rate  at  which  the  precious  metals  with- 
draw into  the  cupeling  bead  must  affect  the  drag.  Gillett'^  sa3rs  that  on 
heating  brass,  loss  of  zinc  depends,  in  part,  "on  the  rate  of  diffusion  of 
zinc  from  the  body  of  the  melt  into  the  surface  that  is  losing  zinc." 

Lobs  Through  Dusting 

Many  statements  regarding  volatilization  in  assaying  are  based  upon 
data  obtained  under  conditions  entirely  different  from  cupeling  and  much 
that  has  been  written  fails  to  distinguish  between  volatilization  and  dust- 
ing, which  is  purely  mechanical.  In  practical  operations,  losses  are  often 
ascribed  to  volatilization  that  are  largely,  if  not  entirely,  due  to  dusting 
and  other  mechanical  causes. 

In  modern  practical  work,  there  is  now  probably  very  little  straight 
cupellation  of  lead.  Where  works  have  lead  rich  enough  to  cupel,  advan- 
tage is  generally  taken  of  this  to  work  up  other  high-grade  products,  rich 
ores,  slimes,  etc.  Much  of  the  extremely  rich  silver  ore  from  Cobalt, 
Can.,  has  been  treated  in  this  way.  These  additions,  particularl  jryery 
fine  slimes,  favor  dusting  and  high  silver  in  fume  or  dust  collected  from 
cupeling  furnaces  does  not  prove  high  volatilization.  lies'*  gives  many 
figures  on  fumes  and  dusts  from  various  sources.  A  mixed  cupel  fume 
showed  85.90  oz.  silver  per  ton;  this  might  indicate  volatilization,  but  the 
fact  that  it  was  only  72.50  per  cent,  lead  showed  dusting,  oxide  of  lead 
containing  92.83  per  cent.  lead. 

Mr.  Dieffenbach,^^  has  furnished  a  month's  record  of  the  results  from 
the  Cottrell  condensers  on  the  cupel  furnaces.  The  fume  collected 
weighed  24,659  lb.  and  contained  9863  lb.  lead,  or  approximately  40 
per  cent.,  indicating  much  dust.  This  is  accounted  for  by  the  fact  that 
about  70  tons  of  slimes  were  treated  on  the  lead  bath.  The  fume  con- 
tained 5830.11  oz.  silver  or  0.64  per  cent,  of  the  silver  charged.  In  view 
of  so  much  mechanical  dusting  of  rich  stuff,  the  actual  volatilization  must 
have  been  very  small.  The  slimes  charged  contained  nearly  555,000  oz. 
silver.     In  a  negative  way,  the  figures  show  that  there  was  practically 


i> "  Manual  of  Practical  Afisaying,"  558.     1881. 

"  Trans.  (1919)  60,  698. 

>•  U.  8.  Bureau  of  Mines  BvU.  73  (1916)  125. 

>•  Sck,  Mines  Qr.  (1899)  20,  397. 

"  Superintendent  of  the  Balbach  Smelting  and  Refining  Co.,  Newark,  N.  J. 
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no  volatilization  of  gold  for,  notwithstanding  the  dusting,  only  12.07  oz. 
gold  were  found  in  the  fume  out  of  16,855  oz.  charged,  of  which  over  13,000 
oz.  were  in  the  slimes. 

Condensation  op  Assay  Mupflb  Fumes 

Various  persons  have  reported  the  finding  of  gold  and  silver  in  the 
fumes  condensed  in  the  flues  of  muffles,  but  these  generally  show  only 
minute  quantities  of  the  precious  metals  and  all  lack  quantitative  sig- 
nificance. Smoof  say?  "we  assayed  the  condensed  fumes  from  the 
muffle  ventilation  pipe  and  found  only  a  very  small  amount  of  silver  and 
practically  no  gold''  and  "this  seems  to  indicate,  in  a  qualitative  way, 
that  only  a  negligible  amount  of  silver  is  lost  in  the  lead  fume." 

The  best  figures  that  I  know  of  regarding  the  condensation  of  assay 
muffle  fumes  have  been  supplied  by  Donald  M.  Liddell.  One  muffle  was 
used  only  in  pig  copper  assays  by  the  combination  method.  It  carried 
very  close  to  90  oz.  per  ton  and  the  residue  from  1  assay-ton,  afterburning 
off  the  paper,  was  scorified  with  1  assay-ton  lead  down  to  about  7  gm., 
which  was  cupeled  in  the  same  muffle.  The  muffle  had  a  small  forced- 
draft  apparatus  at  the  back  and  all  fume  passed  through  an  iron  pipe, 
which  formed  a  fairly  e^cient  condenser.  This  pipe  was  cleaned  out 
every  6  mo.,  during  which  time  about  5500  assays  were  made,  yielding 
about  175  gm.  of  Utharge.  One  lot  of  175  gm.  gave  142.7  mg.  silver  but 
not  enough  gold  to  weigh.  This  would  roughly  mean  the  volatilization 
of  about  0.026  mg.  silver  per  assay  or  approximately  0.03  per  cent.  It 
would  seem  fair  to  divide  this  between  the  scorification  and  cupeling, 
estimating  the  cupel  volatilization  as  0.015  per  cent. 

Vapor  Pressure  and  Volatility 

Johnston^*  has  published  a  most  valuable  review  on  the  vapor  pres- 
sure and  volatility  of  several  high  boiling-point  metals,  giving  many 
references,  particularly  of  exact  scientific  investigations.  The  ultimate 
object  of  this  paper  was  to  devise  a  formula  for  determining  the  approxi- 
mate volatility  of  various  metals  at  different  temperatures.  The  data 
regarding  gold,  however,  were  too  scanty  for  this.  There  is  absolutely 
no  connection  between  melting  point,  vapor  pressure,  and  boiling  point. 
Various  metals  show  vapor  pressure  below  their  melting  point.  Tin, 
with  a  melting  point  of  232^,  is  said  to  boil  at  about  2300^  while  copper, 
with  a  melting  point  of  1083^,  is  said  to  boil  about  100^  above  tin. 


"  Personal  letter.  "  Jnl.  Ind.  Eng.  Chem.  (1917)  9,  873. 
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Volatility  of  Gold 

Varied  statements  have  been  made  regarding  the  volatility  of  gold. 
Gmelin^^  says  ''It  exhibits  a  scarcely  perceptible  volatility  at  the  strong- 
est heat  of  a  blast  furnace,  in  the  focus  of  a  burning  mirror,  and  in  a  flame 
fed  with,  oxygen  gas."  Napier**  appears  to  have  been  the  first  to  make 
systematic  tests  and  is  often  quoted,  but  his  figures  are  small,  about 
0.1  per  cent.,  and  the  time  of  heating  long,  3  to  8  hr.  Makins*'  is 
often  quoted,  but  his  figures  are  extremely  small  even  though  an  extra- 
ordinary heat  was  used  in  the  cupellations;  there  is  no  connection  with 
the  amount  of  gold  operated  on;  he  simply  found  0.087  gr.  of  gold  in  1000 
gr.  of  flue  dust.  The  volatility  of  gold  before  the  extreme  heat  of  the 
blowpipe  is  described  in  Crookes.*' 

Seamon  and  Parker*^  heated  beads  of  gold,  1  to  20  mg.,  varying  periods 
of  time,  to  temperatures  from  1000**  to  1660®.  Losses  were  observed  only 
twice  and  were  attributed  to  unobserved  errors  of  manipulation.  Under 
the  conditions  of  a  cathode-ray  vacuum,  on  prolonged  heating,  Krafft 
and  Bergfeld**  were  able  to  observe  volatilization  of  gold  at  1070®. 
Moissan'*  places  the  boiling  point  at  2530®.  Mostowitch  and  PletneiF*^ 
state  that  in  oxygen,  nitrogen,  carbon  monoxide,  and  carbon  dioxide  at 
1400®,  volatilization  is  not  appreciable  but  is  noticeable  at  1250®  in 
hydrogen.  Kern  and  Heimrod**  made  extensive  tests  on  the  volatility  of 
gold  and  silver,  obtaining  some  interesting  results,  but  their  conditions 
were  quite  diifferent  from  cupellation.  Many  hours  heating  in  contact  with 
carbon  did  not  volatilize  silver  from  copper,  but  did  volatilize  gold  from 
copper,  possibly  by  the  formation  of  a  carbide  of  gold.  Incidentally, 
their  quotation  from  Napier  is  faulty.  Wurtz**  gives  a  review  of  early 
information* 

T.  K.  Rose  has  been  a  prolific  investigator  of  this  subject  and  his 
books  and  papers  contain  many  references.  In  1893,  he  stated'®  that 
volatilization  of  gold  begins  just  below  1100®  and  at  1250®  the  loss  per 
minute  was  four  times  as  great  as  at  1100®;the  loss  on  a  charge  of  1200  oz. 
was  figured  to  be  0.02  per  cent,  per  hour;  the  volatilization  in  cupellation 


"Leopold  Gmelin:  "Handbook  of  Chemistry,"  Tr.  by  H.  Watto,  6,  206.    London, 
1852. 
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*^JnL  Chem.  Soc.  (1861)  18,  98-9.  Met.  A  Eng,  Chsm.  (1917)  16, 163. 

«  "Select  Methods,"  443.    1886.  " Sch.  Mines  Qr.,  83,  34r-64. 

"  BuU.  Miasoxiri  Min.  Club  (1895)  1, 16.  "  Eng,  &  Min.  JnL  (1885)  40,  126. 
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was  insignificant.  Later,  he  sajrs'^  that  the  loss  in  an  ordinary  melting 
furnace  is  seldom  over  0.01  percent,  on  1200  oz. and  is  influenced  by  tem- 
perature, metal  surface  exposed,  and  time,  and  is  increased  by  air  passing 
over  the  metal  and  by  impurities.  Still  later,**  he  says,  "True  volatili- 
zation of  gold  is  so  small  as  to  be  negligible  at  the  temperatures  of  in- 
dustrial melting  furnaces,  say  1000^  to  1300^.  It  is  difficult  to  measure 
with  accuracy  the  infinitesimal  amounts  volatilized  at  these  tempera- 
tures. "  ''Even  in  a  strong  draft  the  amount  volatilized  remains  exceedingly 
small ''  provided  the  nature  of  the  gas  does  not  change.  Alloys,  however, 
may  take  up  and  eject  gases  with  spurting,  which  may  give  globules  less 
than  0.001  mm.  in  diameter,  which  may  be  carried  away  by  even  a  slight 
draft  and  are  difficult  to  recover.  The  first  table  of  results,  p.  4,  is  an 
excellent  illustration  of  a  fact  I  have  often  met  in  the  Uterature  and  in  my 
own  experience  with  gold;  that  is,  the  effect  of  unrecognized  conditions 
leading  to  erratic  results  when  expecting  regularity. 

In  a  paper  on  acciu'acy  in  assaying,  Rose**  attempted  to  follow  the 
course  of  the  gold  and  gives  results  from  which  he  concludes  that  while 
final  loss  is  shown  in  each  case  it  does  not  represent  the  amount  vola- 
tilized with  certainty,  errors  of  five  determinations  being  accumulated 
here.  I  would  add  that  he  determined  the  silver  and  other  metals  left 
in  his  cornets  in  a  lump  by  a  reassay,  which  must  have  been  subject  to 
all  the  errors  of  the  original  assay. 

Hillebrand  and  Allen*^  give  some  figures  upon  volatilization,  but  they 
exhibit  serious  irregularities.  On  gold  alone  two  cupel  recoveries  ex- 
ceeded the  total  loss  and  the  volatilization  figure  on  No.  4  cupel  was 
more  than  twice  No.  6,  two  cupels  behind.  In  series  B,  Table  IX,  15 
mg.  gold,  45  mg.  silver,  No.  3  showed  a  higher  figure  for  gold  volatiliza- 
tion than  No.  6,  three  cupels  behind  it  in  the  furnace,  and  on  silver  No.  4 
showed  more  than  No.  6.  While  the  total  losses  show  considerable 
regularity  from  front  to  back  of  the  furnace,  the  ratios  between 
volatilization  and  absorption  are  erratic.  The  possibility  of  losing  gold 
mechanically  in  decanting  and  washing  was  not  provided  for  in  the 
volatilization  tests. 

Schneider*^  attempted  to  determine  volatilization  by  cupeUng  450  mg. 
gold,  50  mg.  copper,  1200  mg.  silver,  4  gm.  lead,  recupeling  the  resulting 
bead  with  4  gm.  lead  and  repeating  eight  times.  When  properly  carried 
out,  this  method  might  give  a  goox  approximation,  but  Schneider  gener- 
aUzed  as  to  some  of  his  figures  and  assumed  that  no  gold  went  into  his 
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nitric  acid,  although  he  assayed  the  ten  cupels  for  gold  and  silver 
absorbed. 

I  have  done  considerable  work  in  trying  to  arrive  at  a  figure  on  vola- 
tilization of  gold  in  cupellation  by  the  examination  of  the  products  of  the 
operation.  No  determination  of  volatilization  depending  in  any  way  on 
the  weight  alone  of  a  bead  or  cornet  can  be  convincing.  The  normal 
bead  is  never  pure  precious  metal.  Cornets  always  carry  silver  and  cop- 
per and  often  lead.  Gold. goes  into  the  parting  acid  and  into  the  cupel. 
After  actually  determining  these  items  and  balancing  the  results  we  get  a 
figiu'e,  which  might  be  called  volatilization,  but  it  is  a  difference  figure 
and  bears  the  errors,  both  plus  and  minus,  of  much  anal3rtical  work; 
therefore  it  must  be  handled  with  judgment.  Sometimes  the  figure 
indicates  an  appreciable  loss;  sometimes  it  gives  practically  a  balance, 
indicating  no  loss;  a  gain  also  has  been  shown. 

All  these  points  are  shown  in  one  test.  The  San  Francisco  mint  pre- 
pared an  ingot  of  standard  gold,  900  gold  100  copper,  for  test  piu'poses. 
It  was  extremely  close  to  900  fine  in  gold.  Three  sets  of  nine  assays, 
three  rows  of  three,  were  run  at  three  temperatures,  the  regular  heat  for 
this  work,  very  low,  and  very  high.  The  regular  heat  showed  a  slight  loss 
of  gold.  The  very  low  heat  showed  a  gain.  The  very  high  heat,  which 
should  have  favored  volatilization  of  the  gold,  gave  practically  a  balance, 
the  figures  showing  a  loss  of  only  0.005  mg.  for  the  set.  The  figures  are 
as  follows: 

Rboulab  Vbby  Low     Vxbt  High 

Hbat,  Heat,  Hbat, 

MiLLIOBAlIS  MlLUGBAMB     MlLUOBAMB 

Silver  in  cornets 3.51  3.55  3.02 

CJopper  in  cornets 0.31  0.23  0.32 

Lead  in  cornets trace  trace  trace 

Total  in  cornets 3.82  3.78  3.34 

Cornet  weight 1.375+  2.35+  2.425- 

Gold  lacking 2.445  1.23  5.7ft5 

Gold  from  solution 0. 125  0.20  0.200 

Gold  from  cupels 2.14  1.49  5.56 

Balance 0.18-  0.46+  0.006- 

From  these  figures  it  is  evident  that  there  is  no  necessity  for  running 
coin  gold,  and  by  fair  inference  fine  gold,  at  such  a  heat  as  to  favor  the 
volatilizing  of  gold  during  cupellation.  The  high  loss  of  weight  of  the 
cornets  at  the  very  high  temperature  could  not  be  tolerated  as  a  regular 
practice  and  such  a  temperature  would  not  be  used  regularly. 

Volatility  op  Silver 

Silver  is  far  more  volatile  than  gold.  Gmelin'*  states  that  it  boils  by 
the  burning  mirror  when  it  rises  in  white  fumes  and  that  it  volatilizes  in 

••  Op.  cU,,  138. 
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an  open  crucible  at  incipient  white  heat,  but  not  if  covered  with  charcoal 
dust.  In  a  cathode-ray  vacuum,  Kraff  t  and  Bergf eld  '^  observed  volatili- 
zation at  680^.  Johnston^^  gives  its  melting  point  as  960^  and  its  boiling 
point  as  2090^.  He  calculates  that  it  has  a  vapor  pressure  of  lO"'  mm. 
at  920^  and  1  mm.  at  1320^.  In  his  atomic-weight  work,  Stas'*  distilled 
silver  to  purify  it. 

Richards^^  proposed  to  separate  silver  from  blowpipe  beads  by  vola- 
tilization. Over  95  per  cent,  of  the  silver  was  to  be  removed  by  heating 
before  a  sharp-pointed  oxidizing  flame  to  1100^-1200^  estimated  and  the 
balance  removed  at  about  1500^  estimated  at  which  temperature  the 
gold  begins  to  volatilize.  In  a  subsequent  paper,  ^^  on  measuring  buttons, 
he  said  '^  It  is  difficult  to  drive  off  all  the  silver  as  the  last  5  or  10  per  cent, 
volatilize  slowly  and  probably  also  take  a  little  gold  with  them/'  furnish- 
ing an  excellent  illustration  of  the  drag  of  a  volatilizing  metal  upon  a  less 
volatile  associate  as  well  as  the  stabilizing  effect  of  a  less  volatile  metal 
upon  a  volatilizing  one. 

In  a  little-known  and  short-lived  journal,^'  Seamon  and  Parker  de- 
scribe extensive  tests  on  cupellation.  As  a  preliminary,  they  made  many 
tests  on  beads  of  silver  999  fine,  of  various  weights  up  to  80  mg.  for  various 
times  up  to  4  hr.,  at  various  temperatures  900^  to  1600^,  by  simply  heat- 
ing them  in  cupels.  At  the  conclusion  of  the  heating  all  the  cupels  showed 
a  brownish  spot  below  the  beads.  Several  cupels  were  tested  qualita- 
tively for  silver,  which  was  always  found.  They  proposed  to  make  quanti- 
tative determinations  of  the  silver  absorbed,  but  I  have  not  found  such 
results  published.  The  results  are  somewhat  irregular.  In  one  set  of 
eight,  on  beads  5.09  to  22.50  mg.  at  900^  to  1000^  for  y^  hi.,  each  one  showed 
a  loss  of  0.02  to  0.07  mg.,  while  another  set  of  six,  20  to  80.06  mg.  at  the 
same  temperature  for  1  hr.  showed  no  losses.  They  conclude  that  at 
1000^  ''the  loss  appears  to  be  mainly  due  to  the  oxidation  of  the  silver 
and  absorption  of  the  oxide  by  the  cupel,"  but  at  high  temperatures 
volatilization  may  become  important.  Under  their  conditions  960^  to 
1020^  barely  gave  feathers  in  cupellation. 

I  have  done  much  work  in  checking  up  and  extending  this  line  of  tests. 
Seamon  and  Parker  appear  to  consider  999  silver  as  entirely  satisfactory, 
but  it  is  far  from  being  piu'e  and  the  impurity  might  influence  the  result. 
I  used  five  grades  of  silver:  proof  of  the  highest  purity,  parting  silver  of 
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high  grade  but  not  up  to  proof,  ordinary  silver  reduced  from  the  chloride 
by  zinc,  50  gm.  parting  silver  melted  with  50  mg.  lead,  50  gm.  parting 
silver  melted  with  50  mg.  copper.  Under  small  beads  it  was  only  with 
the  copper  sample  that  the  stain  was  plainly  visible.  With  large  beads 
four  of  the  silvers  stained  the  cupel  and  sometimes  adhered  closely  to  it; 
parting  silver  was  not  tested  on  large  beads.  Both  large  and  small  beads 
often  showed  a  white  coating.  The  figures  showed  irregularities  and  were 
larger  than  Seamon  and  Parker  found,  but  I  was  forced  to  the  conclusion 
that  it  was  futile  to  expect  to  obtain  exact  or  even  comparative  figures 
and  discontinued  the  tests. 

Exposure  of  molten  silver  to  the  air  leads  to  a  mixed  result.  There  id 
oxidation  of  the  silver  and  maybe  volatilization.  The  oxidation  products 
may  be  absorbed  by  the  support  in  part  only  and  part  may  remain  in  or 
on  the  metal.  The  loss  shown  by  weighing  the  silver  before  and  after 
such  exposure  cannot  lead  to  definite  results  on  any  point. 

Relations  op  Silver  and  Oxygen 

Many  and  most  contradictory  statements  have  been  made  regarding 
the  relations  of  silver  and  oxygen,  both  chemical  and  physical.  The 
subject  is  greatly  in  need  of  clarification.  It  is  apparent  that  they 
unite  in  various  proportions.**  While  AgsO  loses  oxygen  at  very  low 
temperatures  and  is  said  to  be  entirely  decomposed**  below  350°,  pure 
silver  prepared  in  the  ordinary  way  gave  off  oxygen  at  400®  to  500*^  for 
6  hr.  at  the  rate  of  57  cc.  for  a  kilo  of  silver.  *^  Silver  and  oxygen  certainly 
combine  at  much  higher  temperatures  and  separate  on  lowering  the  heat.*^ 
Watts*^  says  there  is  an  oxide  of  silver  volatile  at  high  temperatures. 
Possibly  this  is  based  upon  Plattner,**  whose  statements  are  questioned  by 
Percy**  and  were  further  investigated  by  Christy.*"  Wartenberg*^  found 
silver  appreciably  more  volatile  in  oxygen  than  in  nitrogen  and  attrib- 
utes this  to  the  formation  of  silver  oxide  at  high  temperature,  which  may 
then  possibly  exist  as  a  gas  owing  to  its  high  heat  of  vaporization.  Vari- 
ous writers  have  stated  that  sublimed  silver  often  contains  oxide  of  silver. 

^>  Watts  Did,  5,  302;  Roscoe  and  Schorlemmer,  2,  pt.  1,  367;  Brown:  Trans,  Am. 
Electrochem.  Soc.  (1916)  30,  327;  Weber:  Idem.  (1017)  32,  391. 

<*  Percy:  Op.  cU.,  8  et.  seq.;  Thorpe's  Diet.  4,  700. 

"  Watts  Did,  8,  pt.  2,  1798. 

*•  Percy:  Op,  cU.;  Donan  and  Shaw:  JrU.  Soc.  Chem.  Ind.  (1910)  29,  987.  Watts 
Diet,  6,  278  and  others. 

*^  Diet,  5,  278. 

"  "  Rostprozessen,"  121.     1856. 

«•  Op,  dL 

"  Trans,  (1888)  17,  6,  7. 

"  Zeit.  Electrochem.  (1913)  19,  482;  ZeU,  Anorg,  Chem,  (1912)  79,  76.  See  Jnl. 
Amer.  Chem.  Soc.  (1914)  26,  234. 
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Troost  and  Hautf  euille^^  say  protoxide  of  silver  exists  in  the  very  hot  gases. 
Gmelin  says  ''Silver  at  a  white  heat  decomposes  aqueous  vapor  .  .  . 
taking  up  oxygen/'  but  on  the  next  page  says  ''silver  does  not  oxidize 
in  dry  or  moist  air  at  any  temperature  below  its  boiling  point."  He 
also  says  silver  '4s  less  oxidized  than  platinum  by  fusion  in  the  air." 

T.  K.  Rose^*  says  "even  platinum  was  much  more  readily  oxidized 
than  silver, "  but  in  a  previous  paper ^^  on  refining  by  blowing  air  through 
molten  bullion  and  fluxing  the  oxides  produced  he  brought  bullion  354  fine 
in  gold  and  621  fine  in  silver  up  to  885  gold  and  103  silver.  In  comparing 
his  process  with  cupellation,  he  says  "later  when  the  percentage  of  silver 
is  high,  it  is  freely  oxidized  in  both  processes,  and  the  oxidation  is  at  its 
maximum  when  the  silver  is  practically  pure."  He  says  the  "whole 
trend"  of  his  work  "is  to  show  that  it  is  silver  that  carries  oxygen  to  base 
metals"  and  does  not  consider  base  metals  oxygen  carriers  to  silver.  In 
this  he  appears  to  be  dominated  by  theoretical  considerations  regarding 
normal  oxides,  AgsO  and  PbO  for  instance,  and  to  overlook  the  possible 
interaction  of  other  oxides. 

The  well  known  spitting  of  silver  in  solidifying  has  been  generally  as- 
signed to  the  evolution  of  oxygen,  but  it  has  also  been  ascribed  to  the 
compression'^  of  the  solid  crust  on  the  molten  interior.  Having  cooled 
large  buttons,  7  to  10  gm.,  with  extreme  slowness  and  having  obtained 
projections  in  the  general  form  of  a  large  irregular,  inverted,  hollow  cone, 
in  some  instances  only  one  cone  on  a  button,  I  am  satisfied  that  compres- 
sion contributes  to  the  spitting  of  sohdif ying  silver.  I  have  also  produced 
spitting  by  the  sudden  cooling  of  a  bead  by  contact  with  a  mass  of  cold 
iron.  In  this  connection  it  is  certainly  significant  that  silver  melts  and 
solidifies  at  a  lower  temperature  in  oxygen  than  in  a  reducing  atmos- 
phere.'* Aside  then  from  the  natural  cooling  and  solidifying  of  the  sur- 
face first}  the  interior  retains  a  lower  melting  point  and  remains  liquid 
longer  than  the  exterior,  which  has  lost  oxygen  with  the  consequent 
raising  of  the  melting  point.  The  non-spitting  of  silver  containing  other 
metals  may  be  due  to  changed  differentials  in  the  melting  points. 

Volatility  op  Lead 

Johnston'^  gives  the  boiling  point  of  lead  as  1640**  and  the  vapor  pres- 
sure as  1  mm.  at  960®.     Kraft  and  Bergfeld"  give  335**  as  their  lowest 


**Compi.  Rend.  (1877)  84,948.  "Ruer:  "Metallography,"  tr.  Math- 

»«  Trans,  Inst.  Min.  and  Met.  (1913-4)  ewson,  296. 

28,  173-4.  *'  Op.  cit, 

^^Idem,  (1904-5)  14,  377,  420,  440-1.  "  Op.  cU. 

*» Mitchell:  "Manual  of  Practical  As- 
saying," 480.     1872. 
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observation  of  volatilization  of  lead  in  a  cathode  ray  vacuum.  Schuller'* 
and  Eahlbaum,  Roth  and  Siedler*®  distilled  lead  in  vacuo  and  the  latter 
obtained  a  crystalline  product.  Roberts*^  showed  that  with  proper  care 
there  was  no  appreciable  volatilization  of  lead  in  melting  assay  samples 
of  base  bullion.  From  the  distillation  of  alloys,  Moissan  and  Watanabe*^ 
announced  that  the  order  of  distillation  is  lead,  silver,  copper,  tin.  The 
litharge  cloud  that  is  given  oflf  during  cupellation  is  very  deceptive.  It 
makes  an  impressive  showing  in  the  muffle  but  the  actual  weight  of  oxide 
of  lead  is  slight. 

More  than  50  years  ago,  Mitchell*'  announced  that  in  the  ore-assay 
cupellation  "not  more  than  2  to  3  per  cent,  of  lead  is  volatilized;"  I  have 
abundantly  verified  this  statement.  By  weighing  the  cupels  before  and 
after  use,  I  have  found  that  it  is  quite  possible  to  run  an  ordinary  20 
gm.  button  with  the  volatilization  of  about  0.5  gm.  of  lead.  This,  how- 
ever, involves  some  risk  of  freezing  and  requires  much  attention.  At  only 
a  slightly  higher  temperature,  with  an  increase  of  the  volatilization  to 
0.75  gm.,  there  is  no  risk  of  freezing  and  the  operator  may  simultaneously 
look  after  other  things.  When  the  volatilization  rises  to  1  gm.  there  is 
but  slight  feathering  unless  special  condenising  arrangements  are  used. 
In  one  test,  three  cupels  of  the  front  row  showed  less  than  2.75  per  cent, 
volatilized  and  the  fourth  froze,  while  the  second  row  of  four  showed  from 
5.5—  to  6—  per  cent,  volatilized  and  there  were  few  feathers.  With 
larger  buttons,  50  to  60  gm.,  seven  cupels  showed  less  than  2  per  cent, 
volatilized  with  a  minimum  of  1.4  per  cent.  In  the  cupellation  of  bul- 
lion,** where  necessarily  a  higher  temperature  is  used,  the  volatilized  lead 
should  not  exceed  10  per  cent. 

Most  contradictory  statements  have  been  made  regarding  the  vola- 
tility of  oxide  of  lead.  The  assayeris*  daily  experiences  disprove  the 
statements  of  various  textbooks  as  to  its  volatilizing  only  at  a  high  tem- 
perature. The  books  appear  often  to  be  speaking  of  boiling**  rather  than 
simple  volatilization.  However,  the  boiling  point,  870**,  given  by  Mott** 
is  palpably  much  too  low.  Doeltz  and  Grauman*^  say  volatilization  was 
slight  at  800**,  increased  rapidly  to  900**,  when  it  became  liquid,  not  so 
rapidly  to  950**  and  was  not  tested  above  1000**.  By  changing  the  ratio 
of  surface  to  mass,  they  varied  the  loss  from  8.8  to  0.04  per  cent,  at  900**. 


*•  Wied,  Ann,  (1883)  18,  321. 

^ZeiL  Anarg.  Chem.  (1902)  29,  278;  Bu  H.  ZeU.  (1902)  296. 
«  Trana.  (1898)  28,  425.  "  Compt  Rend,,  144,  16. 

*'  Op,  cU,y  484.     Tests  are  given  by  Lodge:  "  Notes  on  Assaying/'  56,  and  Liddell, 
Eng,  &  Min.  JnL  (1910)  89,  1264. 
•*  Trans,  (1918)  59,  214. 
•»  Wagner:  " Die  MetaUe,"  111.     1866. 
••  Am.  Electrochem.  Soc.  pamphlet,  1918.  "  MetcMurgU  (1906)  3,  406.' 
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Feathebing  as  an  Indication  op  Temperature  Conditions 

Feathering  is  not  always  a  sure  indication  of  the  temperature  condi- 
tions of  the  bead.  With  high  bead  temperature  and  an  abundant  air 
supply  the  cupel  may  show  good  feathers,  while  the  same  bead  tempera- 
ture with  limited  air  supply  would  not.  Lack  of  feathers,  particularly 
on  inside  cupels,  may  be  due  to  lack  of  cooling  conditions  above  the  cupel, 
instead  of  high  bead  temperature.  In  two  well-feathered  cupels,  Hille- 
brand  and  Allen*'  found  0.05  mg.  loss  of  gold  on  10.67  mg.  cupeled,  but 
only  0.03  mg.  on  15.56  mg.  The  cupels  immediately  behind  these  showed 
0.06  and  0.17  mg.  losses,  respectively.  Lack  of  feathers  may  also  be  due 
to  a  leaky  muffle. 

Effect  of  Other  Metals  on  Volatilizing  of  Gold  and  Silver 

When  true  volatilization  occurs  in  quantity,  the  volatilizing  metal 
exerts  a  drag  upon  its  less  volatile  associates,  but  the  real  data  upon  the 
subject  indicate  that  in  the  vast  majority  of  cases  this  drag  is  but  slight. 
Bodemann  and  Eerl**  say  silver  is  often  disposed  to  volatilization  by 
arsenic,  antimony,  zinc  and  lead. 

T.  K.  Rose'®  says  that  the  presence  of  zinc,  arsenic,  antimony,  and  other 
volatile  metals  is  believed  to  greatly  increase  the  volatilization  of  gold,  but 
gives  no  data.  Hellot^'  says  an  alloy  of  one  part  gold  and  seven  parts 
zinc  volatilizes  completely  at  a  high  heat,  but  IViedrich^'  investigated  the 
subject  and  reported  fifteen  tests,  from  which  he  concluded  that  the  loss 
was  mainly  due  to  mechanical  action  and  it  is  only  with  rapid  volatiliza- 
tion of  zinc  that  the  gold  volatilization  becomes ,  appreciable.  Up  to 
1500^,  the  loss  was  so  slight  as  to  warrant  the  conclusion  that  zinc  has  no 
influence  in  promoting  the  volatilization  of  gold  below  this  temperature. 
I  have  shown''  that  in  distilling  the  zinc  out  of  Parkes  crusts,  very  little 
silver  goes  over  in  proper  work  and  that  volatilizing  lead  carries  but 
slight  amounts  of  silver.  I  have  also  shown'^  that  irregular  assay  results 
ma>  be  due  to  zinc  carrying  the  precious  metals  to  the  surface  of  the  cupel. 
It  may  well  be  that  arsenic  and  antimony  cause  irregular  assays  in  the 
same  way  rather  than  by  volatiUzation.  I  have  shown,  too,  that'^  the 
roasting  of  rich  arsenide  ores  at  a  low  heat  produced  arsenious  oxide 
practically  free  from  silver.  In  some  recent  tests  we  have  obtained  much 
more  concordant  results  than  those  reported  on  arsenical  bullion.'^  The 
assays  were  run  in  sets  of  six,  two  rows  of  three  cupels  with  proofs  in  the 

"Op.  cU,,  21.  ^*ZeiL  Anarg,  Chem,  (1893)  16,  269. 

••  "Assaying,"  Tr.  Goodyear,  103.    1878.  " Eng,  &  Min.  JrU.  (1919)  108, 87. 

TO  JnZ.  Chem.  Soc.  (1893)  63,  714.  ^<  Trans,  (1918)  68,  85. 

'>  Gmelin-Kraut:    "Handbuch    Anorg.  ''*Op,cit, 

Chem.."  3,  1039.  »•  Trans.  (1909)  40,  795. 
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center;  two  sets  were  run  on  5  gm.  lead  and  one  on  8  gm.  on  each  bullion. 
The  results  were: 


No.  1. 

OOLD  ASSATB 

666.6  fine 1 

666.6  fine 2 

'666.7  fine 4 

666.8  fine 4 

666.9  fine 6 

666.1  fine 1 


18 


No.  2. 
Gold  Abbats 

811.3  fine 1 

811.4  fine 2 

811.6  fine 3 

811.6  fine 1 

811.7  fine 3 

811.8  fine 6 

812.0  fine.. 3 


18 


The  arsenic  in  No.  1  was  high  but  unknown,  in  No.  2  it  was  about 
10  fine  withy  approximately,  90  each  of  silver  and  copper. 

It  is  often  claimed  that  tellurium  promotes  volatilization  in  cupeUa- 
tion,  but  T.  K.  Rose''  carried  on  an  extensive  series  of  test  under  many 
conditions  and  in  only  one  was  gold  found  in  the  condensed  tellurium. 
Hollo  way.  and  Pearse'*  say  "loss  by  direct  volatilization  is  very  slight 
under  proper  conditions  of  working"  and  on  cupeling  beads  containing 
tellurium  with  proofs  without  tellurium  in  side  by  side  cupels  some 
tellurium  beads  lost  less  than  the  proofs. 

In  retorting  gold  amalgam,  Rose'*  states  that  about  1  gr.  of  gold  goes 
over  per  pound  of  mercury.  Although  outside  the  scope  of  this  paper  it 
may  be  mentioned  that  the  recent  volumes  of  Tranaactiana  of  the  Ameri- 
can ^Electrochemical  Society  contain  much  interesting  information 
regarding  the  action  of  metals,  alone  or  mixed,  at  the  very  high 
temperature  of  the  electric  arc;  and  in  1907,  Watts  reviewed  the  work  of 
Moissan. 

Determination  of  Silver  by  Cupellation 

The  method  I  used  in  following  up  the  course  of  the  gold  in  a  bullion 
assay  is  not  applicable  to  silver.  The  determination  of  silver  by  cupel- 
lation*^ is  quite  unreliable  and  with  large  amounts  the  absorption  of  silver 
by  the  cupel*^  is  most  erratic.  On  the  other  hand  the  determination  of 
the  base  metals  left  in  small  beads  is  unsatisfactory  unless  we  have  an 
exceedingly  large  number  of  identical  beads.  In  another  connection, 
I  have  shown"  that  the  straight  assay  of  a  silver  bullion  showed  987 
fine,  which  corrected  for  the  cupel  absorption  became  998.5  fine,  while 


"  Br.  Aflso.  Rpt.  (1897)  623-4. 
7*  Inst.  Min.  and  Met.,  17,  171. 
»•"  Gold/' 141. 


wjnZ.  Ind.  &  Eng.  Chetn.  (1914)  6, 

650,  72& 
"  Trans,  (1918)  59,  191. 
•*  Jnl  Amer.  Chem.  Soc.  (1894)  16, 514. 
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cupellation  with  proof  showed  999.3  fine.  Liddell"  gives  some  very  in- 
teresting tests  on  cupellation,  but  he  determined  the  '^ fineness"  of  his 
beads,  and  this  was  subject  to  the  errors  of  the  original  assay.  Both 
these  tests  lack  conclusiveness. 

L.  Campredon's  book*^  says  that  all  the  silver  lost  is  absorbed  by  the 
cupel,  but  the  tests  lack  the  determination  of  base  metals  in  the  beads. 
G.  Campredon*'  made  three  tests  in  duplicatie  at  a  high  temperature,  one 
set  using  five  times  as  much  copper  as  silver,  but  he  made  no  examination 
of  his  buttons.  His  results  varied  from  nothing  to  2.10  per  cent,  on  100 
mg.  silver.  He  made  two  assays  of  his. cupels;  one  for  beads  on  the  sur- 
face, which  varied  from  0.40  to  1.50  per  cent.,  and  one  for  absorption. 
Various  other  indirect  tests  have  been  made,  but  all  lack  important  data. 
Some  tests  show  a  gain  even  when  the  recoveries  of  silver  were  not 
complete. 

It  remains  then  that  the  only  way  to  determine  the  volatilization  of 
silver  in  a  cupellation  is  to  collect  the  litharge  volatilized  and  assay  it  for 
silver.  Manifestly  this  is  also  the  only  real  way  to  ascertain  the  volatili- 
zation of  gold  under  assaying  conditions.  I  started  out  to  do  this  with- 
out interfering  with  the  normal  conditions  of  cupellation,  but  found  it 
impossible  to  do  so  in  an  ordinary  muffle  in  constant  use  for  regular  work. 
Various  arrangements  of  temporary  baffle  plates  proved  inefficient  con- 
densers and  in  many  cases  the  condensed  Utharge  entered  into  combina- 
tion with  the  plate  material.  While  it  is  possible  bf  the  use  of  special 
cooling  arrangements  to  grow  a  large  crop  of  feathers  on  the  cupel,  once 
the  fume  got  out  of  the  cupel  it  was  practically  impossible  to  stop  it. 
Of  course  with  a  small  muffle  provided  with  special  condensing  flues,  such 
as  a  Cottrell  tube,  and  running  a  large  number  of  identical  assays  a  good 
approximation  may  be  obtained,  but  I  did  not  have  these  conditions. 
Again,  with  the  low  rate  of  volatilization  of  the  lead  in  a  proper  cupella- 
tion of  an  ordinary  20  to  30  gm.  button,  the  best  feather-growing  arrange- 
ments will  yield  only  insignificant  amounts  of  Utharge.  Feathers  are 
most  deceptive;  they  bulk  large  but  weigh  light. 

After  various  tests  I  made  a  very  deep  cupel  with  straight  sides.  In 
the  early  tests  the  condensation  of  litharge  was  erratic,  varying  from 
0.2  to  1  gm.  and  considerable  experimenting  was  required  to  develop 
a  satisfactory  procedure.  With  100  gm.  lead  and  1  gm.  silver  0.605  gm. 
litharge  condensed,  yielding  0.055  mg.  silver;  with  5  gm.  silver  0.735  gm. 
litharge  gave  0.26  mg.  silver;  with  133  gm.  lead  and  6  gm.  silver,  0.97 
gm.  litharge  gave  0.26  gm.  silver;  with  140  gm.  lead,  2.11  gm.  copper, 
8.33  gm.  silver,  0.465  gm.  litharge  gave  0.27  mg.  silver.  By  using  large 
amounts  of  lead,  placing  the  cupel  close  to  the  front  of  the  muffle  and 


"  Eng.  &  Min.  JnL  (1910)  89, 1264. 
•*  Op,  ciL,  307. 
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filling  in  around  it  so  as  to  force  all  the  draft  over  the  cupel,  and  by  pro- 
tecting the  cupel  from  radiation  from  the  muffle  top,  I  was  able  to 
condense  a  gram  or  more  of  litharge  for  assaying.  This  is  none  too  much, 
even  when  cupeling  very  rich  lead. 

A  most  serious  objection  to  this  method  is  that  in  time  the  surface  of 
the  bullion  sinks  out  of  sight.  As  one  cannot  see  the  end  of  the  cupellation 
careful  watching  and  much  judgment  is  required  in  turning  off  the  gas. 
In  ten  tests,  six  buttons  weighed  more  than  the  sUver  taken,  the  maximum 
being  3.4  gm.  on  1  gm.  taken  and  the  minimum  0.13  on  5  gm.  taken. 
Of  the  four  losses,  the  maximum  was  0.46  on  5.81  gm.  and  the  minimum 
0.04  on  5.045  gm. 

In  general,  140  gm.  of  lead  were  taken,  the  smallest  amount  of  gold 
used  alone  was  140  mg.,  which  would  correspond  to  20  oz.  per  ton  in  a  20- 
gm.  button  from  an  assay-ton  fusion.  The  largest  was  1.4  gm.,  or  200 
oz.  per  ton.  The  following  results  were  obtained.  In  the  last  test  only 
105  gm.  of  the  lead  were  oxidized. 

Gold  Takbn,  Litbargb  Rbcovbbed, 

Qbams  Qbaiib 

1 .40. 1 .45    containing  0.09      mg.  gold 

1.40 1.176  containing  0.02      mg.  gold 

0.70 0.876  containing  0.01  -  mg,  gold 

0. 140 1 .213  containing  trace 

0. 140.   0. 725  containing  speck 

A  sample  of  the  celebrated  Mercur  bullion,  about  884  fine  in  gold  and 
less  than  8  fine  in  silver,  1.6  gm.,  yielded  1.185  gm.  litharge  containing 
0.03—  mg.  gold.  Samples  of  miscellaneous  bullion,  most  of  them  present- 
ing unusual  difficulties  in  ordinary  assay  work,  yielded  the  following 
results: 


Bullion 
weight, 
GrBmB 


3.5 
2.6 
2.6 
4.0 
4.2 
6.76 


Fiaeness 


Gold 


Silver 


Litharge 
GramB 


Recovered 


Gold,  Mg. 


808 

685 

686 

361 

343.6 

211 


34 

96 
316.6 
228.6 
443 
226 


0.92 

1.45 

1.312 

1.32 

1.13 

0.96 


None 

Slight  trace 

Speck 

0.02 

Very  slight  trace 

0.015 

0.01 

0.08 

0.005 

0.16 

0.005 

1.26 

Silver,  Mg. 


In  the  last  test,  a  scum  appeared  early  and  crystals  were  slow  in 
forming;  probably  some  of  the  scum  adhered  to  the  feathers  recovered. 

With  1  per  cent.,  1.4  gm.,  gold,  and  3  per  cent.,  4.2  gm.,  silver,  1.27 
gm.  feathers  showed  a  very  slight  trace  of  gold  and  0.21  mg.  silver.  In 
one  test  the  lead  carried  about  1  per  cent,  arsenic,  but  the  cupel  cracked. 
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With  0.5  per  cent,  arsenic  and  1.4  gm.  gold,  1  gm.  litharge  was  collected 
and  the  gold  obtained  was  estimated  at  0.002  mg*. 

Three  grades  of  base  bullion  were  tested — good,  bad,  and  very  bad 
for  assaying.  Using  159.5  gm.  of  the  first  gave  a  button  weighing  1.24 
gm.,  0.762  gm.  litharge  was  collected,  which  gave  a  bead  of  0.08  mg. 
The  second  would  not  cupel  direct,  but  20.03  gm.  were  run  with  152.45 
gm.  proof  lead  and  gave  a  button  weighing  3.475  gm.,  0.975  gm.  Uthai^ 
was  collected  giving  a  bead  of  0.08  mg.  In  a  second  test,  the  figures  were 
bullion  20.62  gm.,  lead  142.45  gm.,  button  3.422  gm.,  litharge  1.322  gm., 
bead  0.28  mg.  Probably  the  high  litharge  and  bead  were  due  to  the 
early  formation  of  an  unabsorbed  scum  on  the  cupel,  upon  which  later 
feathers  formed,  particles  of  which  adhered  to  the  litharge  recovered. 
The  third  sample  yielded  the  highest  recovery  of  litharge  of  any  test  made, 
1.50  gm.,  due  perhaps  to  the  same  causes.  The  figures  were,  bullion 
20.79  gm.,  lead  139.06  gm.,  button  3.25  gm.,  litharge  1.50  gm.,  bead  0.30 
mg.  Extreme  tests  were  made  on  three  grades  of  silver — proof,  900  silver 
100  copper,  750  silver  250  copper.  Starting  with  2  and  3  per  cent,  actual 
silver  on  the  140-gm.  lead  buttons,  the  results  were: 

2  Per  Cbnt.  Silvbb        3  Psb  Cent.  Silver 

LlTHABOB  LiTHABaB 

Wbzort,  Silvbr,  WsiaHT,  Siltbb. 

GbAMS  MiLIilGBAMS  GbaMB  MXLLIOBAlfS 

Proof 1.04  0.24  1.28  0.26 

900 1.16  0.20  0.97  0.26 

750 1.24  0.21  0.71  0.21 

DISCUSSION 

J.  W.  Richards,*  Bethlehem,  Pa. — The  volatilization  of  the  metals 
in  assa3dng  is  a  special  case  of  differential  volatilization  and  is  dep>en- 
dent  on  the  different  vapor  tensions  of  the  different  metals.  Combined 
with  this  volatilization,  however,  there  is  usually  the  formation  of 
mist,  which  must  also  be  taken  into  account  and,  I  think,  explains  some 
of  the  inconsistencies  pointed  out  in  the  paper. 

For  instance.  Doctor  Dewey  has  shown  that  more  silver  goes  off 
with  zinc  in  the  early  stages  of  a  distillation,  in  which  zincHsilver  alloy 
is  distilled.  According  to  the  vapor  tensions  of  the  zinc  and  the  silver, 
more  should  be  going  over  in  the  later  stages.  That  discrepancy  is  to 
be  explained  by  the  fact  that  in  the  early  stages  of  the  distillation  there 
is  probably  a  more  rapid  formation  of  zinc  vapor,  and  that  it  carries 
away,  as  it  escapes  in  the  form  of  bubbles,  a  larger  amoimt  of  the  alloy 
in  the  form  of  mist.  Now,  the  alloy  that  is  being  distilled  carries  a  larger 
percentage  of  silver  than  the  distillate,  or  the  vapor  that  is  going  off;  for 
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instance,  the  vapor  going  off  may  contain  2  per  cent,  of  silver  while  the 
alloy  itself  may  contain  20  per  cent.  Therefore,  if  some  of  the  alloy  is 
carried  over  by  the  rapid  boiling  off  of  the  zinc,  that  alloy  increases  the 
richness,  and  apparently  will  increase  the  amount  of  silver  that  goes  off. 
The  amount  of  the  volatile  metal  that  goes  off  as  true  vapor  can  be  deter- 
mined exactly  from  the  vapor  tensions  of  the  metals.  But  the  amount 
that  goes  off  as  mist  or  fog,  representing  alloy  carried  off  mechanically, 
may  contain  far  different  proportions  of  the  precious  metal  than  the  vapor. 

As  far  as  I  know,  it  is  impossible  to  calculate  just  how  much  of  a  ma- 
terial will  be  carried  off  as  fog  or  mist.  The  amount  depends  on  the  ra- 
pidity with  which  the  material  is  boiled;  it  is  like  the  water  that  goes 
over  with  steam.  Perhaps  if  we  analyzed  all  the  conditions  and  got  all 
the  variables,  we  might  commence  to  find  the  conditions  that  regulate 
the  amount  of  mist  or  fog  formed,  but  as  yet  our  metallurgical  data  and 
physical  analyses  have  not  progressed  that  far. 

On  page  604,  Doctor  Dewey  makes  a  statement  that  needs  a  little  ex- 
planation: ''There  is  absolutely  no  connection  between  melting  point, 
vapor  pressure,  and  boiling  point."  I  admit  that  there  is  no  connection 
between  the  melting  point  and  the  normal  boiling  points  of  the  metals; 
some  with  a  low  melting  point  have  a  high  boiling  point  and  others  with 
a  high  melting  point  have  a  low  boiling  point;  but  by  boiling  point,  we 
mean  boiling  temperature  of  760  mm.  pressure,  the  normal  boiling  point. 
The  statement  that  there  is  no  connection  between  the  vapor  pressure 
and  the  boiling  point  needs  a  little  amplification.  That  there  is  no  con- 
nection between  the  melting  point  of  the  metal  and  the  normal  boiling 
point,  I  will  admit,  but  the  introduction  of  the  term  ''vapor  pressure" 
may  be  misleading. 

The  next  line  contains  the  statement  that  various  metals  show  vapor 
pressure  below  their  melting  point.  I  wish  to  amplify  that  by  stating 
that  all  metdls  show  vapor  pressure  below  their  melting  points.  In  fact, 
the  question  is  not  whether  the  metal  shows  vapor  pressure,  but  simply 
whether  it  has  been  determined.  I  would  even  say  that  at  ordinary 
temperature  all  metals  have  vapor  pressures.  The  process  of  sherardiz- 
ing  by  means  of  zinc  dust  depends  on  the  vapor  pressure  of  zinc  below 
its  melting  point. 

F.  P.  Dewey. — I  take  complete  exception  to  Professor  Richards' 
closing  statement;  I  do  not  admit  that  there  is  vapor  pressure  of  all 
metals  at  all  temperatures. 
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Coal-pulverizing  Plant  at  Nevada  Consolidated  Copper  Smelter 

By  R.  E.  H.  Pombrot,*  E.  M.,  McGill,  Nbv. 

(New  York  Meeting,  February,  1920) 

Early  in  1917,  it  became  evident,  owing  to  existing  and  pending 
market  conditions,  that  a  substitute  for  crude  peti-oleum  must  be  found 
for  firing  the  smelter  furnaces.  After  a  review  of  the  plants  then  exist- 
ing, it  was  deemed  advisable  to  depart  from  their  practice  and  to  adopt 
the  following  described  system  of  distributing  pulverized  coal  to  the 
furnaces. 

The  principal  advantages  of  the  proposed  system,  which  influenced 
this  decision,  were:  (1)  Equal  safety;  no  pulverized  coal  is  stored  at 
the  furnaces;  (2)  greater  ease  of  operation,  furnace  fires  being  controlled 
by  regulating  valves  in  burner  branches,  as  in  gas  firing;  (3)  better 
organization;  all  machinery,  including  pulverized  coal  feed,  is  under  one 
roof,  and  the  organization  is  separate  from  the  furnace  department; 
(4)  greater  cleanliness;  all  machinery  is  under  vacuum;  (5)  greater 
flexibility  of  application;  the  coal  and  air  mixture  can  be  piped  where 
needed. 

The  design  of  the  plant  is  the  result  of  the  combined  efforts  of  the 
local  engineering  staff  and  of  the  machinery  manufacturers.  Many  new 
features  were  embodied  in  this  design  to  insure  greater  safety,  cleanliness, 
and  efficiency  of  handling.  After  14  months  of  continuous  operation, 
the  plant  has  proved  entirely  satisfactory. 

The  building  is  of  structural  steel,  covered  with  corrugated  steel, 
with  many  windows  and  is  painted  light  gray  inside  and  out.  The 
building  floor  is  of  concrete  with  ample  drains  to  the  sewer,  and  the 
building  is  equipped  with  fire  and  service  water  piping.  Fig.  1  shows 
the  east  side  of  the  building  and  the  incline  conveyor  from  the  raw-coal 
bins. 

The  plant  is  operated  entirely  by  electric  power.  All  alternating 
current  is  550  volts,  3-phase,  60  cycles.  The  pulverized-coal  feeding 
motors  and  control  mechanism  are  operated  by  220-volt  direct  current 
supplied  by  motor-generator  sets  in  the  building.    Automatic  push- 


*  Smelter  Superintendent,  Nevadft  Consolidated  Copper  Co. 
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button  controlled  switches  are  in  use  wherever  possible.  All  power 
headers  are  located  in  the  roof  trusses,  with  branches  in  the  conduit  lead- 
ing down  to  and  under  the  concrete  floor  to  the  motors.     All  motors  are 


a   COLTVEYOR    WAY 
ntOM  SAW  COAL  BINS. 

direct-connected  or  drive  through  link-belt  silent  chains,  or  James  speed- 
reducing  transmissions  running  in  oil. 

The  accompanying  flow  sheet,  Fig.  2,  gives  a  general  outline  of  the 
installation. 

Raw  coal  in  storage  bins  A  is  received  in  standard  cars  over  railroad 
track  scales,  and  delivered  to  the  bins  on  a  steel  trestle  spanning  the 
bins,  the  supports  of  which  are  independent  of  the  bin  structure.  This 
trestle  is  equipped  with  walkways  and  grizzlies  1  and  either  slack  or 
mine-run  coal  can  be  received  for  pulverizing. 

Storage  bins  S,  eight  in  number,  are  of  reinforced  concrete  with  con- 
crete partitions  which,  subdivide  them  into  fireproof  compartments. 
Each  bin  is  provided  with  two  thermocouples  which  indicate,  at  a 
central  station,  the  temperature  of  the  coal.  There  are  six  pipes  placed 
vertically  in  each  bin,  through  which  temperatures  are  taken  with  a 
thermometer.  Even  though  the  coal  is  over  22  ft.  (6.7  m.)  deep, 
when  the  bins  arc  full,  we  have  been  able  to  prevent  spontaneous  fire 
by  drawing  oS  the  coal  wherever  heating  commences.  The  bottoms 
of  the  bins  slope  toward  the  center  at  an  angle  of  35°,  which  has 
proved  a  little  too  flat  for  self  cleaning.  At  the  bottom  of  the  slope, 
at  the  center,  are  64  steel  chutes  with  cast-iron  basket  gates  S  which 


620 


COAL-PULVERIZING   PLANT  AT  COPPER  SMELTER 


Coal  Ib  Btd.  Oiffi  BMen 


OmfrMDlllMt 


Bj»i      (a-W50  y '  ypB  B«hrfqtwd  Co— to) 


L3)»4.Bln  0«tw  fHMB>  Tn^   I8"aq.  Opw!^  •a"Cln.) 


^ 


®— ^  J2S.L .?«« 


JOB  Plpry  15'btoiBHw 


t-Clwbtn  Pwa«.  Magte  4  gpfl  t^';  24-' »  li.P.Mv«<rt 

^^i!*^.  .^.iyil*") 

^^4"B^^>  OwTiym  ' '  Tap  Vt/Mi«.  ft  H.P.Ibtor» 


CmI 


l»iM«io»  fPip* 


1  r   BmiIm  MalB 


a'Dlaatter 


Ihitt 


SO  Biif.fi>.p.J|.E,b;  Tn»-£MOm.ll,lft  H.P. 

M«toct 


OrtiAai     Owl 


li'henm  C^Tiywt'  ■  »-H.P.  Mlw 


Boal  for  Dncr  Fin  0«m 
3W      Col^^Bte 


WhMl  ^     B«fT«V 


ytoot  !■  fwBt  V  «f  f In  JtaM 


«( 


SIM    J'Bo» 


[*)'E«ctftBcj  'Oit< 


ftooTOf  Dijer'BHf 


t'l^'ScMw  Cnnjtm  ft  B 


Om]^  ^Hi  Bcw  Cob 


(l^f'li  Botow  CoBny« 
I       KfMW  Coo  i  TO: 
B«wMi^BlnBy 


Whteb  '  Bottow       Who*|< '  B  wrov 


T^  Its) 


I  Hoc  Qm«o 


9tf«fta  Fl.|>t>w  ttM>.irM.HintlB  '  OON-ft-H  H.PM.M  B.P.M«l«n 

5r= —  


fta.p.Motwffiy't 

ithwtoot  fotd  Cg2  J! 


»^Btomtlc  tS^ln 


® 


Ooarij^Caol 


8o>orlto> 


Aakoa 


H»"Biit  OoBtgow    ili iT^lB.WtoMot—  * 


ft-H.PWototi 


%  PWTCbrto 


I 


Cto  OBt>ldo|cf  BBJMJBc 
(Oooi  lor  Bot  BtovWio 


for  Pho 


^J__ 

Fin  Bii«o»(H»Bd  Flwjf^     FLOioio  Burtooo  Eoafc 

^^ABlyotk  Fhiob  Tortk"(OiWr.  100  Qoto) 


(lOO°rol«F.) 


I'fab  FoBi  BBff.  FBo:*'ftO-ft.a.P.  Motoro       ^ 


OMO0BadlFlB>  PbX       nVwolcr  ud 


•ft  OoBBal"PBJTorluri 


Ift  H.P.IIot«n  ^*^' 


CoocM  IhiN 


UbIoo 


r 

km 

m 

1 


Alt 


f  IDO  Coal 


40  0IWBtoUBn  FoBo        atO  B.P.II.  ftft  fl.P.||otow 


Bo«atai>  Air 


ft  Ft.CyoluM    ' '  CdUooton 


^   r-  ft' Abi  i^^am  '  CoUootor  @ 


_«M0MAIr  09  .£^X.-f5?L 


PBlvorlioft  Coal 
tow  CwBT^oro       tlO  H.P.  Molott 


Foodorift  Sonv 


iBd   Air 


tV'ToBt  Plpe«hppoO'   nrB.lBol 


I  4  8WWH0  «Bt  '  tW  Iw  Cbpy.  I:bA)  For  Pttlv.CoB! 


4»  BbcHob  Air    lalot  Plpo 
,  (S)  AkUdtcoloc  pad      Sjii 


CoBTOjow(  4  to  oooh  Bta 


Sogataiw 


•oh  Bia) ^ 

r3^ 


SB«<hra  Bufttr       4ft  XteiMttr 


Mind  Cool 


ftg  i  1ft "DirtTnwUlBg  FoBO  '  ftJO  B.P.M,    ftO  H.P.  llo«w 


Diochano  i  >  Hoador 


4.ft"8Udo 


DIlteihwtlBfMBlB."    (40 


^'  Talfoo 


ft   BopilaHinf  Yalw 


UarBor"    Ptpa 


BofBlatlay;  V^voo 


nUo  < '  TalTW 


tenor   IP    Plpoi 


BatBon 


MaHo  Ptoti 


aad  AJr 


jo)«H  Bbatfld  "  YolTOi 

S-lt^poi      MO  Fi.Lo^ 


Bogulatlag 


J        ^  i  awoboraioty  Fmaawt 


Owno 


Air 


B0«B1B    Pipe  "  (  »  PlOWOtOT^ 


0  4-6  Ft.B  CyoVBBO  ■  fCoUootott 


Coal 


Bibaaat 


?ljft*  Ft.4' AMrillorj' '  Cyiaao  Oollooton 


Pair. 


@P" 


iSuT 


UBkatot    ^'Valvot 


-*^MPlpot 

«y«iox' 


' '  ftftft  Pt.LB^ 


Fob  HftOB.P.II.aftH. 


11  Pqy       '4a»FtXoi         ****" 


I4^«odor  12-10  ft  <  ■  |Ma.«aOFl.lrtm 


S4-S"    '    ▼«l*aa 


BoadcT      '  (MorabU) 


84. ft" 


Valfao 


t* 


<<F«tB««on) 


ft4'lcBitloB     'Cbaaibaw 


JkdbUL 


"WmSII 


s®s 


Usui 


f4   B4 


Coal 


Air 


^l>0Bt  Pl|4l  ( >lft"l>la.Cbpind  ) 


Coal  (ft7)v»Bt    1  P1poot.MWa.Cby|>ed     Eibuoi 

r 


Air 


Fig.  2,— Flow  bhbbt. 


R.   B.   H.   POMBROT  621 

deliver  the  rav  coal  to  the  feeders  4  located  oue  on  each  of  two  port- 
able cars  Id  a  tunnel  under  the  bins.  These  feeders  are  operated  by 
variable-speed  motors,  the  speeds  of  which  are  regulated  according 
to  the  number  of  pulverizers  operating  in  the  main  plant.  Each  feeder 
discharges  into  the  jaw  of  a  single-roll  coal  crusher  S,  also  mounted  on 
the  portable  cars,  so  that  when  mine-run  coal  is  fed  it  emerges  from  this 
machine  as  slack. 

At  this  point  B,  it  was  found  that  a  dangerous  accumulation  of  coal 
dust  was  formed.  Suitable  suction  piping  8  was  attached  to  the  crusher 
cars  and  connected  7  to  the  intake  side  of  a  fan  8  located  outside  of  the 


structure.  This  eliminated  the  dust  nuisance  which,  while  very  small  in 
quantity,  was  a  considerable  hazard  if  allowed  to  Accumulate  at  its 
inaccessible  source.    This  fan  discharges  to  the  atmosphere. 

The  crushed  coal  C  falls  on  to  a  conveyor  belt  IS,  which  transports  it  to 
a  junction  chute  J4  near  the  center  of  the  bin  structure,  where  it  falls 
on  to  one  or  both  of  two  incline  conveyor  belts  15,  which  convey  the  coat, 
over  Merrick  weightometers,  to  the  main  building.  Suction  piping 
connected  to  the  fan  8  prevents  dusting  as  coal  falls  on  to  the  incline 
conveyors.  The  discharge  from  the  incline  conveyors  falls  into  a  two- 
way  chute  16,  with  positive  splitter,  which  deflects  the  stream  to  either  or 
both  of  two  screw  conveyors  17  feeding  the  Ruggles-Coles  type  A-14 
dryers  SO.  Fig.  3  shows  the  feed  end  of  the  dryers,  with  the  incline 
conveyor  from  the  raw>coal  bins. 


622  COAL-PULVERIZING  PLANT  AT  COPPER  SMELTER 

The  coal  required  for  firing  the  dryers  is  taken  at  this  point  into  a  small 
coal  bin  or  tank  18  from  which  it  is  wheeled  to  the  fireboxes,  and  fired  by 
hand.  The  original  arrangement  provided  a  chute  which  delivered  the 
coal  from  the  screw  conveyor  directly  to  the  firebox,  but  this  did  not 
prove  entirely  satisfactory,  since  it  gave  no  means  of  determining  the 
amount  of  coal  burned  in  the  drying  operation,  and  was  abandoned. 
Pulverized  coal  could  be  used  for  firing  the  dryer,  and  this  may  be  done 
later,  if  a  saving  can  be  shown.  The  dryer  consumes  approximately  0.75 
per  cent,  of  the  coal  dried. 

A  bypass  chute  is  attached  to  one  end  of  one  of  these  screw  conveyors 
17  through  which  coal  can  be  moved  out  through  the  side  of  the  building 
into  a  standard  railway  car;  to  be  used  elsewhere,  or  for  the  removal  of 
coal  from  the  concrete  bins  in  case  of  fire  in  the  raw  coal. 

The  gases  from  the  dryer  G  pass  through  an  induced-draft  fan  J^  and 
are  discharged  through  a  gas  washer  66  to  the  atmosphere  H,  while  the 
wash  water  I  is  passed  to  the  sewer.  The  ashes  66  falling  through  the 
dryer  grate  are  flushed  away  intermittently,  to  the  sewer,  by  a  stream  of 
water  from  an  automatic  flush  tank,  the  water  used  being  waste  water 
from  the  power  plant. 

Dried  coal  D,  on  leaving  the  dryers,  discharges  through  dust-tight 
housings  into  screw  conveyors  21,  At  this  point  provision  has  been  made 
to  discharge  coal  on  to  the  floor  through  an  emergency  gate,  and  to  wet  the 
coal  in  the  conveyor  21  should  the  dryer  become  overheated  and  the  coal 
catch  fire.  From  the  dryer  discharge  conyeyors  21  the  coal  falls  int^ 
two  longitudinal  screw  conveyors  ;^^,  which  movQ  it  to  the  pulverizei* 
feed  bins  2S.  At  the  point  where  the  coal  falls  between  the  conveyors 
21  and  22^  is  inserted  the  bulb  of  a  Bristol  recording  thermometer,  the 
record  of  which  is  used  as  a  guide  in  operating  the  dryer.  Moisture 
samples  of  the  coal  entering  and  leaving  the  dryer  are  taken  every  half- 
hour,  and  as  the  discharged-coal  sample  is  taken  by  hand,  this  also  serves 
to  prevent  overheating  of  the  dryer  in  case  of  failure  of  the  thermometer. 
As  a  further  precaution  against  overheating,  the  power  leads  to  the 
induced-draft  fan  are  taken  off  beyond  the  switch  to  the  dryer  motor,  so 
that  the  fan  motor  can  be  run  only  when  the  dryer  is  in  operation,  and 
is  shut  down  with  the  dryer,  although  the  dryer  may  revolve  without  the 
fan  being  in  operation. 

The  coal  from  the  conveyors  22  falls  into  four  hoppered  bins  of  small 
capacity,  from  which  it  is  fed  to  the  pulverizers  26  through  feeders  24, 
The  feed  of  slack  coal  to  the  pulverizer  is  regulated  by  the  electrical  load 
on  the  machine,  as  indicated  by  an  ammeter.  The  pulverizers  are  36-in. 
Bonnot  mDls,  seven  in  number,  with  places  provided  for  eight.  Fig.  4 
shows  the  interior  of  the  mill  with  the  driver  exposed.  As  is  common 
practice  with  other  types  of  pulverizers,  the  coal  is  drawn  out  of  the  mill 
by  a  current  of  air,  is  passed  through  a  separator  26,  circulating  fan 
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;97,  and  into  main  and  auxiliary  dust  collectors  SS  and  30.  The  air  re- 
turns to  the  mill  and  the  coal  E  falls  from  the  collectors  toscrew  conveyors 
SI. 

The  only  difference  between  this  system  and  current  practice  is  that 
the  latter  vents  the  excess  air  from  the  auxiliary  collectors  SO  to  the 
atmosphere;  while  the  excess  air  here  is  piped  from  the  auxiliary  collectors 
to  the  main  suction  header  S6,  described  later.  The  vents  t9  are  capped 
above  the  roof  and  serve  only  as  safety  valves  in  case  of  explosion. 

The  screw  conveyors  SI,  below  the  collectors  S8  and  SO,  carry  the 
coal  E  to  the  50-ton  pulverised-coal  storage  bins  SS,  four  in  number. 
These  are  provided  with  emergency  explosion  doora  and  compressed- 
air  kicking  devices  to  prevent  hanging  up,  and  are  calibrated  to  meaaure 
the  contents  from  the  floor,  at  will.  Fig.  5  shows  the  top  of  the  50-ton 
bins. 


N  BACKOROUND. 

From  a  cast-iron  hopper  at  the  bottom  of  these  bins,  the  coal  is  drawn 
off  by  the  pulverized-coal  feed  screws  SS,  four  per  bin,  and  dropped  into 
the  air-current  in  the  main  suction  header  S6  leading  to  the  distributing 
fans  S7  as  shown  in  Fig.  6.  These  feed  screws  are  driven  through  roller 
chains  by  direct-current,  variable-speed  motors,  the  speed  of  which  ia 
regulated  by  a  sheet^metal  cone  floating  in  the  air  current  in  the  main 
suction  header  3d,  and  known  aa  the  indicator  S5.  This  device  is  con- 
nected, by  light  cable  over  sheaves,  to  the  regulator  mechanism  SS}^,  which, 
through  a  rheostat,  governs  the  speed  of  the  feeder  motors  in  proportion 
to  the  amount  of  air  flowing  in  the  suction  header  (see  Fig.  8).    The  pro- 
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portion  of  air  to  coal  may  be  varied  withia  limit«,  but  it  bae  been  found 
best  to  maintain  a  ratio  of  50  cu.  ft.  (1.4  cu.  m.)  of  air  to  1  lb.  of  pul- 
verized coat  (3  cu  m.  air  per  kg.  of  coal).  An  inBtniment  attached  to 
the  indicator  continuously  records  ihe  rate  at  which  the  air  is  flowing, 
and  revolution  counters  record  the  operation  of  the  feed  screws. 

The  suction  header  S6  ie  connected  ,to  the  auxiliary  pulverizer  col- 
lectors SO,  before  mentioned,  and  to  the  return-tine  auxiliary  collectors 
53,  described  later,  and  draws  the  necessary  make-up  air  from  the  top 
interior  of  the  building,  through  a  gooseneck  extending  up  through  the 
roof  and  down  again  to  the  indicator  SS.    Thus  all  dust-producing  points 


Fko.  7. — DisnuBTrnNG  fans,  hotobs,  dibcbabob  headiib  Ain>  distbdutino  headkb. 

are  exhausted  by  vacuum,  and  the  building  is  automatically  ventilated. 
This  header  is  amply  provided  with  explosion  doors,  as  the.  coal  mixture 
is  lean  and  explosive.  The  50  to  I  mixture  ia  too  rich  to  explode,  and 
hence  this  precaution  is  not  needed  on  the  distributing  header  39. 

The  distributing  fans  37,  receiving  the  proportioned  air  and  coal 
through  the  suction  header  S6,  discharge  the  mixture  J  through  the  dis- 
charge header  S8  to  the  distributing  header  39.  Fig.  7  shows  the  ar- 
rangement of  fans,  motors,  discharge,  and  distributing  headers. 

The  distributing  header  leaves  the  coal  plant  and  passes  along  the 
firing  end  of  the  reverberatory  furnaces  at  a  convenient  distance  from 
and  above  them.  Opposite  each  furnace,  a  7-in.  (ISnjm.)  drop-pipe  leaves 
the  bottom  of  the  main  through  a  slide  gate  4^,  regulating  valve  43, 
burner  pipe  4£,  &sd  biu-ner  47,  to  the  firing-wall  opening  in  tbef  umace  49. 
The  main  distributing  header  39  is  reduced  in  diameter  after  each  fur- 
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naoe  takeoff,  Id  order  to  maintain  the  velocity  requisite  to  prevent 
settlement  of  the  suspended  coal  duat.  After  serving  the  reverberatory 
furnaces,  the  header  makes  a  180°  turn  upward  and  backward,  returning 
to  the  coal  plant  the  remaining  mixture  K  through  the  return  header  60. 
The  return  header  enters  the  coal  plant  and  divides  into  branches 
which  lead  to  the  return-line  dust  collectors  61  and  to  the  return-line 
auxiliary  dust  collectors  BS  (Fig.  5).  These  collectors  are  situated  above 
the  50-ton  pulverized-coal  bins  SS,  and  the  coal  removed  from  the  mixture 
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K  is  thus  returned,  to  be  fed  («ain  to  the  suction  side  of  the  distributing 
fans  S7.  The  quantity  returning  varies  from  10  to  100  per  cent,  of  the 
total  coal  E  fed  to  the  suction  header  S6  depending  on  the  amount  of  the 
mixture  /  being  taken  off  by  the  furnaces.  Thus,  even  though  no  coal  is 
being  taken  off  for  burning,  the  coal  in  the  50-ton  bins  is  being  constantly 
turned  over,  preventing  spontaneous  heating,  so  long  as  the  distributing 
fans  are  in  operation.  The  return  air,  relieved  of  most  of  its  burden  of 
coalj^dust,  passes  from  the  auxiliary  return-line  dust  collector  BS  through  a 
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header  pipe  to  the  main  suction  header  S6,  joining  the  latter  above  and 
before  passing  through  the  indicator  S5.  See  upper  left-hand  corner  of 
Fig.  8.      . 

This  completes  the  cycle  through  which  the  main  bulk  of  the  coal 
passes.  Further  application  of  coal-dust  firing  to  other  departments  is 
made  in  the  following  manner. 

Taking  off  from  the  main  distributing  header  S9,  on  the  bottom  of  the 
pipe,  are  four  6-in.  pipes,  located  at  intervals,  where  required,  between 
the  coal  plant  and  the  point  where  the  main  distributing  header  S9  turns 
back  as  the  return  header  50.  Each  take-off  is  provided  with  a  slide 
gate  40,  a  control  valve  4^,  burner  pipes  44t  &^d  burners  4^,  and  the  fuel 
is  used  intermittently  for  firing  portable  matte-transfer  cars  4^. 

Taking  off  at  the  end. of  the  main  distributing  header  39  is  a,  12-in. 
pipe,  leading  through  a  12-in.  gate  valve  100  and  thence  283  ft.  to  a 
booster  fan  10£  which  is  41-in.  (104  cm.)  in  diameter  and  runs  at  1750 
r.p.m.  The  discharge  from  this  fan,  at  increased  velocity  and  pressiu*e, 
passes  through  435  ft.  of  12-in.  pipe  lOS  to  the  roaster  plant.  Here  it 
passes  along  one  side  of  the  building  for  320  ft.  as  a  header  IO4  and  is 
tapped  for  each  furnace  through  3-in.  (7.6-om.)  take-off  pipes,  valves 
lOSf  etc.  The  main  is  tapered  as  it  advances,  to  maintain  a  carrying 
velocity,  and  there  is  no  return  line. 

This  extension  is  quite  recent,  but  has  not  given  much  trouble  if 
enough  burners  are  kept  in  operation  to  prevent  the  line  from  choking 
up  with  coal  dust.  A  return-line  system  would  work  more  smoothly, 
but  would  require  a  larger  main  line,  for  the  same  capacity,  as  well  as  a 
return  line  with  a  booster  fan. 

During  the  period  of  high-pressure  operations,  while  the  war  was  on, 
it  became  necessary  to  utilize  every  boiler  in  the  plant.  Take-off  pipes 
(12-in.}  were  installed  at  suitable  places  along  the  main  header,  and  branch 
pipes  were  riin  through  shut-off  valves  80  to  the  waste-heat  boilers  located 
in  the  flues  of  the  reverberatory  furnaces,  a  distance  of  about  150  ft. 
Pulverized  coal  was  burned,  for  months,  under  all  boilers  in  the  flues  of 
such  furnaces  as  were  idle  or  down  for  repair.  No  efficiency  tests  were 
made,  and  pipe  sizes  and  velocities  were  not  correctly  proportioned,  but 
the  flexibility  of  the  system  was  clearly  demonstrated. 

To  the  end  of  July,  1919,  the  plant  had  pulverized  173,230  tons  of 
raw  coal.  The  power  consumption  for  the  entire  operation  has  been 
about  30  kw.-hr.  per  ton  of  raw  coal  pulverized.  It  must  be  borne  in 
mind  that  any  comparison  of  this  figure  with  the  power  required  for 
other  systems  must  take  into  consideration  the  power  devoted  to  the 
production  of  blast,  usually  furnished  from  an  outside  source,  by  -which 
the  dust  is  blown  into  the  furnace. 

The  wear  has  not  been  excessive,  considering  the  nature  of  the  ser- 
vice, and  has  been  confined  almost  entirely  to  the  fan  wheels  and  housings. 
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Ample  provision  has  been  made  for  repairs,  and  no  operating  time  has 
been  lost  while  making  repairs  due  to  wear. 

The  capacity  of  the  pulverizers  is  from  4^  to  5  tons  per  hour,  and 
the  plant  was  operated  for  six  weeks  at  an  average  daily  rate  of  550  tons 
of  raw  coal.  Owing  to  the  large  storage  capacity  for  pulverized  coal  in 
the  50-ton  bins,  it  is  necessary  to  man  the  pulverizing  plant  only  one  or 
two  shifts  out  of  three,  when  not  burning  over  300  tons  daily. 

DISCUSSION 

B.  F.  TiLLSON,  Franklin,  N.  J. — I  would  like  a  little  more  engineering 
information  than  is  given  in  this  paper.  The  size  of  the  mains  is  given 
but  not  the  length.  It  would  be  of  interest  to  be  able  to  figure  the  friction 
losses  in  the  pneumatic  transport  of  pulverized  coal,  in  order  that  those 
figures  maybe  used  in  the  layout  of  other  plants.  I  trust  that  the  author 
has  such  data,  or  will  be  able  to  add  such  information  in  the  discussion  of 
this  paper,  giving  any  tests  he  may  have  made  in  regard  to  pressure  drops 
that  have  occurred  in  some  unit  length  of  pipe,  and  the  minimum  air  ve- 
locities that  have  been  necessary  in  order  to  convey  the  coal  in  suspension. 

On  page  625,  he  says  that  a  ratio  of  50  cu.  ft.  of  air  per  pound  of  pul- 
verized coal  has  proved  the  best.  Recently,  I  was  informed  that  90 
cu.  ft.  of  air  per  pound  of  coal  was  the  proper  ratio;  it  makes  a  good  deal 
of  difference  in  the  design  of  the  pipes  in  such  a  system  which  of  these 
figures  are  being  used. 

Another  question  that  has  arisen  is  why  the  burning  of  pulverized 
coal  has  been  evidently  free  from  the  danger  of  flare-backs  in  the  burner 
nozzle.  Some  figures  that  I  have  seen,  from  the  experiments  of  the  United 
States  Bureau  of  Mines  in  regard  to  coal-dust  explosions,  indicate  that 
the  minimum  velocity  of  propagation  of  an  explosion  of  coal  dust  is 
about  200  ft.  per  sec,  and  that  in  four  seconds  it  increases  to  over  2000 
ft.  per  sec.  The  pressures  that  I  have  seen  in  some  plants  have  been  a 
2-in.  water  head  at  the  fan,  which  is  injecting  the  coal  through  the  burner 
into  the  fire;  and  if  all  of  that  static  pressure  were  changed  into  velocity 
pressure  and  velocity,  it  would  give  a  maximum  of  5664  ft.  per  min.; 
and  if  the  velocity  of  propagation  of  explosions  reaches  from  200  to 
2000  ftw  per  sec,  and  the  coal  dust  is  mixed  in  the  pipe  with  sufficient 
air  to  support  combustion,  why  does  not  the  explosion  come  back  in  the 
main  line? 

R.  E.  H.  PoMEROY  (author's  reply  to  discussion). — The  diameter 
of  the  main  distributing  pipe  leaving  the  coal-pulverizing  plant  is  40  in. ; 
returning  to  the  coal  pulverizing  plant  it  is  20  in.  The  reductions  are 
made  at  the  burner  take-offs  to  each  furnace.  The  total  length  of  main 
and  return  lines  is,  approximately,  850  feet. 
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It  is  difficult  to  measure  the  pressure  of  a  current  of  air  in  which  coal 
dust  is  suspended.  In  this  particular  installation,  the  closest  approxi- 
mation of  the  pressure  at  the  fan  delivery  was  between  6^^  and  7  oz. 
At  the  extreme  end  of  the  line  (where  the  main  line  bends  to  return) 
the  pressure  was  approximately  2}^  oz.  The  pressure  at  the  return-line 
dust  collectors  was  practically  atmospheric,  and  at  the  discharge  of  the 
dust  collectors  a  slight  vacuum  obtained. 

The  line  was  designed  to  be  operated  at  a  mixture  of  50  cu.  ft.  of 
air  per  pound  of  coal  and  was  so  operated  for  many  months.  Under 
certain  conditions,  the  line  was  operated  at  a  mixture  of  30  cu.  .ft.  of  air 
per  pound  of  coal  for  considerable  periods.  The  regulating  machinery, 
however,  was  designed  for  the  first  mentioned  figure,  which  is  ample  to 
distribute  the  coal  and  is  well  within  the  safety  limits. 

A  velocity  of  3000  ft.  per  min.  is  necessary  to  insure  transportation 
of  the  suspended  solid  particles  of  coal  dust  (this  figure  to  be  the  absolute 
minimum) ;  4000  to  5000  ft.  per  min.  is  preferable  for  working  conditions. 
The  velocity  through  the  burner  nozzles  into  the  furnace  has  never  been 
measured,  but  I  would  estimate  it  to  be  between  4000  and  6000  ft.  per 
min.,  which  is  more  rapid  than  the  propagation  of  flame. 

Another  explanation  why  the  flame  does  not  flare  back  into  the  burner 
pipe  is  that  the  mixture  of  50  cu.  ft.  of  air  per  pound  of  coal  is  too  rich 
in  coal  dust  to  deflagrate. 

In  my  two  years  experience  with  this  system,  in  which  time  con- 
siderably over  200,000  tons  of  coal  were  pulverized  and  distributed,  I 
have  not  known  of  a  case  where  the  mixture  of  pulverized  coal  and  air 
was  deflagrated  back  to  the  distributing  main.  It  is  not  even  possible, 
in  normal  operation,  to  bring  the  burning  action  or  deflagration  of  the 
coal  dust  and  air  mixture  within  the  furnace  back  to  the  tip  of  the  burner. 
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Laboratory  Testing  of  Sands,  Cores,  and 

Core  Binders 

« 

F.  L.  WoLP*  AND  A.  A.  GBXJBB,t  MansfielI),  Ohio 

(Columbus  MeetinK,  October,  1920) 

There  is  a  tendency  on  the  part  of  practical  foundrymen  to  accept 
with  reluctance  the  results  of  tests  on  sands,  binders,  and  such  materials 
made  in  the  chemical  laboratory  alone.  They  feel  that  such  tests 
frequently  emphasize  and  measure  properties  that  are  of  minor  impor- 
tance and  fail  to  take  account  of  characteristics  that  are  important 
in  determining  the  value  of  the  material  in  actual  practice. 

Experience  seems  to  indicate  that  the  most  thorough  and  conclusive 
test  for  any  new  foundry  material  is  an  actual  run  in  the  foundry  alongside 
of  a  standard  material  of  known  value.  Such  a  test,  however,  involves 
certain  difficulties  and  necessitates  certain  precautions.  It  is  not  always 
easy  to  obtain  a  fail*  trial  for  a  new  material.  WeuU  have  certain  preju- 
dices, which  unconsciously  affect  our  judgment  to  a  marked  degree.  A 
practical  test  frequently  involves  so  many  workmen,  each  of  whom  reacts 
in  a  different  manner  to  the  test,  that  the  personal  equation  becomes  very 
complex  and  the  true  results  of  the  test  are  obscured.  There  are  times, 
too,  when  a  thorough  experimental  trial  of  a  material  would  interfere  too 
much  with  the  rush  of  work  in  a  department  or  would  hazard  the  quality 
of  the  product  to  such  an  extent  as  to  make  it  inadvisable.  Under  such 
conditions  a  laboratory  test  is  advisable  before  the  material  is  sent  into 
the  foimdry.  These  tests  should  be  made  as  practical  as  possible  and  so 
closely  related  to  foundry  practice  as  to  give  a  true  index  to  the  value  of  a 
product  for  the  purpose  desired. 

Core  sands  and  molding  sands  are  as  numerous  "as  the  sands  of  the 
sea"  and  vary  as  much  in  quality.  Old  sources  of  supply  are  continually 
failing  and  new  ones  must  be  opened,  so  that  we  must  continually  search 
for  new  and  better  grades  of  sand.  During  the  past  year,  the  Ohio 
Brass  Co.  has  developed  tests  for  sands,  cores,  and  binders  which  bear 
a  close  relation  to  the  particular  use  to  which  these  materials  are  put  in 
the  foundry  and  which  are  fairly  indicative  of  their  value.  While  the 
tests  thus  far  have  been  confined  to  cores  and  core  sands,  it  is  expected 
that  tests  for  molding  sand  will  be  developed  in  the  future. 


*  Technical  Superintendent,  The  Ohio  Brafls  Co. 
t  Director  of  Laboratory,  The  Ohio  Brass  Co. 
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For  the  purposes  of  this  company,  the  chemical  analysis  of  a  sand 
appears  to  be  of  no  great  value.  A  drop  of  muriatic  acid  on  a 
small  sample  and  examination  under  a  low-power  microscope  or  pocket 
magnifying  glass  give  sufficient  information  regarding  the  composition  of 
a  sand.  Other  characteristics  of  sands  and  cores  have  a  greater  effect  on 
the  quality  of  the  castings  and  the  percentage  losses. 

An  Ideal  Core 

An  ideal  core  must  be  strong  enough  to  stand  a  fair  amoimt  of  rough 
handling,  without  excessive  breakage,  not  only  when  baked  but  before  it 
is  baked,  in  order  to  obtain  speed  in  making  and  handling.  This  strength, 
however,  must  fail  at  the  proper  time.  A  temperature  of  from  1000°  to 
1200°  F.  should  bum  out  the  binder  to  such  an  extent  that  the  core 
becomes  very  fragile  and  can  be  easily  shaken  out  of  the  casting. 

An  ideal  core  should  be  open  or  permeable.  Molten  metal  readily 
absorbs  the  gases  given  off  as  the  metal  solidifies.  As  the  core  is  heated 
to  the  temperature  of  the  casting,  the  binder  too  is  burned  out  and  partly 
converted  into  gas.  This  gas  is  frequently  from  ten  to  twenty  times  the 
volume  of  the  core,  which  must  be  sufficiently  open  to  allow  all  such  gases 
to  escape  without  causing  blows.  The  ideal  core  will  give  off  a  minimum 
quantity  of  gas  when  burned.  A  sn^ooth  close-grained  core  is  also  desir- 
able in  the  brass  foundry,  as  there  is  a  tendency  on  the  part  of 
some  brasses  to  bite  into  the  core. 

The  binder  must  not  harm  the  hands  of  the  core  makers;  it  should 
possess  no  markedly  disagreeable  odors,  and  should  not  cause  the  green 
sand  to  stick  to  the  core  boxes,  producing  rough  cores. 

The  ideal  core  for  brass  casting  may  be  briefly  described  as  follows: 
Fairly  strong  while  green;  very  strong  when  baked;  easily  destructible 
when  burned;  smooth  surfaced;  very  permeable;  of  low  gas  content;  and 
should  work  easily  and  agreeably  in  the  hands  of  the  coremaker^. 

All  of  these  qualities,  however,  cannot  be  obtained  to  a  maximmn 
degree  in  a  given  sample.  Great  strength  and  a  smooth  surface  can  be 
obtained  only  at  the  sacrifice  of  a  certain  amount  of  permeability,  but 
some  work  that  demands  permeability  does  not  require  a  smooth  surface, 
so  that  sometimes  one  quality  may  be  sacrificed  for  Another. 

Composition  Test 

A  new  sample  of  sand  is  fir^t  examined  under  a  low-power  microscope 
— preferably  one  of  about  ten  diameters  though  a  linen  tester  or  pocket 
magnifying  glass  will  serve  as  well.  First  the  shape  of  the  grains,  whether 
angular  or  round,  is  noted.    The  former  is  called  a  sharp  sand  and  the 
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latter  a  smooth  one.  Then  the  amount  of  silica  or  quartz,  a  constituent 
which  is  always  desirable,  is  estimated.  These  particles  usually  appear 
as  colorless  or  semitransparent  bodies;  sometimes,  however,  they  are 
tinted  with  impurities.  An  abundance  of  red  particles  usually  indicates 
feldspar,  which  is  undesirable  on  account  of- its  low  melting  point.  Tiny 
semitransparent  plates  are  mica  chips,  which  burst  apart  when  heated, 
producing  a  rough  surface.  Limestone  usually  appears  as  milky  white 
particles;  its  presence  can  be  detected  by  putting  a  pinch  of  the  sand  in 
muriatic  acid,  when  tiny  bubbles  of  gas  will  appear.  Clay  and  organic 
matter  are  easily  recognizable  and  their  quantity  can  be  roughly  estimated 
under  a  microscope. 

Fineness  Test 

The  fineness  test  has  two  points  in  view — the  average  or  degree  of 
fineness  and  the  grading  of  the  sand.  The  degree  of  fineness,  in  a  way, 
determines  the  smoothness  of  surface  and  the  porosity  of  the  core.  It  is 
well  known,  however,  that  two  sands  of  equal  fineness  may  have  markedly 
different  permeability.  It  is  well,  therefore,  to  know  just  how  the  sand 
is  graded,  whether  it  is  nearly  all  of  one  or  two  meshes  or  if  the  grains  are 
of  nearly  all  sizes.  Our  method  of  making'  the  determination  is  the 
standard  one  except  that  we  start  with  the  200-mesh  screen  instead  of 
the  100-mesh;  it  is  the  finer  material,  150-mesh  and  200-mesh,  that  gives 
the  sand  bond  and  decreases  its  permeabiUty.  ^  A  100-gm.  sample  is 
shaken  successively  on  the  200-,  150-,  100-,  80-,  60-,  40-  and  20-me8h 
screens  and  the  weight  passing  through  each  screen  is  recorded  in  per 
cent,  of  total.  Each  weight  is  then  multiplied  by  the  mesh  of  the  screen 
through  which  it  passed,  that  remaining  on  the  20-mesh  screen  being 
multiplied  by  one;  the  products  are  added  and  divided  by  100.  The  result 
is  taken  as  a  measure  of  the  fineness  of  the  sand. 

Permeability  Test 

While  porosity  and  permeability  are  somewhat  related  they  are  by 
no  means  the  same  thing.  By  porosity,  is  usually  meant  the  openness 
of  a  sand  or  the  percentage  of  void  space  that  a  given  volume  contains. 
Permeability  is  a  measure  of  the  freedom  with  which  a  gas  passes  through 
the  sand  and  is  the  property  in  which  we  are  primarily  interested.  As- 
suming the  sands  to  be  composed  of  spherical  grains  of  uniform  size,  it 
is  well  known  that  gas  passes  more  easily  through  a  coarse  sand  than 
through  a  fine  one,  yet  it  is  a  mathematical  fact  that  the  void  space  is 
the  same  in  all  cases. 

Calculations  show  that  a  volume  filled  with  spheres  of  uniform  size 
and  packed  as  closely  as  possible  contains  approximately  36  per  cent. 
void  space  regardless  of  the  size  of  the  spheres.     This  void  space,  how- 
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ever,  is  cut  down  by  mixing  spheres  of  different  sizes,  the  smaller  ones 
filling  in  between  the  larger.  Likewise  with  core  sand,  maximum  open- 
ness can  be  obtained  when  the  grains  are  of  uniform  size,  or  as  nearly  so 
as  possible.  To  measure  the  permeability  of  a  core  or  molding  sand  the 
foUowing  apparatus  and  method  have  been  employed: 

A  water-column  aspirator  A,  of  400  c.c.  capacity  is  connected  with  a 
6-in.  U  tube  B,  Fig.  1,  by  a  flexible  hose  connection  C;  F  and  D  are  glass 
stop-cocks.    The  elbow  E  prevents  bubbles  of  air  from  entering  the  water 
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Fig.  1 


Fig.  2 


column.  The  sand  under  examination  is  placed  in  the  U  tube  B,  which  is 
then  shaken  or  tapped  until  the  sand  ceases  to  settle  and  stands  even 
with  the  marks  G.  Before  connecting  at  J,  the  aspirator  column  is 
filled  with  water,  by  means  of  a  rubber  tube  connected  to  the  faucet, 
and  held  with  the  fingers  against  the  opening  at  E,  the  stop-cock  F  being 
open.  When  the  water  reaches  /  or  thereabouts,  the  stop-cock  F  is 
closed  and  the  connection  made  at  J.  The  other  stop-cock  D  (open)  is 
now  set  in  the  other  side  of  the  U  tube  and  then  closed.  The  first  stop- 
cock F  is  slowly  opened  allowing  the  air  in  the  U  tube  and  connections 
to  expand  and  the  surface  of  the  water  column  to  fall  until  it  comes  to 
an  equilibrium.     It  is  then  adjusted  to  the  mark  H  by  carefully  allowing 
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air  to  pass  through  the  stop-cock  D.  When  all  is  ready,  this  stop-cock 
D  is  opened  wide  and  a  stop  watch  started.  The  time,  in  seconds,  re- 
quired for  the  water  level  to  fall  to  £  is  taken  as  the  measure  of  the  per- 
meability of  the  sand.  Thi^figure  is  really  inversely  proportional  to  the 
permeability  inasmuch  as  a  highly  permeable  sand  requires  much  less 
time  than  does  one  of  lower  permeability.  For  very  close  sands  time 
may  be  saved  by  stopping  the  watch  at  the  half-way  mark  L  and  then 
doubling  the  time. 

No  attempt  is  made  to  figure  the  results  in  absolute  units;  the  method 
gives  only  comparative  values  for  various  sands.  Results  ranging  from 
30  sec,  for  very  open  core  sands,  up  to  14,000  sec.  for  a  very  close  mix- 
ture containing  a  considerable  amount  of  dust,  have  been  obtained. 
Results  on  the  same  sample  can  be  duplicated  within  a  few  per  cent. 

The  permeability  test  has  given  information  that  is  not  only  inter- 
esting but  valuable.  Originally  the  fineness  tests  were  made  on  screens 
ranging  from  20  to  100  mesh;  but  two  samples  of  sand  were  received  that 
gave  similar  fineness  tests  yet  differed  widely  in  permeability: 

Bampls  100  80  60  40  20  1  Fikbitbm  Pbbmsa- 

BIUTT 

Pkb  Cbnt.Pbb  Cbnt.  Pbb  Cbnt.  Pbb  Cbmt.  Pbb  Cbnt.  Pbb  Cbnt. 


1 

.35.4 

14.6 

14.7 

22.1 

12.1 

1.1 

67.2 

6660 

2 

35.5 

14.5 

15.1 

22.2 

11.5 

1.2 

67.4 

4000 

This  was  difficult  to  explain  until  the  100-mesh  material  was  examined  on 
the  150-  and  200-me8h  screens.  Of  sample  No.  1,  8.1  per  cent,  went 
through  the  200-me8h,  12.3  per  cent,  through  the  150-mesh  and  15  per 
cent,  through  the  100-mesh ;  while  of  sample  No.  2,  practically  all  remained 
on  the  150-mesh  screen.  This  led  to  the  use  of  the  150-mesh  and  200- 
mesh  screens  whenever  accurate  information  was  desired.  It  must  be 
remembered  that  the  use  of  these  finer  screens  materially  changes  the 
degree  of  fineness  figures  so  that  they  are  not  comparable  with  the  figures 
made  using  the  screens  from  100-mesh  down. 

Two  tests  were  run  to  compare  the  permeability  numbers  of  sharp 
and  smooth  sands  of  the  same  mesh.  Samples  of  20  and  40-mesh  sands, 
sharp  and  smooth,  were  carefully  prepared  and  examined  for  permeability 
and  voids. 

Shabp  Smooth 

Pbbmbabilxtt  Voids  PBBicBiUBXLiTT  Voids 

20m6iih 18  39.6  26  33.8 

40  mesh 52  40.0  60  34.8 

These  figures  indicate  that  a  sharp  sand  does  not  pack  as  readily  as 
a  smooth  one,  resulting  in  more  void  space  and  greater  permeability. 
It  is  very  likely  that  this  results  in  a  weaker  core. 

Some  interesting  information  was  obtained  by  mixing  sands  of  various 
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meshes.  When  20  volumes  of  40-me8h  sand  having  a  permeability  of 
71  were  mixed  with  80  volumes  of  150-mesh  sand  having  a  permeability 
of  600,  96  volumes  of  sand  with  a  permeability  number  of  730  were  ob- 
tained. In  another  test  40  volumes  of  20-mesh  sand  having  a  permea- 
bility of  31  were  mixed  with  60  volumes  of  150-mesh  sand  having  a 
permeability  660;  the  mixture  had  a  permeability  of  974.  Both  tests 
indicate  that  maximum  permeability  is  obtained  in  sands  composed 
largely  of  grains  of  one  mesh  and  that  the  addition  of  coarse  sand  may 
actually  make  the  sand  less  permeable. 

The  water-column  aspirator  was  also  used  for  determining  the  per- 
meability of  baked  cores;  Fig.  2  shows  the  arrangement  for  holding  the 
test  core.  M  is  a  brass  tube,  the  inside  diameter  of  which  decreases  from 
each  end  toward  the  middle,  iV  is  an  air  cock,  0  the  test  core,  and  P  a 
rubber  stopper  for  connecting  to  the  top  of  the  aspirator  column.  The 
test  core  is  a  cylinder  about  ^  in.  (1.5  cm.)  in  diameter  and  3  in.  (7.6  cm.) 
long.  About  one  half  its  length  is  dipped  into  molten  paraffin  and  quickly 
removed;  this  covers  the  surface  with  a  tight  fitting  coat  without  permit- 
ting the  hot  paraffin  to  penetrate  the  core.  The  end  is  then  cleaned  with 
a  sharp  knife  and  fitted  snugly  into  the  brass  cylinder  which  is  then  in- 
verted and  quickly  dipped  into  the  molten  paraffin  so  as  to  cover  the 
rest  of  the  core  and  seal  the  joint  at  R.  With  the  cock  N  open  the  cylin- 
der is  now  fitted  on  the  water  column,  the  cock  N  is  closed,  and  cock  F 
is  opened.  Tf  the  water  drops  slightly  and  then  comes  to  a  standstill, 
the  joints  are  tight  and  the  core  is  sealed.  The  cock  F  is  now  closed  and 
the  upper  end  of  the  core  carefully  opened  with  a  knife.  After  adjusting 
to  the  mark  H  the  time  required  for  the  water  level  to  fall  from  H  to  K, 
Fig.  1,  is  measured  as  in  the  sand  tests. 

The  method  described  gives  a  comparative  measurement  of  the  perme- 
ability of  cores  made  with  various  binders  and  various  sands.  With  it, 
we  have  found  that  the  following  relation  exists  roughly  between  the 
permeability  of  a  sand  and  the  resulting  core  when  linseed  oil  is  used  as 
the  binder,  ratio  40:1. 


PSBMXABILITT     . 

or  Sand 

Permeability 
OF  Core 
About 

Periieabiutt 
OP  Sand 

Pbbmbabilitt 
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1000 

35 

5000 

160 

.2000 

70 

6000 

190 

3000 

100 

7000 

220 

4000 

130 

Gas  Content 

By  the  term  gas  content  is  meant  the  quantity  of  gas  that  a  core  of 
given  size  will  give  off  on  being  heated  to  the  temperature  of  the  casting. 
It  does  not  include  the  gas  given  off  in  the  process  of  baking  but  only  that 
which  comes  off  in  the  casting  and  which  must  be  allowed  to  escape 
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through  vents.  Our  method  of  measurement  has  been  a  purely  gravi- 
metric one  and  consists  merely  in  determining  the  per  cent,  loss  of  weight 
when  a  core  is  heated  to  about  1400^  C.  in  an  electric  furnace.  This  tem- 
perature was  determined  by  pouring  a  casting  around  a  core  in  which  a 
pyrometer  point  was  embedded,  the  size  of  core  and  casting  being  about 
an  average  for  the  work  we  are  doing  in  our  foundry.  After  it  has  cooled, 
the  burned  core  from  the  test  is  examined  with  regard  to  fragility — it 
should  crumble  easily  between  the  fingers,  otherwise  the  binder  is  not 
properly  burned  out  and  such  cores  are  apt  to  be  troublesome  on  the 
knockout  bench. 

We  have  compared  a  number  of  commercial  core  oils  with  straight 
linseed  as  regards  gas  content  and  find  that  most  of  them  run  considerably 
higher.  Straight  linseed  oil  mixed  1  to  40  with  a  sand  of  about  1000  per- 
meability should  produce  a  core  of  less  than  1  per  cent,  gas  content;  a 
number  of  oils,  in  similar  mixtures,  showed  a  gas  content  of  over  2  per 
cent.  One  of  these  oils  was  carried  through  the  foimdry  on  a  test  run,  the 
cores  were  used  in  a  valve  body  very  prone  to  blow  and  compared  with 
an  equal  number  made  from  straight  linseed  oil.  Of  the  linseed  cores, 
no  blows  were  obtained  while  2.4  per  cent,  of  the  test  cores  resulted  in 
blows. 

Strength 

It  is  sometimes  desirable  to  express  the  strength  of  green  cores  in  figures 
for  the  sake  of  comparing  bonds  of  various  sands  or  for  checking  on  the 
uniformity  of  mixing  conditions.  For  such  purpose  a  sample  core  1  in. 
(2.54  cm.)  square  in  cross-section  and  10  or  12  in.  in  length  is  made  in  a 
core  box  especially  for  the  purpose,  ramming  it  as  uniformly  as  possible; 
this  core  is  then  carefully  pushed  lengthwise  over  the  edge  of  the  table 
until  it  breaks.  The  length  broken  off  by  its  own  weight  is  taken  as  the 
measure  of  its  strength;  an  average  of  three  or  four  tests  is  usually  taken. 
This  figure  depends  not  only  on  the  bond  of  the  sand  but  also  on  the 
binder  and  water  used.  To  work  well  and  handle  without  excessive 
breakage,  sand  should  show  a  ''green  strength''  figure  of  1.5  in.  or  better. 

A  Wadsworth  core-testing  machine  is  used  in  Ohio  Brass  laboratory 
for  determining  the  tensile  strength  of  baked  cores.  The  test  cores  have 
a  cross  section  of  1  sq.  in.    Five  determinations  are  usually  averaged. 

Other  Tests  Made 

In  order  to  determine  the  resistance  that  a  core  or  core  binder  offers 
to  moisture  a  sample  is  soaked  in  water  for  24  hr.  and  then  examined  for 
softness.  Of  course,  water-soluble  binders,  such  as  molasses,  glutein, 
dextrin,  etc.,  dissolve  entirely  under  such  treatment:  this  test  is  used  only 
in  the  comparison  of  commercial  oil  binders. 
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Another  laboratory  test  that  is  of  considerable  value  in  comparing  oil 
binders  and  in  checking  on  the  uniformity  of  a  product  is  the  determina- 
tion of  the  iodine  absorption  number.  This  measures  the  sticking  power 
of  an  oil  and  hence  is  a  fair  index  to  its  value  in  core  making.  Straight 
linseed  oil  shows  an  iodine  number  of  about  170.  An  oil  of  low  iodine 
value,  say  in  the  neighborhood  of  100,  usually  produces  a  weak  core. 

In  any  of  the  foregoing  tests,  it  is  well  to  start  with  thoroughly  dry 
sand,  otherwise  there  is  more  or  less  guesswork  about  the  volume  and  the 
moisture  content.  For  a  given  amount  of  tamping  or  shaking,  sand 
increases  in  volume  almost  20  per  cent,  as  the  moisture  content  increases 
up  to  the  saturation  point. 

CoNCLtTSION 

The  foregoing  tests  cover  the  field  fairly  well  and  give  a  fair  index  to 
the  value  of  a  sand,  core,  or  binder.  They  have  been  most  useful  to  us 
in  compounding  core-sand  mixtures  for  particular  purposes  and  in  selecting 
sands  and  binders  from  those  on  the  market.  As  stated,  the  results  of 
these  tests  are  not  accepted  as  conclusive  and  large  orders  placed,  based  on 
them  alone.  When  a  sand  or  binder  shows  up  well  in  the  laboratory,  it 
is  given  a  trial  run  in  the  foundry  and  the  results  carefully  observed.  Nor 
are  all  these  tests  run  on  each  sample  submitted.  A  few  of  the  more  in- 
dicative tests,  such  as  visual  examination,  fineness  and  permeability  for 
sands,  and  strength  and  gas  content  for  binders,  usually  show  whether  it 
is  worth  while  to  carry  the  investigation  further. 

In  all  tests,  the  aim  is  to  compare  the  sample  with  a  standard  with 
which  we  are  familiar.  A  number  of  commercial  binders  and  two  or  three 
mixtures  corapoimded  in  our  own  plant  have  been  tried  out  with  only 
partial  success;  the  best  results  have  been  obtained  with  straight  linseed 
oil,  which  is  now  used  as  the  standard  with  which  other  binders  are 
compared. 

This  paper  is  not  offered  as  the  final  word  on  the  subject  of  cores  and 
methods  of  testing.  We  believe,  however,  that  the  methods  outlined  and 
the  results  obtained  are  worthy  of  consideration  in  that  they  are  a  step 
toward  a  more  systematic  investigation  of  the  subject  than  has  been 
attempted  heretofore. 

DISCUSSION 

A.  A.  Gbubb.—  In  testing  samples  we  used  only  dry  sand.  We  mixed 
the  sand  with  linseed  oil  for  one  set  of  test  pieces  and  the  sand  with  the 
sample  under  test  for  the  other  and  made  the  cores  as  nearly  alike  as 
possible;  in  other  words,  we  tried  to  make  every  condition  as  uniform  as 
possible  and  baked  the  cores  side  by  side  in  the  oven.  We  have  found 
that  more  uniform  results  are  obtained  by  starting  with  the  dry  sand. 
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P.  A.  ScHUTZ,  Decatur,  III.— There  is  nothing  better  than  linseed  oil. 
Dry  sand  should  be  used  because  the  oil  will  mix  a  great  deal  better  in 
it  than  in  a  sand  slightly  damp.    We  dry  all  our  sand. 

Alfred  C.  Lane,*  Cambridge,  Mass.  (written  discussion). — This 
paper  confirms,  in  a  general  way,  the  results  obtained  by  Ries  and  Rosen.  ^ 
It  would  be  interesting  if  the  authors  would  compute  the  quality  factor 
(average  fineness  X  ratio  of  air  flow  rate)  to  determine  if  it  is  a  reliable 
indication  of  the  relative  desirability  of  sand  within  a  given  group. 

H.  B.  Sleeth,  Wilmerding,  Pa. — ^Why  do  some  Lake  Erie  sands  re- 
quire 60  per  cent,  more  oil  than  some  Lake  Michigan  sands?  Is  it  due 
to  a  difference  in  the  grains? 

A.  A.  Grubb. — ^We  have  had  little  experience  along  that  line  until 
within  the  last  fe^  *veeks,  when  we  have  found  the  same  condition.  Un- 
der the  microscopb  ^he  grain  of  the  sand  that  requires  the  more  oil,  or 
binder,  seems  to  be  coated  with  a  dark  film,  which,  I  think,  absorbs  the 
binder;  on  the  fineness  test,  the  difference  does  not  show  up. 

F.  A.  Schutz. — ^The  difference  in  sands  can  be  told  when  mixing  them. 
A  sharp  clean  sand  that  requires  comparatively  little  oil  will  leave  the 
hands  clean. 

H.  B.  Sleeth. — I  do  not  agree  with  that,  because  crushed  sandstone 
has  no  clay  but  it  requires  much  more  oil  to  give  it  the  same  strength  as 
the  Lake  Michigan  sand.  Lake  Erie  sand  requires  the  same  amount  of 
oil  as  crushed  sandstone. 

A.  A.  Grtxbb. — Is  it  not  true  also  that  quite  often  sandstone  contains 
more  partly  decayed  stone  than  does  a  good  silica  sand  like  Lake  Michigan 
sand?  In  that  case  the  decayed  rock  would  certainly  absorb  more  oil 
that  a  hard  silica. 

H.  B.  Sleeth. — I  think  the  difference  in  absorption  is  due  to  the  shape 
of  the  grain;  I  think  that  the  round  grains  absorb  less  oil  than  the  angular 
grain. 

G.  H.  CLAMER,t  Philadelphia,  Pa. — May  not  the  trouble  be  due  to 
the  porosity  of  the  grain  rather  than  to  the  form?  Some  grains  are  more 
porous  and  therefore  will  absorb  more  oil  than  others,  and  therefore  re- 
quire more  bonding  oil. 


•  Professor  of  Geology,  Tufts  College. 
»  Michigan  Survey  (1907)  60. 
t  Vice-president,  Ajax  Metal  Co. 
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A.  A.  Grubb. — To  test  a  baked  core,  we  make  two  test  pieces,  one, 
similar  to  the  briquette  used  for  cement  testing,  is  broken  in  a  Wads- 
worth  core-testing  machine  and  used  as  a  measure  of  the  relative  strengths 
of  binders  (when  the  same  sands  are  used)  and  for  the  relative  strengths 
of  the  sands  (when  the  .same  binder  is  used).  The  other  test  piece  is  a 
cylinder,  ^  in.  in  diameter  and  3  in.  long,  which  is  used  in  the  perme- 
abihty  test.  In  order  to  draw  the  air  through  the  length  of  the  core,  this 
cylinder  is  immersed  in  molten  paraffine  slightly  above  the  melting 
point,  so  that  practically  none  is  absorbed  by  the  core;  the  ends  of  the 
core  are  then  cleaned  and  one  end  is  fitted  into  a  small  brass  cyUnder, 
that  fits  on  the  top  of  the  aspirator  column.  The  time  required  for  the 
water  level  to  fall  from  one  mark  to  the  other,  in  seconds,  is  taken  as 
the  measure  of  the  permeability  of  the  core;  the  larger  that  number, 
the  closer  is  the  core. 
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Coke  and  Byproducts  as  Fuels  for  Metals  Melting 

By  F.  W.  Sperr,  Jr.,*  Pittsburgh,  Pa. 

(Columbui  Meeting,  October,  1920) 

The  byproduct  coke  oven  is  the  most  important  artificial  source  of 
fuels  for  metals  melting.  Its  products  are  solid,  liquid ,  and  gaseous  in 
form.  The  amount  of  coke  and  primary  byproducts  obtained  per  ton 
of  coal  varies  with  the  nature  of  the  coal.  The  following  represents  the 
results  obtained  in  many  plants: 

Metallurgical  coke  (over  ^  in.) 69  per  cent,  of  coal 

Domestic  coke  (H  to  ^  in.) 2  per  cent,  of  coal 

Breeze  (under  Ji  in.) 4  per  cent,  of  coal 

Surplus  gas,  cubic  feet  per  net  ton 6600 

Gas  for  heating  ovens,  cubic  feet  per  net  ton 4400 

Tar,  gallons  per  net  ton 9 

Ammonium  sulfate,  pounds  per  net  ton 25 

Benzols,  gallons  per  net  ton 4 

All  of  these  products,  except  ammonium  sulfate,  have  important  fuel 
value.  Part  or  all  of  the  metallurgical  coke  may  be  crushed  or  screened 
to  furnish  additional  domestic  coke.  If  producer  gas  is  used,  there  will  be 
a  surplus  of  11,000  cu.  ft.  of  coke-oven  gas  per  net  ton  of  coal. 
.  The  use  of  coke  in  the  metallurgical  industries  has  been  retarded  by 
the  mental  attitude  of  writers  who  disregard  the  dependence  of  coke  quality 
on  the  conditions  of  its  manufacture.  Terms  like  "byproduct  coke," 
"beehive  coke,"  "48-hour  coke,"  and  "72-hour  coke"  are  only  generally 
descriptive  and  tell  nothing  of  the  coke  quality.  For  example,  one  writer* 
stated  that  in  brass-foundry  practice,  Connellsville  coke  is  considered 
much  superior  to  byproduct  coke  on  account  of  the  high  sulfur  content 
of  the  latter.  Another*  says,  "At  equal  prices  for  hard  Connellsville 
coke  and  for  byproduct  coke  at  the  foundry  door,  the  hard  coke  is  un- 
questionably cheaper.  It  will  melt  more  metal  per  ton  than  the  byprod- 
uct coke  and  requires  less  labor,  as  the  byproduct  coke  is  less  dense  and 
bums  faster,  thus  requiring  more  frequent  firing."  A  little  study  of  the 
conditions  under  which  coke  is  manufactured  will  show  the  error  in  mak- 
ing general  statements  Uke  these.  The  percentage  of  sulfur  in  coke  de- 
pends largely  on  that  in  the  original  coal,  and  byproduct  coke  from  a 

*  Chief  Chemist,  The  Koppers  Company  Laboratories,  Mellon  Institute. 
» W.  R.  Dean,  Metal  Ind.,  vol.  8,  p.  461. 
»  U.  S.  Bureau  of  Mines  Bidl.  73. 
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given  coal  will  have  a  little  less  sulfur  than  beehive  coke  made  from  the 
same  coal.  The  density  and  rate  of  burning  of  byproduct  coke  depend 
on  the  coal  mixture  and  its  preparation  and  on  the  design  and  operating 
conditions  of  the  oven.  Any  properly  equipped  plant  can  easily  produce 
coke  harder  and  denser  than  ConnellsviUe  beehive  coke  if  it  is  desired. 
The  modem  byproduct  coke  oven  has  remarkable  flexibility  of  ad- 
justment combined  with  constancy  of  operation.  Temperature  condi- 
tions are  controlled  with  such  fine  precision  that  the  ovens  are  pushed 
and  charged  with  clockwork  regularity.  Modern  plants  have  run  for 
years  without  losing  more  than  a  few  minutes  of  their  original  schedule. 
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Fio.  1.  Fio.  2. 

Fio.  1. — ^Viscosity  of  coke-oven  tar,  bt  Stormbr  yiBcoBiMiiTBR,  in  seconds 
PER  50  revolutions. 

Fio.  2. — ^Viscosity  op  coke-oven  pitch  (above  360**  C,  03.1  per  cent.),  bt 
Stormer  viscosimetbr,  in  seconds  per  50  revolutions. 


The  control  of  coke  quality  by  the  use  of  different  kinds  of  coal,  by  the 
method  of  preparing  ihe  coal,  and  by  the  regulation  of  conditions  under 
which  it  is  coked  are  becoming  better  unden^tood.  It  is  also  possible 
to  design  ovens  that  will  make  coke  of  excellent  quality  from  coals  that 
were  formerly  considered  unsuitable . '  As  a  result,  the  range  of  coals  that 
can  be  successfully  coked  in  the  byproduct  oven  is  now  far  greater  than 
that  of  coals  suitable  for  beehive  coking. 

One  of  the  greatest  achievements  of  modem  byproduct  coking  has 
been  to  bring  the  most  important  elements  of  coke  quality  largely  under 
the  control  of  the  operator,  so  that  it  is  possible  to  produce  coke  conform- 
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ing  closely  to  certain  specifications.  The  basis  for  the.  specifications  de- 
pends largely  on  the  needs  of  the  customer,  who  should  have  a  correct 
understanding  of  his  own  requirements.  When  a  given  coke  is  compared 
with  some  other  coke  or  other  fuel,  complete  information  regarding  its 
manufacture  is  necessary.  Furthermore,  making  a  single  series  of  tests 
and  comparing  the  results  thus  obtained  do  not  by  any  means  exhaust 
the  possibilities. 

The  principal  factors  affecting  the  manufacture  of  coke  are  as  follows : 
(1)  kind  of  coal  used;  (2)  preparation  of  coal  (a)  washing,  (b)  compres- 
sion, (c)  pulverization,  (d)  mixing;  (3)  design  of  oven;  (4)  oven  tempera- 
ture; (5)  duration  of  coking;  (6)  quenching.  Each  of  these  factors  is, 
to  a  large  extent,  controllable  either  in  the  design  of  the  plant  or  in  its 
operation.  The  design  of  the  oven  depends  partly  on  the  kind  of  coal 
available. 

With  the  proper  selection  of  coals,  coke  may  be  easily  made  to  con- 
form to  the  chemical  specifications  usually  desired;  the  physical  character 
is  more  difficult  to  control;  it  depends  on  each  of  the  factors  named. 
The  addition  of  from  15  to  35  per  cent,  of  Pocahontas  or  Somerset  coals 
to  high  volatile  coals  increases  the  size  and  ''blockiness"  and  diminishes 
the  friability  of  the  coke  produced. 

Even  with  a  restricted  soiu'ce  of  supply,  the  possible  control  over  coke 
quality  is  great.  Washing  reduces  the  percentage  of  sulfur,  ash,  and 
sometimes,  incidentally,  phosphorus.  Compression  is  largely  used  in 
European  practice  for  improving  structure,  but  it  has  not  been  found 
necessary  by  any  plant  in  this  country.  Pulverization  has  considerable 
effect  on  size,  cell  structure,  and  friability.  The  size,  hardness,  fria- 
bility, and,  to  some  extent,  the  cell  structure  are  considerably  affected 
by  the  temperature  and  duration  of  coking.  The  quenching  operation 
affects  principally  the  moisture  content.  With  a  practical  understanding 
of  the  effects  of  the  different  variable  factors  in  various  combinations,  much 
can  be  done  toward  keeping  coke  at  the  desired  standard. 

The  results  obtained  with  byproduct  coke  in  the  blast  furnace  are 
due  not  only  to  improvements  in  coke  quality,  but  to  a  better  understand- 
ing of  the  requirements  of  the  blast  furnace  and  improvements  in  blast- 
furnace equipment  and  operation.  It  is  now  generally  admitted  by 
blast-furnace  men  that  the  ideas  prevalent  10  to  15  years  ago  regarding 
coke,  especially  with  reference  to  its  physical  characteristics,  were  gen- 
erally wrong.  One  of  these  ideas  was  that  the  material  must  be  left  in 
the  oven  until  practically  all  of  the  volatile  matter  was  expelled.  Experi- 
ence has  shown  that,  for  best  results,  care  must  be  taken  to  prevent  over- 
coking;  the  best  practice  is  to  push  the  ovens  a  little  *' green." 

It  does  not  follow,  however,  that  the  coke  which  will  work  best  in  a 
certain  type  of  blast  furnace  with  a  certain  ore  mixture  is  the  one  best 
suited  for  metal  melting.    In  certain  operations,  of  which  the  blast  fur- 
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nace  is  typical,  it  is  desirable  that  the  coke  bum  as  rapidly  as  possible 
to  carbon  monoxide.  In  other  operations,  of  which  the  iron  foundry  is 
typical,  the  essential  thing  is  combustion  to  carbon  dioxide.  The  coke 
must  not  bum  too  rapidly,  as  it  will  then  tend  to  bum  to  carbon  monoxide 
which  is  wasted  above  the  metal.  Strength  is  important  in  this  case. 
In  each  case,  the  elements  of  size,  hardness,  and  cell  stmcture  are  inter- 
related in  determining  suitability.  The  ideal  coke  for  the  iron  foimdry 
should  have  hardness,  strength,  heavy  cell  walls,  and  uniformity  in  size. 
Size  and  hardness  are  compensating  qualities;  the  harder  the  coke,  the 
smaller  it  may  be. 

In  the  melting  of  non-ferrous  metals,  oxidation  and  loss  by  volatiliza- 
tion are  of  prime  importance;  coke  consumption  is,  to  some  extent,  sec* 
ondary.  Coke  that  would  give  the  best  results  in  a  brass  melting  furnace 
would  probably  differ  from  that  considered  to  be  the  best  for  either  the 
iron  foundry  or  the  blast  furnace.  It  will  have  to  be  decided,  in  each 
case,  whether  the  advantage  gained  from  using  a  special  grade  of  coke 
or  melting  non-ferrous  metals  is  not  balanced  by  the  increased  expense 
involved  in  its  manufacturing.  Some  data  on  various  byproduct  cokes 
are  given  in  Table  1. 

Tar  and  Tar  Products 

The  use  of  coke-oven  tar  as  a  metallurgical  fuel  has  grown  steadily 
during  the  past  few  years.  With  the  coals  commonly  used  in  a  number 
of  important  plants,  the  3rield  is  about  9  gal.  per  ton.  It  is  estimated 
that  251,000,000  gal.  of  bjrproduct  coke-oven  tar  were  produced  in  the 
United  States  in  1919;  the  amount  produced  this  year  will,  imdoubtedly, 
be  much  larger. 

The  characteristics  of  coke-oven  tar  vary  somewhat  with  the  kind  of 
coal  and  operating  conditions,  but  the  data  given  in  Table  2  are  fairly 
representative.  The  heating  values  show  that  tar  is  a  highly  concentrated 
liquid  fuel,  its  high  specific  gravity  giving  it  about  10  per  cent,  more 
British  thermal  units  per  gallon  than  ordinary  fuel  oil.  Fig.  1  shows 
the  range  of  viscosity  of  a  representative  coke-oven  tar  from  ordinary 
temperatures  up  to  100°  C. 

The  most  important  use  of  tar  as  fuel  has  been  in  the  manufacture 
of  open-hearth  steel,  where  it  has  largely  replaced  or  supplemented  pro- 
ducer gas  or  fuel  oil.  The  tar  is  generally  atomized  with  steam;  but  some 
plants  preheat  it  a  little  and  use  cold  air  for  atomization.  About  10  per 
cent,  less  tar  than  fuel  oil  per  ton  pf  steel  produced  is  used  under  similar 
conditions.  When  working  with  hot  metal,  with  about  25  to  30  per  cent, 
of  cold  scrap,  from  38  to  40  gal.  of  tar  is  consumed  per  ton  of  steel  pro- 
duced. Tar  makes  a  hotter  flame  than  producer  gas  and  greatly  in- 
creases the  capacity  of  the  furnace.  It  is  to  a  considerable  extent  com- 
bined with  coke-oven  gas  or  producer  gas;  the  proportions  depend  on  the 
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supply,  at  some  plants  the  quantity  runs  as  low  as  5  gal.  per  ton.  The 
resulting  flame  has  better  melting  efficiency  than  straight  gas,  apparently 
due  to  its  higher  temperature  and  better  radiating  properties.  Although 
tar  has  been  used  in  Europe  in  brass-melting  furnaces,  in  the  same  manner 
as  fuel  oil  except  for  preheating,  to  the  writer's  knowledge  it  has  not  been 
applied  to  the  melting  of  non-ferrous  metals  in  America. 

Raw  tar  for  use  in  cpmparatively  small  quantities  is  difficult  to  ob- 
tain at  present.  It  is  estimated  that  an  additional  T"^ 8,000,000  gal. 
per  year  could  be  obtained,  if  all  the  beehive  ovens  now  operating  were 
replaced  with  byproduct  ovens.  The  tar  oils  produced  in  the  primary 
distillation  of  this  material  have  been  largely  used  in  Ehirope,  and  there  is 
considerable  information  regarding  their  successful  application  for  the 
melting  of  non-ferrous  metals.  In  America,  on  account  of  the  demand 
for  these  oils  by  the  dye  and  creosoting  industries,  they  may  not  be  avail- 
able as  fuel  for  some  time.  Coal-tar  pitch,  however,  might  be  used  as  a 
metallurgical  fuel,  if  a  successful  method  for  applying  it  could  be  worked 
out.  Pitch  melts  readily  to  a  Uquid  similar  to  raw  coal  tar,  and  there 
seems  to  be  no  reason  why,  with  preheating,  it  could  not  be  burned  in  a 
similar  manner.  Fig.  2  shows  the  viscosity  curve  for  a  typical  medium- 
grade  pitch;  other  characteristics  are  given  in  Table  3. 

CoKE-ovEN  Gas 

The  modem  b3rpi*oduct  coke  oven  is  not  only  adapted  to  the  manu- 
facture of  metallurgical  coke,  but  is  capable  of  furnishing  coal  gas  equal 
to  that  manufactured  in  the  ordinary  gas  retort.  The  annual  consump- 
tion of  coke-oven  gas  for  domestic  and  industrial  purposes,  outside  the 
iron  and  steel  industry,  is  practically  40,000,000,000  cu.  ft.  per  year,  and  the 
rate  of  consumption  is  being  rapidly  increased.  A  conservative  estimate 
places  the  average  yield  at  10,500  cu.  ft.  per  ton  of  coal  coked;  modern 
practice  approaches  11,000  cu.  ft.  per  ton  of  coal  as  an  average.  If  all 
the  coke  produ-ced  in  the  United  States  were  manufactured  in  bypvoduct 
ovens,  the  total  gas  production  would  exceed  900,000,OOQ,'OOk)  cu.  ft.  per 
year,  which  is  more  than  the  annual  production  of  natiu*al  gas.  It  is 
estimated  that  the  actual  production  of  coke-oven  gas  during  the  next 
five  years  will  be  at  an  average  rate  of  480,000,000,000  cu.  ft.  per  year. 
Of  this,  little  more  than  one  half  will  be  available  for  uses  other  than 
heating  the  ovens.  The  more  modern  ovens  require  for  the  coking  opera- 
tion only  40  per  cent,  of  the  heating  value  contained  in  the  total  gas 
evolved.  With  the  increasing  demand  for  high-grade  gas,  the  tendency 
is  to  erect  combination  ovens,  which  may  be  heated  with  producer  gas 
or  blast-furnace  gas,  thus  releasing  high-grade  coke-oven  gas  for  sale. 

With  properly  selected  coals,  the  modern  byproduct  coke  plant 
will  produce  straight  gas  having  a  heating  value  of  560  B.t.u.  per 
cubic  foot  after  the  removal  of  benzols.  The  present  tendency  in 
building  coke  plants  for  gas  manufacture  is  to  eliminate  gas  separation. 
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Table  4  shows  typical  analyses  of  coke-oven  gas  after  the  removal 
of  hydrogen  sulfide.  Before  purification,  it  contains  from  300  to  700  gr. 
total  sulfiu*  per  100  cu.  ft. ;  from  8  to  15  gr.  of  this  is  in  combination  with 
carbon,  principally  as  carbon  disulfides  while  the  rest  is  in  the  form  of 
hydrogen  sulfide.  The  amount  of  sulfur  is  considerably  less,  in  propor- 
tion to  the  heating  value  of  the  gas,  than  in  the  producer  gas  made 
from  the  same  coal;  and  as  producer  gas  is  generally  made  from  high- 
sulfur  coals,  the  difference  is  even  more  pronounced.  Producer  gas 
also  contains  a  higher  proportion  of  carbon  disulfide,  which  is  much 
inore  difficult  and  expensive  to  remove  than  hydrogen  sulfide.  It  is 
questionable  whether  the  removal  of  hydrogen  sulfide  from  coke-oven 
gas  is  ordinarily  necessary  where  the  gas  is  to  be  used  in  open-hearth 
steel  furnaces.  For  general  use  in  metals  melting,  though,  the  gas  should 
be  purified;  this  is  readily  accomplished  by  the  usual  iron-oxide  process 
which  is  well  established  in  the  illiuninating-gas  industry.  The  cost  of 
purifying  is  relatively  much  lower  than  that  of  purifsdng  producer  gas. 
The  general  advantages  of  high-grade  gaseous  fuels  for  metals  melting 
have  been  frequently  discussed.  No  preheating,  recuperation,  or  re- 
generation of  the  gas  is  necessary;  it  would  be  disadvantageous  in  the  case 
of  coke-oven  gas,  which  readily  undergoes  decomposition  when  heated. 
The  use  of  coal  gas  results  in  greater  ease  of  regulation,  reduced  loss  of 
metal,  increased  speed  of  heating,  and  longer  life  for  the  furnace.  The 
advantages  appear  to  be  greatest  in  comparison  with  solid  fuels;  but  there 
is  also  some  advantage  in  each  respect  over  oil. 

For  five  years,  ending  in  1909,  the  London  Mint  required  1100  lb. 
of  coke  on  the  average  to  melt  one  ton  of  metal;  from  1911  to  1916,  it 
required  12,220  cu.  ft.  of  coal  gas.  The  crucibles  lasted  approximately 
one-third  longer  with  gaseous  than  with  coke  firing  and  the  labor  was 
about  one-fifth  less.  Following  are  comparative  figures  for  various 
metals: 

w,^^,^  AppROxiyATB  SpBGinc  ^"««VI.'t^^1*''  Cubic  Fbbt  or  Gab 

M-'^"-  Gravitt  Poubin"  d2o«m  C.      U8.d  p«  Tok  M.i/p.d 

Gold 17.3  1160  7,000 

Silver 10.35  1090  12,000 

Bronze 8.9  1165  14,500 

All  things  considered,  coke-oven  gas  is  cheaper  than  any  other  high- 
grade  artificial  gas,  and  as  it  is  coal  gas  of  low  specific  gravity,  it  has  a 
lower  cost  of  distribution  per  British  thermal  unit  than  all  other  artificial 
gases  whether  of  low  or  high  grade. 

Lower  Grade  Gases  Produced  from  Coke 

Not  only  is  coke  the  principal  fuel  used  in  the  manufacture  of  water 
gas,  but  it  is  an  important  material  for  the  manufacture  of  producer  gaS; 
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and  the  application  of  both  of  these  gases  in 'metals  melting  is  rapidly 
growing  in  favor. 

Carburetted  water  gas  may  be  omitted  from  consideration,  because 
the  increasing  prices  and  poorer  grade  of  gas  oil  have  greatly  discouraged 
its  manufacture.  The  gas  oils  that,  until  recently,  were  used  with  ex- 
cellent results  as  carburetting  material  are  no  longer  supplied  by  the 
oil  refiners  and  must  be  replaced  by  the  so-caUed  fuel  oils,  which  cannot 
be  used  as  efficiently,  if  they  can  be  used  at  all. 

Blue  water  gas,  on  the  other  hand,  needs  only  coke  as  the  source  of 
its  fuel  value  and  is  excellently  adapted  for  many  metallui^cal  purposes. 
It  has  a  heating  value  of  300  B.t.u.  per  cubic  foot.,  and  stands  midway 
between  the  high-grade  gases,  of  which  coal  gas  is  typical,  and  the  low- 
grade  gases,  such  as  producer  gas,  for  use  in  ordinary  melting  furnaces. 
Its  flame  temperature  is  sufficiently  high  so  that  it  does  not  require 
preheating.  It  is  well  suited  for  manufacture  in  comparatively  small 
quantities.  The  cost  of  manufacturing  varies  principally  according  to 
the  price -of  coke.  With  this  at  $5  per  ton,  the  cost  of  production,  in- 
cluding fixed  charges,  may  be  taken  as  approximately  22  cents  per  1000 
cu.  ft.  Blue  water  gas  may  contain  70  gr.  or  more  of  hydrogen  sulfide 
per  100  cu.  ft.  and  may  require  purification  for  some  melting  operations. 

One  of  the  principal  advantages  of  coke  over  other  fuels  as  a  source 
of  producer  gas  is  that  the  operation  of  cleaning  the  gas  is  comparatively 
simple  and  inexpensive.  As  an  economic  proposition,  the  manufacture 
of  coke  producer  gas  is  much  less  wasteful  than  the  use  of  bituminous 
coals  in  producers  without  byproduct  recovery,  although  with  byproduct 
recovery  the  use  of  coal  may  be  advantageous.  With  coke  at  15  per 
ton,  the  cost  of  clean  producer  gas  of  130  B.t.u.  per  cubic  foot  may  be 
estimated  as  approximately  6  to  7  cents  per  1000  cubic  feet. 

Of  considerable  potential  importance  is  the  manufacture  of  mixed 
gases  by  the  byproduct  coke  plant.  In  a  number  of  projects,  it  is  planned 
to  convert  part  or  all  of  the  coke  produced  into  blue  water  gas  or  producer 
gas  and  to  mix  the  surplus  of  this  gas,  which  is  not  used  in  the  plant,  with 
the  coke-oven  gas.  In  a  balanced  plant  operation  using  producer  gas 
made  from  coke  to  heat  the  ovens  and  converting  the  surplus  coke  into 
blue  water  gas,  there  would  be  produced  per  ton  of  coal  33,100  cu.  ft. 
of  mixed  gas  of  380  to  385  B.t.u.  per  cubic  foot.  If  all  of  the  siuplus 
coke  is  converted  into  producer  gas,  there  is  produced  per  ton  of  coal 
86,100  cu.  ft.  of  mixed  gas  of  180  to  185  B.t.u.  Such  mixed  gases  are 
destined  to  be  important  industrial  fuels,  especially  as  supplementing 
natural  gas. 

The  cost  figures  in  this  article  are  approximate  and  should  not  be  con- 
sidered as  indicating  the  relative  value  of  the  fuels.  This  can  only  be 
determined  by  a  special  study  of  each  proposition. 
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Table  2. — Characteriatics  of  Typical  Byproditct  Coke-oven  Tar 

Moisture,  per  cent .' 1 .  50 

Specific  gravity  (IS**  C.) 1, 165 

Pounds  per  gallon 9. 70 

Coefficient  of  expansion  per  1'  C 0.000588* 

British  thermal  units  per  pound  (gross) 16,200 

British  thermal  units  per  gallon  (gross) 157,140 

Flash  point,  degrees  C. 90  to  100 

Free  carbon,  per  cent 4. 00 

Sulfur,  per  cent 0. 60 

Ash,  per  cent 0. 05 

Distillation : 

Light  oils  (to  170*  C.)  per  cent • 0.50 

Middle  oils  (170-270**  C.)  per  cent 19.50 

Heavy  oils  (270-350*  C.)  per  cent 20.00 

Pitch,  per  cent 60.00 

*This  figure  is  not  to  be  confused  with  the  specific  gravity  correction  which  is 
0.000685  per  degree  C.  to  be  added  to  or  subtracted  from  the  observed  specific 
gravity  to  obtain  the  true  specific  gravity  at  15.5*^  C. 

Table  3. — Characteristics  of  ByprodiuU  Coke-over^  Pitch 

Melting  point,  degrees  C 85 

Specific  gravity  (15*  C.) 1.25 

British  thermal  units  per  pound 15,500  to  16,000 

Flash  point,  degrees  C. 160  to  232 

Free  carbon,  per  cent 20  to  25 

Fixed  carbon,  per  cent 30  to  35 

Ultimate  Analysis 

Carbon,  per  cent 

Hydrogen,  per  cent 

Nitrogen,  per  cent 

Oxygen,  per  cent 

Sulfur,  per  cent 

Ash,  per  cent *. 

Table  4. — Typical  Ancdyses  of  Gas  from  Koppers  Byproduct  Coke  Ovens 


92  to  93 
3to  5 
0.6to  1 
0.0  to  2 
0.5  to  1 
0.05  to  0.4 


CH< 


T 


Nt 


R  ♦  ,,        Specific 
"*•*»•    ,  Gravity 


Straight  gas,  before  re- 
moving benzols 

Straight  gas,  after  re- 
moving benzols 

Rich  gas,  before  removing 
benzols 

Rich  gas,  after  removing 
benzols 

Lean  gas,  before  removing 
benzols 

Lean  gas,  after  removing 
benzols 


2.2 
2.2 
2.6 
2.6 
2.1 
2.1 


3.5 

2.6- 

4.3 

3.2 

2.0 

1.0 


0.3 

6.8 

47.3 

33.9 

6.0 

591 

0.3 

6.9 

47.8 

34.2 

6.0 

562 

0.2 

6.3 

46.3 

35.0 

5.3 

630 

0.2 

6.4 

46.8 

35.4 

5.4 

605 

0.3 

6.0 

57.0 

27.0 

5.6 

528 

0.3 

6.1 

57.5 

27.3 

5.7 

* 

497 

0.44 
0.42 
0.45 
0.42 
0.38 
0.35 


NoTB. — These  analyses  are  taken  from  different  plants  and  consequently  represent 
diff^r^At  PPft^  ^^^  somewhat  different  operating  conditions. 
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Table  5. — Properties  of  Blue  Water  Gas  and  Coke  Producer  Gas 


Blue  Water  Gas 


Coke  Producer 
Gas 


COj,  per  cent 

Of,  per  cent 

CO,  per  cent 

Hi,  per  cent 

Nj,  per  cent 

British  thermal  units  (gross) 

British  thermal  units  (net)   

Specific  gravity 

Flame  Temperature: 

Cold  air 

Preheated  air  (500°  C). .       

Air  Requirement: 

Cubic  feet  air  required  for  complete  combus- 
tion of  1  cu  ft.  gas 


6.2 

0.8 

39.0 

49.0 

5.0 

305.0 

278.0 

0.55 

1920*  C. 
2110*  C. 


2.17 


5.0 

0.0 

23.0 

14.0 

58.0 

128.0 

120.0 

0.87 

1496*  C. 
1650*  C. 


0.89 
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Reclamation  of  Metal  from  Brass-foundry  Refuse 

F.   L.    WOLP*  AND   G.   E.    ALDER80N,t   MaNSPIELD,    OhIO 
(Columbus  Meeting,  October.  1920) 

The  reclaiming  of  metallics  from  slag  and  sweepings  is  of  vital  in- 
terest to  every  brass-foundry  man,  but  the  fir^  cost  and  interest  on  the 
investment  often  make  it  prohibitive  for  the  small  foundry  to  enjoy  the 
benefits  of  a  complete  concentrating  unit.  However,  the  cost  of  such 
an  installation  and  the  cost  of  operation  are  often  exaggerated  to  such 
an  extent  that  foundries  dispose  of  their  copper-bearing  refuse  at  a  great 
loss.  This  paper  gives  the  actual  costs  and  the  returns  obtained  in  the 
reclaiming  plant  used  at  the  Ohio  Brass  Co.  This  plant  is  divided  into 
two  sections — the  preliminary  treatment  and  concentrating  departments. 
In  the  former  occur  the  screening^  crushing,  and  hand-picking  operations 
whereby  most  of  the  non-valuable  and  heavy  metallic  constituents  are 
removed.  The  concentrating  equipment  consists  of  an  elevator,  bins, 
jigs,  ball-mill,  and  table. 

Preliminary  Treatment 

The  preliminary  treatment  varies,  depending  on  whether  the  material 
is  slag,  foundry-floor  sweepings,  or  brass  casting-floor  sweepings.  Material 
of  the  first  class  is  produced  from  the  operation  of  six  Steele-Harvey  and 
six  Schwartz  furnaces;  the  second  class  represents  sweepings  from  an 
average  of  thirty-five  molding  floors  per  day;  and  the  last  is  collected 
around  the  sprue  cutters  and  knockout  bench. 

Treatment  of  Slag 

The  slag,  analyzing  30  to  40  per  cent,  copper,  is  passed  over  a  3-mesh 
yard  screen  (Tyler  standard  mesh)  stretched  on  an  inclined  rectangular 
frame  supported  by  adjustable  legs  and  equipped  with  a  hopper  which 
directs  the  undersize  into  a  barrow.  The  fine  product,  running  about 
20  per  cent,  copper  and  representing  20  to  25  per  cent,  of  the  total  slag, 
goes  direct  to  a  storage  bin  for  concentrator  feed.  The  oversize  is 
charged  into  a  No.  2  Hill  cinder  crusher,  which  takes  175  to  200  lb.  to  a 
charge  and  crushes  two  charges  per  hour  through  a  No.  4  riddle.     It 


*  Technical  Superintendent,  The  Ohio  Brass  Co. 
t  Metallurgical  Engineer,  The  Ohio  Brass  Co. 
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requires  6  hp.  and  operates  at  36  r.p.m.  The  undersize  from  the  riddle 
goes  to  the  storage  bin  and  the  oversize,  after  treatment  with  a  hand 
magnet,  to  the  metal  room.  At  this  point,  30  per  cent,  of  the  material 
charged  to  the  crusher  is  removed  as  heavy  metallic  and  the  fines  for 
concentration  treatment  carry  20  per  cent,  copper.  These  percentages 
are/of  course,  subject  to  change  due  to  the  character  of  the  metal  charged 
to  the  furnace  and  to  the  care  in  skimming.  The  flow  sheet  is  shown 
in  Fig.  1. 

• 

Fig.  1. — Flow  sheets  .for  prbliminart  treatment. 
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Treaimerd  for  Foundry-floor  Sweepings 

Foundry-floor  sweepings  consist  of  heavy  metallic^  spillings,  cores,  and 
sand.  The  material  for  hand  picking  is  removed  by  the  3-mesh  screen 
and  represents  20  to  25  per  cent,  of  the  total  weight.  This  is  hand 
picked  on  a  3-mesh  riddle  for  metallic,  nails,  and  waste.  The  metal  re- 
covered is  about  5  per  cent,  of  the  original  sweepings.  A  small  amount  of 
undersize  obtained  from  this  riddle  is  added  to  the  material  passing  the 
yard  screen.  The  undersize  from  the  yard  screen  goes  to  a  Combs 
gyratory  riddle  using  a  40-mesh  screen.  Material  remaining  on  the 
riddle,  say  12  per  cent,  of  the  total  sweepings,  averages  30  per  cent,  copper 
and  is  ready  for  concentratioQ.    Material  passing  thjs  riddle,  i^bout  65 
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per  cent,  of  the  total  sweepings  at  0.30  per  cent,  copper,  goes  to  the  tailings 
dump.    The  flow  sheet  is  shown  in  Fig.  1. 


Treatment  for  Brass  Castings-floor  Sweepings 

Brass  castings-floor  sweepings  contain  heavy  metallic^  light  metallic, 
nails,  wires,  broken  cores,  and  core  sand.  This  is  kept  separate  from 
sweepings  taken  around  the  grinders,  of  which  the  quantity  is  so  small 
that  the  treatment  will  not  be  discussed.  The  procedure  is  quite  similar 
to  that  in  use  for  sweepings  from  the  foundry.  The  S-mesh  yard  screen 
removes  20  to  25  per  cent,  for  hand  picking  and  the  recovery  of  metal 
is  the  same  as  from  foundry  sweepings.  A  small  percentage  of  nails  is 
also  reclaimed.  Undersize  from  this  yard  screen  goes  to  screen  of 
similar  construction,  but  with  a  heavy  10-mesh  screen,  set  at  an  angle  of 
45°.  The  coarse  material  from  this,  10  to  15  per  cent,  of  the  total 
sweepings  and  approximating  5  per  cent,  copper,  is  taken  to  the  concen- 
trator bin.  The  fines,  about  65  per  ceht.  of  the  total  sweepings,  analyze 
less  than  1  per  cent,  copper  and  go  to  waste.    The  flow  sheet  is  shown  in 

Pig.  1. 

Concentrating  Department 

In  the  concentrating  department,  the  feed  is  charged,  by  elevator, 
into  a  70  cu.  ft.  (2  cu.  m.)  steel  feed  hopper,  the  bottom  of  which  is 
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Fig.  2. — Flow  sheet  for  concentrating  mill. 


equipped  with  an  automatic  feeder  that  will  pass  such  stray  foreign  sub- 
stances as  wires,  nails,  or  large  pieces  of  slag.  This  feeds  to  a  two- 
compartment  Woodbury  jig  classifier,  which  operates  at  200  r.p.m.  and 
is  driven'  by  a  5-hp.  motor.    The  first  compartment,  12  by  21  in.  (30.5 
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by  63.3  cm.)  has  a  lO-mesh  screen  and  a  1^-in.  (3.5-cm.)  stroke.  The 
second  compartment,  18  by  24  in.,  has  a  G-mesh  screen  and  a  %-in.  (1.9- 
cm.)  stroke.  The  classifier  requires  from  40  to  50  gal.  (151  to  189  1.)  of 
water  per  minute;  17  gal.  go  over  the  tail  board  to  the  table  and  the 
balance  is  discharged  with  the  concentrate.  Both  jigs  discharge  a  fine, 
or  hutch,  concentrate,  which  passes  through  the  screens  and  downward 
against  the  water  pulsations.  The  hutches,  after  being  discharged  from 
the  machines,  are  combined  and  carried  by  launder  to  a  40-mesh  riddle 
set  over  a  settling  tank.  The  coarse  concentrate,  discharged  from 
above  the  screen  on  the  second  compartment,  is  caught  on  a  10-mesh 
riddle  set  over  the  same  tank.  A  man  stationed  at  this  point  changes 
and  cleans  the  riddles  at  frequent  intervals.  By  this  method,  all  fines 
are  washed  out  and  a  clean  high-grade  metallic  is  secured.  A  small 
amount  of  slime  rich  in  m^tal  is  recovered  from  the  settling  tanks  and 
hand-fed  to  the  Deister  table.  The  water  overflowing  from  this  tank  is 
carried  to  the  main  sump.  The  water  passing  over  the  tail  board  goes  to 
the  table  and  then  to  the  sump.  The  latter  serves  the  double  purpose 
of  settling  tank  and  reservoir,  a  small  centrifugal  sand  pump  being  used 
to  return  the  water  to  the  machines. 

The  metallic  recovered  in  the  form  of  coarse  jig  concentrates,  after 
drying  and  passing  over  a  Dings  M~2  separator,  is  taken  direct  to  the 
metal  room  for  re-use.  It  is  almost  pure  and  represents  60  to  70  per 
cent,  of  the  total  metallic  in  the  feed.  The  hutch  concentrate  shows  65  to 
70  per  cent,  copper  and  carries  about  20  per  cent,  of  the  metallic  in  the 
feed.     It  is  dried  and  sold. 

The  tails  from  the  second  jig  are  conducted  into  a  scoop  feeder  on 
a  3  ft.  by  9  in.  Hardinge  ball-mill.  This  feeder  carries  a  heavy  14-mesh 
screen  and  all  feed  passing  is  by-passed  aroimd  the  mill  and  joins  the 
discharge.  The  mill  is  loaded  with  500  lb.  of  chrome-steel  balls,  maxi- 
mum size  2}^  in.  It  operates  at  36  r.p.m.  and  requires  about  6  hp.  All 
discharged  material  is  crushed  to  60  mesh  or  finer. 

The  fine  pulp  is  conveyed  by  launder  to  a  No.  3  Deister  slime  table. 
The  copper  content  is  from  4  to  5  per  cent,  or  say  13  per  cent,  of  the  total 
metallic  in  the  feed.  Three  products  are  made:  i.e.,  concentrate,  mid- 
dlings, and  tailings.  When  a  regular  run  is  completed,  the  table  is  re- 
adjusted and  the  middlings  refed  at  the  head  end.  The  middlings  then 
produced  are  classed  and  thrown  out  with  the  tailings.  The  table,  it- 
self, has  been  re-riffled.  The  arrangement  was  retained  but  the  present 
riffles  are  double  the  thickness  of  the  original  ones.  It  is  operated  at  260 
r.p.m.  with  a  J^-in.  stroke  and  requires  }^  hp.  The  consistency  of  the 
feed  is  20  to  25  per  cent,  solids.  The  water  for  the  table  comes  from  the 
jigs  and  through  the  Hardinge  mill.  The  amount  can  be  controlled  by 
opening  or  closing  the  apertures  for  hutch  and  coarse  concentrate  dis- 
charge.    The  small  amount  of  makeup  water  required  by  the  system— 
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2  to  3  gal.  per  minute — is  supplied  as  wash  water  for  concentrate  and  mid- 
dlings. These,  as  well  as  the  tailings,  are  caught  in  large  tanks,  the  water 
overflowing  from  the  concentrate  to  the  middings  to  the  tailings  tanks, 
thence  to  the  main  sump  for  re-use.  When  the  table  is  used  alone, 
water  is  supplied  through  a  by-pass.  Concentrate  as  rich  as  65  per  cent, 
copper  can  be  produced,  but  it  has  been  found  advisable  to  hold  it  to 
between  40  and  50  per  cent,  copper.  With  a  45  per  cent,  concentrate, 
the  tailings  will  carry  0.7  to  0.9  per  cent,  copper,  which  is  equivalent  to 
a  loss  of  approximately  1  to  2  per  cent,  of  the  total  metallic  fed  to  the  mill. 
Screen  tests  have  shown  that  60  per  cent,  of  this  loss  is  in  the  form  of 
metallic  finer  than  150  mesh.  The  concentrates  are  dried  and  sold  on 
the  copper  content  basis. 

All  drying  is  done  in  a  sheet-iron  oven  30  by  30  by  72  in.  (76.2  by 
76.2  by  182.8  cm.).  This  holds  twelve  trays,  each  24  by  30  by  2  in.,  so 
set  that  the  heat  travels  under  and  over  each  one.  Gas  is  used  for  fuel 
and  the  burners  are  two  extra  heavy  2-in.  (5-cm.)  perforated  pipes.  The 
capacity  of  this  oven  is  1500  lb.  (680  kg.)  of  heavy  concentrates  per  charge 
and  6  to  8  hr.  are  required  to  dry  this  amount. 

Table  1  . — Quantities  and  Analyses 

Fbb  Cbitt. 


Foundry- 
floor 
Sweepings 


Brass 
Castings- 
floor 
Sweepings 


Foundry  Slag 


Concentrating 


BY 

Wbxobt 

Recovery:  Metallic 6.0 

Jig  feed,  3  to  40  mesh 12.0 

Jig  feed  from  hand  picking 5.5 

Reject:  Cores 11.5 

Fines  through  40  mesh 65.0 

Production:  100  lb.  per  day  per  molding 

floor. 

Recovery:  Metallic 5.0 

Jig  feed,  3  to  10  mesh  at  45"" 11.0 

Jig  feed  from  hand  picking 9.0 

Nails 1.0 

Reject:  Cores 5.0 

Wire 3.0 

Fines  through  lOmesh  at  45"" 66.0 

Production:  1500  to  1700  lb.  per  day. 

Undersize  from  3  mesh 23 

Undersize  from  4  me^h  after  crushing 54 

Metallic  recovered  after  crushing 23 

Production:  Steele-Harvey,  50  lb.  slag  per 

ton  metal  melted. 
.  Schwartz,  142  lb.  slag  per  ton  metal  melted. 

Heads 

Tailings 68 

Jig  hutch 8 

Jig  concentrate 18 

Table  feed 

Table  concentrate 6 


COPPBB 
COMTBMTi 

PkbGmmt. 


20.0   to   30.0 
20.0 

0.2-0.7 


5  to  10 
10  to  15.0 


0.5-1.0 

20.0 
15.0  to  20.0 
75.0  to  85.0 


20.0 

to 

25.0 

0.7 

to 

0.9 

60.0 

to 

70  0 

70.0 

to 

80.0 

40.0 

to 

6.0 

40.0 

to 

50.0 
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The  Dings  magnetic  separator  is  used  principally  for  borings  and  chips 
from  the  machine  shop;  the  washings  from  the  jigs  constitute  a  very 
small  percentage  of  its  burden. 

Estimated  Cost  of  a  Complete  Reclaiming  Plant  and  Other  Data 

The  following  costs  must  be  accepted  only  as  approximations  on 
account  of  the  rapidly  changing  market.  Furthermore,  erection  costs 
as  well  as  housing,  overhead,  and  upkeep  are  not  mentioned  because  they 
would  vary  greatly  in  individual  plants  and  locations. 

Fob  Prxuuxnart  Trvatmbnt  Fob  Coxcbntbation 

Gyratory  riddle $150.00        Elevator  and  bin $2000.00 

Yard  screens  (2) 50.00        Woodbury  jigs 800.00 

Hill  cinder  crusher 450.00        Hardinge  mill 1200.00 

Barrows,  riddles,  etc 100.00        Deister  slime  table 500.00 

Total $750.00        Pump 300.00 

Tanks 200.00 

Drying  stove 200.00 

Total $5200.00 

Total  plant $5950.00 

Data  on  Operating  Labor  and  Power 

Pbblimxnabt  Tbratmbnt 

Screening  slag  over  a  3-imesh  yard  screen 1  ton  per  man-hour 

Screening  sweepings  over  yard  screens 1  ton  per  l}i  man-hoiir. 

Riddling  sweepings  on  a  40-mesh  gyratory 1  ton  per  2)i  man-hour. 

Hand  picking 1  ton  per  15  man-hour. 

Cinder-mill  labor 1  ton  per    6  man-hour. 

Cinder-mill  power 1  ton  per  27  kw.-hr. 

Concbntbating 

Labor:  Elerator 1  ton  per  man-hour. 

Miscellaneous 1  ton  per  9  man-hour. 

Power:  Elevator^  3  hp.;  jigs^  5  hp.;  ball-mill,  6  hp;  table,  }i  hp.;  pump,  2  hp.; 
magnetic  separator,  1  hp. ;  gyratory  riddle,  H  hp* 

Proposed  Changes 

Several  important  changes  are  contemplated  in  the  foregoing  equip- 
ment. These  will  be  directed  toward  increasing  capacity,  decreasing 
labor  and  power,  and  gaining  a  more  uniformly  sized  feed  for  jigs  and 
tables.  It  is  proposed  to  place  a  ^-in.  (9.5-mm.)  mesh  screen  on  the 
driving  end  of  the  Hill  cinder  crusher.  Inasmuch  as  the  finer  material  is 
displaced  by  the  heavier  and  works  to  the  top,  the  mill  can  be  charged 
continuously  for  3  or  4  hr.,  or  until  the  accumulation  of  heavy  metallic 
interferes  with  the  operation.  The  fines  will  be  discharged  continuously 
through  the  screen  and  into  the  elevator  boot.  Experimental  tests  have 
indicated  that  the  capacity  of  the  mill  will  be  doubled  and  possibly  tripled. 
This  is  in  great  contrast  to  the  present  method  of  operation,  where  the 
charge  must  be  completely  emptied  every  half  hour,  hand-riddled,  and 
then  hand-fed  to  the  elevator. 
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Another  proposed  change  is  to  have  the  elevator  discharge  on  to  a 
Dings  magnetic  pulley,  thence  on  to  an  impact  screen.  The  sized  prod- 
ucts from  this  screen  will  go  to  separate  bins,  one  for  coarse,  or  jig, 
feed,  the  other  for  fine,  or  table,  feed.  The  advantage  of  this  arrange- 
ment would  be  the  extraction  of  all  nails,  wires,  and  tramp  iron  before 
the  feed  gets  to  the  concentrating  machines  and  the  elimination  of  fines 
from  the  jigs.  This  should  result  in  an  improved  grade  of  fine  and  coarse 
concentrate  and  a  decrease  in  labor  and  power.  A  device  is  also  under 
consideration  for  dewatering  and  discharging  the  jig  concentrates  into 
a  barrow. 

The  removal  of  tailings  from  the  settling  tank  is  extremely  laborious 
work,  inasmuch  as  they  are  sticky  and  pack  tightly.  A  scoop  conveyor  or 
a  dewatering  cone  with  a  sand  pump  have  been  suggested  for  this  purpose. 

A  Representathte  Run 

The  complete  records  of  a  representative  run  are  given  herewith.  All 
slag,  foundry-floor  sweepings,  and  brass  castings-floor  sweepings  produced 
in  a  week  were  segregated  and  full  data  recorded  on  their  treatment.  Tn 
this  period,  750  lb.  (340  kg.)  of  slag  were  produced  from  the  melting  of 
30,000  lb.  of  metal  in.  six  Steele-Harvey  furnaces,  and  7916  lb.  from  the 
melting  of  112,000  lb.  of  metal  were  melted  in  six  Schwartz  furnaces. 
These  slags,  when  combined,  carried  38  per  cent,  copper.  The  subsequent 
method  of  treatment  has  been  outlined  in  the  foregoing.  There  were 
21,600  lb.  of  foundry  sweepings,  the  clean-up  from  an  average  of  thirty- 
five  molding  floors  per  day.  The  brass-castings  sweepings,  10,000  lb., 
were  representative  of  the  clean-up  after  handling  small  valve  and  railway 
castings  poured  from  71  tons  of  metal. 

Preliminary  Treatment  on  Slag 

POUNDI 

From  melting  56  tons  in  Schwarts  furnaces,  slag  and  skimmings 7916 

'From  melting  15  tons  in  Steele-Harveys,  slag  and  skimmings 750 

Total  slag  from  71  tons  melted 8666 

Underside  through  3-mesh  yard  screen 1993 

Oversize  to  cinder  mill. , 6673 

Metallic  recovered  after  crushing 1967 

Balance  through  No.  4  riddle 4706 

Undersize  from  yard  screen 1993 

Feed  for  concentrator 6699 

Costs:  Screening  in  yard,  4.5  man-hours,  at  55c $  2.48 

Cinder  mill,  20.5  man-hours,  55c 11. 27 

Labor,  25.0  man-hours 13 .  75 

Power,  89 kw.-hr 1 .78 

Flat  cost 15. 53 

Credit  on  metallic  returned  to  the  metal  room,  1967  lb.  at  17c. .  .$334.39 
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Pounds 

Recovery:  Metallic ' 1,296 

Concentrator  feed 3,770 

Rejects:  Ck)re8 2,484 

Fines  through  40-me8h 14,050 

Total  weight 21,600 

Costs:  Screening  over  3-mesh,  16.5  man-hours  at  55c $    9. 07 

Riddling  over  gyratory,  22.0  man-hours  at  55  c 12. 10 

Hand  picking,  36.0  man-hours  at  55  c 19.80 

Labor,  74.5  man-hours 40. 97 

Power,  3  kw-hr 0.06 

Flat  cost 41.03 

Credit  on  metallic  returned  to  metal  room,  1296  lb.  at  17c. . .  $220. 32 

Preliminary  Treatment  on  Brass  Castings-floor  Sweepings 

Pounds 

Recovery :  Metallic 440 

Concentrator  feed 2,000 

Nails 130 

Rejects:  Cores 410 

Wire 400 

Fines 6,620 

Total  weight 10,000 

Costs:  Screening  over  3  mesh,  7.5  man-hours,  at  55c. ...  $  4.12 

Screening  over  10  mesh,  6.0  man-hours,  at  55c 3.30 

Hand  picking,  19.5  man-hours,  at  55c 10. 73 

Labor,  33.0  man-hours 18. 15 

Power None 

Flat  cost 18. 15 

Credit  on  metallic  returned  to  metal  room,  4401b.  at  17c.  $74.80 

Concentrating  Treatment 

Pounds 

Feed:  From  slag 6,699 

From  foundry  sweepings 3,770 

From  brass  castings  sweeps 2,000 

Total  feed 12,469 

At  23.6  per  cent,  copper  this  equals  2943  lb.  copper. 

Pounds  Coffb 

Recovery:  Jig  hutch  (fine),  912  lb  at  65.75  per  cent. copper 600 

Jig  concentrate,  2300  lb.  at  85.00  per  cent,  copper 1,955 

Table  concentrate,  743  lb.  at  42.00  per  cent,  copper 312 

Loss:  Tailings  from  table,  8514  lb.  at  0.90  per  cent,  copper 76 

Accounted  for,  12,469  lb.  at  23.6  per  cent,  copper 2,943 

VOL.  LXIT.^-42. 
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HouBa 

Running  time:  Elevator 6 

Jigs,  ball-mill,  and  table 8 

Ball-mill  and  table  alone 3 

Drying  stove 24 

Magnetic  separator 3 

Costs:  Elevator,  Sman-hours  at  55c $  2. 75 

Feed,  12  man-hours  at  56c 6. 60 

Failings,  11  man-hours  at  d5c 6.05 

Concentrates,  22  man-hours  at  55c 12. 10 

Miscellaneous,  10  man-hours  at  55c 5. 50 

Labor,  60  man-hours 33 .00 

Power:  Elevator 0. 24 

'Jigs 0.60 

BaU-mill 1.00 

Table 0. 16 

Pump 0.32 

Magnetic  separator 0. 04 

Flat  cost. $35. 36 

Credit  on  coarse  jig  concentrate  returned  to  metal  room,  2300  lb.  at  17c.,$391.00. 
Credit  on  fine  jig  concentrate  to  market,  912  lb.  (600  lb.  copper  at  18.5  c.  less 
4c.  smelting  charge,  $87.00. 

Credit  on  table  concentrate  to  market,  743  lb.  (312  lb.  copper  at  14.5  c,  $45.24. 
Total  return  on  concentrates,  $523.24. 

Conclusion 

The  foregoing  shows  that  the  returns  on  a  plant  of  this  type  are  far  in 
excess  of  the  costs,  even  after  such  items  as  overhead,  depreciation,  in- 
terest, rent,  upkeep,  etc.  have  been  properly  charged.  This  end  is 
attained  primarily  through  the  removal  of  the  large  burden  of  low-grade 
material  by  cheap  screening  methods  and  the  consequent  decrease  in 
quantity  of  material  to  undergo  concentration.  Furthermore,  the 
operation  of  such  a  plant,  once  installed  and  properly  organized,  is  ex- 
tremely simple.  Any  intelligent  man  can  be  taught,  in  a  few  days,  to 
supervise  the  operations  and  care  for  the  general  mechanical  adjustments; 
but  a  man  familiar  with  concentrating  machinery  should  frequently 
inspect  the  machines,  supervise  the  special  adjustments,  and  watch  the 
routine  as  well  as  character  of  the  feed  and  products. 

The  same  equipment  could,  no  doubt,  be  used  to  advantage  in  a 
foundry  of  much  smaller  capacity.  But  the  small  foundry  that  cannot 
afford  a  complete  installation  should  give  the  copper-bearing  material  the 
preliminary  treatment,  to  remove  the  excess  of  low-grade  material  and 
reclaim  all  heavy  copper.  The  high-grade  fines,  about  20  per  cent,  cop- 
per, may  then  be  sold  to  a  concentrating  or  smelting  plant.  Another 
plan  would  be  to  crush  to  a  fine  pulp  in  the  cinder  mill  all  values  recovered 
by  preliminary  treatment. 


DisGuasiON  659 

Two  charges  of  foundry  slag,  each  of  approximately  300  lb.,  were 
crushed  in  the  cinder  mill  for  90  min.  and  the  product  screened  over  4^  8, 
and  20-me8h  riddles. 

On  4  mesh,  77  lb.  contained  77  lb.  metallic. 
On  8  meshi  42  lb.  contained  42  lb.  metallic. 
On  20  mesh,  48  lb.  contained  41  lb.  metallic. 
Through  20  mesh,  395  lb.  contained  89  lb.  metallic 

Total,  562  lb.  contained  256  lb.  metallic. 
Metallic  in  slag,  45.5  per  cent. 

Practically  all  slag  in  a  300-lb.  charge  can  be  crushed  to  pass  a  0 .050- 
in.  opening  at  a  cost  of  50  to  75  c.  The  metallic  above  this  size  may  be 
recovered  by  screening  and  the  product  passing  the  screen  may  be 
treated  in  a  series  of  hydraulic  trough  classifiers.  This  method  should 
yield  a  recovery  of  90  to  95  per  cent,  of  the  total  metallic,  as  against  98 
to  99  per  cent,  when  using  a  jig  and  table. 

DISCUSSION 

J.  L.  Jones,*  East  Pittsburgh,  Pa.  (written  discussion). — The  fact 
that  such  a  large  proportion  of  foundry  and  castings-floor  sweepings 
can  be  reduced  to  under  1  per  cent,  copper  content  by  merely  screening 
is  of  special  interest.  It  means  that  these  sweepings  can  be  concentrated 
over  50  per  cent,  without  any  other  equipment  than  a  40-mesh  screen. 

The  amount  of  slag  given  as  produced  by  each  Schwartz  furnace, 
142  lb.  per  ton  of  metal  melted,  seems  excessive;  our  Schwartz  furnaces 
produce  84  lb.  of  slag  per  ton.  Possibly  the  high  figure  is  caused  by  .fine 
grindihgs  or  turnings  being  included  in  the  charge.  Where  the  tonnage 
of  such  material  is  sufficient,  the  establishment  of  a  smelting  department 
would  mean  cleaner  castings  and  less  loss  in  machining. 

The  copper  content  of  1  per  cent,  or  less  for  the  tailings  can  be  main- 
tained only  by  careful  supervision  of  the  entire  process.  The  tailings 
in  the  average  plant  will  run  over  rather  than  under  this  amount.  While 
1  per  cent,  of  copper,  or  20  lb.  to  the  ton,  may  not  repay  the  labor  spent 
to  reclaim  it  in  isolated  brass  foundries,  if  central  reclaiming  plants, 
which  are  possible  in  large  cities,  were  installed,  tailings  running  1  per 
cent,  copper  could  be  easily  treated  with  profit.  In  this  connection, 
the  various  leaching  processes  should  be  of  interest,  especially  the  am- 
monia leaching  process,  because  this  gives  a  very  pure  copper  oxide. 
Lawrence  Eddy  gives  the  cost  of  leaching  450  tons  of  mill  tailings  per 
24  hr.  as  84.9  c.  per  ton.  The  ore  ran  0.85  per  cent,  of  copper  and  the 
waste  from  it  0.17  per  cent,  copper.* 

*  Metallurgist,  Westinghouse  Mec.  &  Mfg.  Co. 

^  Rraotical  Concdderationfl  in  Ammonia  Leaching  of  Copper-bearing  Ores.  Chem, 
dt  MeL  Eng.  (Apr.  1,  1919)  328-334. 
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A  reclaiming  plant  equipped  for  ammonia  leaching,  or  some  other 
leaching  process,  might  be  commercially  possible  if  it  were  conveniently 
located  in  a  large  brass-foundry  center.  The  refuse  sand  might  also 
be  used  for  building  purposes. 

G.  E.  Alderson. — Metallic  returned  to  the  foundry  is  valued  at  the 
market  quotations  on  metal  contained.  Material  for  shipment  is  valued 
on  the  copper  content  at  from  four  to  five  cents  per  pound  under  New 
York  quotations. 

G.  H.  Clamer,*  Philadelphia,  Pa. — We  have  had  quite  an  elabo- 
rate concentrating  equipment  during  the  past  10  or  15  years  but  prior 
to  the  war  we  realized  that  we  were  not  getting  the  recoveries  we  should 
as  our  tailing  losses  were  quite  high.  Investigation  showed  that  a 
fairly  large  percentage  of  the  metal  content  of  the  tailings  was  in  the 
form  of  oxide.  It  is  practically  impossible  to  recover  the  oxides  by  any 
concentrating  method.  We  investigated  the  ammonia  leaching  process, 
because  with  the  ammonia  leaching  it  is  possible  to  recover  not  only 
the  copper  oxide  but  also  the  zinc  oxide.  I  am  not  certain  that  an 
installation  of  that  kind  would  be  a  commercial  success.  Its  cost  is 
fairly  great,  because  air-tight  tanks  are  required.  We  are  now  remodel- 
ing our  plant.  Prior  to  the  war,  it  was  estimated  that  this  remodeling 
would  cost  about  $40,000;  now  we  find  it  will  cost  $100,000.  The 
efficiency  of  any  concentrating  plant  will  depend  almost  entirely  on  the 
amount  of  money  spent,  and  when  considering  the  expenditure  for  the 
installation  it  is  necessary  to  consider  the  tonnage  that  can  be  put  through 
it.  The  cost  of  the  equipment  must  be  balanced  agains^  tonnage  put 
through  and  the  recovery  that  will  be  made. 

The  paper  of  Messrs.  Wolf  and  Alderson  is  the  most  practical  one  on 
the  subject  that  I  have  heard.  It  gives  actual  figures  that  I  know  are 
very  nearly  correct.  The  authors  make  no  extravagant  claims  regarding 
metal  recovery,  but  the  recovery  is  good. 

E.  E.  THUM,t  New  York,  N.  Y. — Foundrymen  may  not  realize  that 
the  bulk  of  copper  comes  from  very  low-grade  ores.  Metallurgical 
engineers  have  found  that  sulfides  are  fairly  easy  to  concentrate  by 
gravity  methods  or  by  flotation.  But  oxides  do  not  concentrate  very 
well  though  they  may  be  leached  by  several  solutions.  For  a  central 
plant  handling  1  per  cent,  oxidized  tailings  such  as  Mr.  Jones  suggests, 
to  be  a  commercial  success,  a  large  amount  of  uniform  material  must  be 
handled.  Leaching  plants  in  the  west  daily  handle  thousands  of  tons  of 
ore  each.     I  would  not  want  to  infer,  however,  that  a  smaller  installation 


*  Vice-president,  Ajax  Metal  Co.* 
t  Aasociate  Editor,  Chem,  &  Met.  Eng. 
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could  not  be  a  success,  but  to  be  a  success  it  would  have  to  receive  the 
sweepings  of  a  great  many  foundries. 

O.  J.  MoussBTTE,  New  York,  N.  Y.  (written  discussion). — ^The  plan 
described  is  elaborate  and  costly.  Clean  metal  may  be  obtained  at  a 
reclaiming  cost  of  one  cent  a  pound,  with  an  equipment  that  costs  only 
one-fourth  as  much  to  install.  The  preliminary  treatment  of  the  slag, 
etc.  may  be  eliminated  entirely  by  feeding  the  foundry  refuse  material 
directly  into  a  monarch  cinder  mill.  As  soon  as  it  is  separated  from  the 
slag,  the  coarse  metal  passes  on  to  the  screen  with  the  fines;  thence  to  a 
conveyor  belt  to  be  hand  picked.  The  material  that  passes  through  the 
%'  and  }4riJi,  screen  is  conveyed  to  the  Deister  concentrating  table. 

An  installation  of  medium  size  will  average  three  tons  per  hour  and 
will  require  2J^  hp.,  which  is  distributed  as  follows:  No.  2  cinder  mill, 
IM  bp. ;  Deister  junior  table,  3^  hp. ;  conveyer  belt,  J^  hp.  The  estimated 
cost  of  installation  is  $1275,  divided  as  follows:  No.  2  cinder  mill, 
$750;  junior  Deister  concentrating  table  $325;  and  conveyer  belt  for 
hand  picking,  $200. 

G.  E.  Alderson  (author's  reply  to  discussion). — An  ammonia  leach- 
ing installation  for  tailings  would  be  effective  but  tonnage  plays  an 
important  part  and,  furthermore,  it  would  require  more  floor  space  and 
supervision  than  the  average  industrial  plant  can  afford.  In  an  ore 
concentration  mill,  it  is  common  practice  to  regrind  the  middlings  and 
oftentimes  the  tailings  from  the  first  or  roughing  table  and  pass  them 
over  another  table  or  suitable  concentrating  device.  The  regrinding 
liberates  entrained  particles  of  value.  This  practice  could  also  be 
utilized  in  foundry  reclamation,  the  grinding  operation  being  replaced 
by  a  trommel  or  impact  screen  because  we  are  dealing  for  the  most 
part  (i.e.,  when  under  60  mesh)  with  free  metallic.  On  any  table  separa- 
tion, the  divide  between  concentrates  and  middlings  shows  fine  metallic 
coming  out  with  coarse  sand.  The  method  suggested  would  be  to  pass 
the  pulp  over  a  sand  table,  the  tailings  and  middlings  from  this  through 
a  trommel  with  a  mesh  slightly  larger  than  the  fine  metallic  concentrat- 
ing out,  and  the  undersize  from  the  screen  to  a  slime  table.  The  coarse 
discharge  might  be  either  recrushed  or  discarded  depending  upon  metallic 
content.  Such  an  addition  would  require  about  1  hp.  but  no  additional 
labor. 
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Investigation  of  Brass  Foundry  Fluxes 

By  C.  W.  Hill,*  Ph.  D.,  T.  P.  Thomas,!  W.  B.  ViETZ,t  Pittobtirgh,  Pa. 

(Columbus  Meeting,  October,  1920} 

Fluxes,  in  general,  may  be  classified  according  to  their  use  as  sol- 
dering, foundry  or  casting,  and  metallurgical  and  the  chemistry  of  their 
action  follows  quite  closely  this  division.  The  term  foundry  or  casting 
fluxes,  as  used  here,  refers  to  the.  substances  added  to  molten  metals,  pre- 
paratory to  casting  into  molds  or  ingots,  with  the  object  of  removing 
small  amounts  of  impurities  that  have  been  introduced  in  handling  or 
melting  the  metal,  which  was  placed  in  a  fair  state  of  purity  by  the  pre- 
vious refining  or  metallurgical  processes.  The  sources  of  these  impurities 
are  the  oxide  coating  on  the  surface  of  the  ingots,  material  extracted  or 
mechanically  removed  from  the  crucible  or  furnace  wall,  and  those  formed 
by  the  reaction  of  the  molten  metal  with  the  heating  gases  or  furnace 
atmosphere. 

As  commonly  used,  the  term  fluxes  is  applied  to  such  materials  as 
ammonium  chloride,  zinc  chloride,  salt,  borax,  and  boric  oxide.  A 
second  class  of  materials,  usually  called  deoxidizers,  includes 
substances  such  as  metallic  phosphides,  sub-oxides,  carbides,  and  bo- 
rides,  that  reduce  the  metallic  oxides  present  in  the  metal.  A  third 
class  includes  various  compounds  that  are  molten  and  non-volatUe  at 
the  temperature  of  the  molten  metal  and  are  used  primarily  to  protect 
the  surface  of  the  metal  from  the  action  of  the  furnace  or  exterior  atmos- 
phere; to  this  class  belong  such  mixtures  as  lime  and  fluorspar,  lime  and 
soda  ash,  various  minerals,,  etc.  In  some  cases  these  protective  layers 
may  act  in  a  manner  similar  to  the  metallurgical  fluxes  and  dissolve  or 
unite  with  the  oxide  impurities  of  the  metal,  but  as  generally  employed 
this  latter  action  is  negligible  since  there  is  little  opportunity  for  the 
coverings  to  come  into  contact  with  more  than  the  surface  of  the  metal, 
and  hence  they  are  without  action  on  the  body  of  the  molten  mass. 

The  use  of  fluxes  is  the  result  of  factory  experience  and  tradition, 
but  an  extensive  study  has  not  been  made  of  the  chemical  and  physical 
actions  that  occur  or  the  effects  of  these  actions  on  the  properties  of  the 
metal.  It  would  seem  necessary  in  any  successful  study  of  metal  fluxes 
to  determine  not  only  what  impurities  are  present  in  metals  melted  under 
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commercial  conditions,  but  th6  amount  of  these  impurities.  On  account 
of  the  variety  of  metals  used  and  their  varying  degrees  of  chemical  ac- 
tivity, it  will  be  necessary  to  consider  the  specific  characteristics  of  each 
metal  and  its  impurities  as  well  as  the  properties  that  it  has  in  common 
with  the  others.  Thus,  some  metals  are  not  only  oxidised  on  melting, 
but  have  the  property  of  dissolving  their  oxides.  On  solidifying,  silver 
rejects  the  oxygen  it  has  dissolved  while  molten,  but  copper  does  not. 
The  extent  to  which  aluminum  will  dissolve  its  oxide  was  unknown  until 
the  work  of  Rhodin.^  The  experiments  made  by  the  authors  tend  to 
confirm  these  results. 

It  is  necessary  to  bear  in  mind  the  operating  conditions,  as  in  many 
cases  impurities  are  not  introduced  in  amounts  at  all  approaching  those 
possible  by  complete  saturation,  while  in  other  instances  the  maximum 
is  usually  attained.  The  nature  of  the  containing  vessel  and  the  time 
during  which  the  hot  metal  is  in  contact  with  the  container  must  also 
be  considered.  In  general  the  impurities  may  be  classified,  as  to  source 
and  kind,  in  the  following  manner: 

SouBCB  NaItubk  of  Impitritiks 

From  crucible  Combined  or  dissolved  elements: 

Silicon,  iron,  carbon 
Suspended  matter: 

Oxides  from  crucible  as  SiOt 
From  atmosphere        Oxides-nitrides: 

Dissolved 

Suspended 

On  surface  of  metal 
Dissolved  gases: 

Hydrogen,  carbon  monoxide 

Nitrogen,  carboti  dioxide,  sulfur  dioxide 

Water  vapor 

The  properties  of  molten  metal  that  may  be  influenced  by  these 
impurities  are  the  melting  point,  surface  tension,  viscosity,  amount  of 
dissolved  gases,  and  strength  of  the  surface  film.  The  properties  of  the 
cast  piece  that  may  be  influenced  are  the  mechanical  strength,  hardness, 
electrical  conductivity,  specific  gravity,  and  coefiicient  of  thermal  expan* 
sion.  The  properties  of  the  cast  piece  will  be  influenced  by  the  properties 
of  the  molten  metal  when  these  properties  concern  the  mechanics  of 
molding. 

The  chemistry  of  soldering  and  metallurgical  fluxing  is  well  known,  as 
is  that  relating  to  the  action  of  deoxidizers  in  foundry  fluxes.  The 
chemical  reactions  of  the  ordinary  fluxes,  such  as  the  volatile  chlorides  of 
ammonium  and  zinc,  are  not  understood,  and  there  is  some  question  as 


1  Trans.  Faraday  Soc.  (1919)  14,  134. 
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to  the  extent  of  the  chemical  reaction,  since  it  has  been  possible,  appa- 
rently, to  duplicate  the  action  of  these  fluxes  by  mechanical  means  alone. 

Physical  Changes  Caused  by  Fluxes 

The  ph3rsical  changes  caused  by  the  small  amount  of  such  fluxes  as 
zinc  chloride  on  a  mass  of  molten  metal,  for  example  aluminum,  are 
much  greater  than  would  ordinarily  be  expected  from  the  chemical  re- 
action of  the  small  amount  of  flux.  Assuming  that  we  can  write  the 
equation  for  all  the  chemical  reactions  taking  place  when  the  flux  is  added, 
the  real  fluxing  action  must  still  be  explained.  The  mere  knowledge  of 
existing  chemical  changes  does  not  account  for  the  physical  changes 
observed. 

In  fluxing  molten  metal  two  phenomena  are  usually  observed;  viz., 
the  metal  appears  to  be  less  viscous  and  a  varying  amounji  of  dirt  or 
powder  rises  to  the  surface  of  the  metal,  which  is  skimmed  off  before 
the  metal  is  poured.  The  common  explanation  for  the  first  effect  is  that 
impurities  have  been  removed  from  the  metal,  as  evidenced  by  the  accu- 
mulation of  powder  on  its  surface. 

The  true  viscosity,  of  molten  metals  is  very  low,  being  about  the  same  as 
the  viscosity  of  water,  which  makes  the  determination  of  absolute  viscos- 
ity difficult  and  renders  the  determination  of  small  variations  in  viscosity, 
due  to  the  effect  of  dissolved  oxides,  well  nigh  impossible  unless  one  goes 
to  the  most  exacting  extremes  in  apparatus  design.  The  presence  of 
impurities,  sometimes  suspended  in  the  metal  and  sometimes  dissolved, 
makes  it  impossible  to  use  the  capillary  tube  for  testing  the  viscosity  of 
flow,  since  these  impurities  soon  change  the  cross-section  of  the  tube  and 
introduce  errors  of  great  magnitude.  The  value  is  so  low  that  to  measure 
the  viscosity  by  the  rotation  of  a  cylinder  within  a  cylinder  necessitated 
the  most  delicate  and  frictionless  bearings.  The  influence  of  the  surface 
film  on  the  rotatiilg  cylinder  supports  is  sufficiently  great  to  interfere 
with  all  tests.  The  experiments  of  the  writers  to  determine  viscosity  and 
viscosity  changes  due  to  fluxing  show  that  this  property  is  but  little 
changed  by  the  process  of  fluxing,  and  that  it  is  the  change  in  the  surface 
film  which  accounts  for  the  apparent  change  in  viscosity.  A  further 
confirmation  of  this  lies  in  the  fact  that,  in  the  case  of  aluminum, 
the  writers  have  been  imable  to  note  any  difference  in  chemical  composi- 
tion or  amount  of  dissolved  oxide  before  and  after  fluxing. 

The  dust  or  powder  found  on  the  surface  is  derived  partly  from  the 
interaction  of  the  flux  with  the  molten  metal,  and  not  the  oxide,  and 
partly  from  the  surface  film.  By  surface  film  is  meant  not  only  the  sur- 
face in  contact  with  the  atmosphere  but  the  film  that  surrounds  the  molten 
metal  as  a  whole,  most  of  which  is  in  contact  with  the  walls  of  the  retaining 
vessel.  A  large  portion  of  the  powder  evidently  arises  from  the 
walls  of  the  crucible,  a  change  in  the  strength  of  the  surface  film  allowing 
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it  to  become  free  and  float  to  the  surface.  In  the  case  of  aluminumi  no 
chemical  reaction  is  possible  between  the  fluxing  chloride  and  the  oxide 
of  the  metal;  the  effect  of  the  flux  is  to  change  the  strength  of  the  surface 
film,  probably  by  breaking  it  up  mechanically  by  the  volatilization  of 
the  flux. 

Nature  and  Amount  of  Impurities 

The  complete  experiments  on  the  nature  and  amounts  of  impurities 
made  by  the  authors  are  limited  to  the.  solid  impurities  introduced  into 
commercially  pure  aluminum  by  melting  in  an  oxidizing  atmosphere  in 
diflferent  kinds  of  crucibles,  and  to  the  solubility  of  hydrogen  in  molten 
copper  and  its  alloys.  The  latter  experiments  form  the  subject  of  a 
separate  paper,  but  are  outlined  here. 

Aluminum  was  heated,  without  stirring,  for  8  hr.  at  about  750**  C. 
in  different  kinds  of  small  crucibles  placed  in  a  Hoskins  resistance  furnace, 
the  door  of  which  was  left  slightly  open.    The  results  obtained  are  given 

in  Table  1.     The  soaking  action  in  these  experiments  was  carried  far 

« 
Table  1. — Results  of  Heating  Aluminum  in  Crv^^ibles  of  Different  Kinds 


Crucible 


AlsOt. 
Per  Cent. 


Fe, 
Per  Cent. 


Cu, 
Per  Cent. 


Silicon,  Per  Cent. 


ToUl 


Qr«phitio 


Original  ingot 

Pressed  steel 

Acheson  graphite  block 

Dixon  graphite-clay 

Magnesia 

Clay 

Porcelain  (glazed) 

Sand 

Fused  silica 


0.35 

0.34 

0.1 

0.3 

-    0.4 

0.5 

0.12 

0.3 

0.4 

0.2d 

0.1 

0.23 

0.9 

0.34 

0.1 

0.25 

1.3 

0.36 

0.13 

0.3 

2.7 

0.40 

0.1 

0.04 

7.5 

0.45 

.0.1 

3.0 

11.4 

0.3 

0.1 

6.4 

14.7 

0.3 

0.1 

11.3 

2.8 

5.8 

11. 0« 


"Crucible  turned  black  in  contact  with  metal. 

beyond  the  point  reached  by  even  the  poorest  commercial  practice.  How- 
ever, the  tendencies  of  certain  kinds  of  crucibles  to  introduce  impurities 
is  shown,  as  is  the  fact  that  even  with  prolonged  heating  in  exposure  to 
air  aluminum  does  not  take  up  much  oxide  from  surface  contact  with 
the  atmosphere.  On  prolonged  heating  in  refractories  containing  even 
combined  silica,  reduction  takes  place  with  the  introduction  of  alumina 
and  it  is  conceivable  that  in  commercial  practice  appreciable  amounts  of 
these  impurities  may  be  introduced.  However,  in  common  practice 
crucibles  or  refractories  containing  silica  are  not  used  in  the  melting  of 
aluminum. 

The  extent  to  which  it  is  possible  to  load  aluminum  with  its  oxide, 
under  certain  conditions,  is  surprising.     In  the  case  of  the  extreme 
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amounts,  a  microscopic  examination  showed  that  much  of  the  oxide  was 
suspended  and  not  dissolved  and  that  it  was  not  uniformly  distributed.  A 
sample  of  so-called  secondary,  or  recovered,  aluminum,  which  had  prob- 
ably been  made  by  a  rather  simple  process  of  remelting  aluminum 
turnings,  was  found  to  contain  2.27  per  cent.  AlsOs,  1.21  per  cent.  Pe,  and 
only  0.25  per  cent.  Si,  indicating  that  the  melting  had  taken  place  in  iron 
vessels,  unless  the  refiner  had  carelessly  failed  to  remove  the  free  iron  from 
the  turnings  before  melting.  With  the  ordinary  remelting  of  finely 
divided  aluminum,  such  as  turnings,  it  is  well  nigh  impossible  to  avoid 
the  introduction  of  alumina.  Commercial  aluminum  containing  0.1 
per  cent,  copper  was  melted  in  a  crucible  with  the  careful  addition  of  the 
same  weight  of  fine  turnings,  care  being  taken  to  avoid  oxidation  as  much 
as  possible.  After  allowing  the  metal  to  stand  for  a  short  time,  it  was 
skimmed  and  poured.  The  oxide  content  was  found  to  be  1.3  per  cent. 
On  repeating  the  experiment,  adding  the  turnings  and  stirring  in  a  manner 
calculated  to  be  most  detrimental  to  the  metal,  the  oxide  content  was 
10.6  per  cent. 

The  determinations  of  alumina  were  made,  according  to  the  method  of 
Rhodin,^  by  dissolving  in  10  per  cent.  NaOH  solution  and  were  checked  by 
dulplicate  analyses,  using  5  per  cent,  hydroxide  solution.  The  agreement 
was  satisfactory,  being  within  0.2  per  cent,  on  samples  containing  3.2  per 
cent,  oxide.  The  method  was  substantiated  in  the  case  of  several  com- 
plete analyses  in  which  the  aluminum  was  determined  directly;  for 
instance, 

Saiiplb  No.  1  Saiiplb  No.  2  Samplb  No.  3 

PxB  CxNT.  Pkx  Cknt.  Pxx  Cxmt. 

A1,0, 0.43  7.2  10.5 

Fe 0.29  1.2  1.4 

Cu 0.20  9.5  9.5 

Si 0.23  0.6  0.3 

Al 98.5  81.3  78.7 


99.65  99.7  100.4 

(Average  of  duplicate  analyses  on  each  sample.) 

Duplicate  analyses  on  samples  containing  high  amoimts  of  oxide  were 
sometimes  not  good,  indicating  that  the  oxide  was  not  uniformly 
distributed  through  the  metal. 

Gases  in  Molten  Copper  and  Brass 

The  amount  of  hydrogen  that  can  be  liberated  from  molten  copper 
and  its  alloys  upon  solidifying  and  cooling  to  room  temperatures  has  been 
determined. 

Molten  copper  will  absorb  considerable  hydrogen  if  exposed  to  hydro- 
gen or  if  its  surface  or  the  containing  graphite  crucible  is  bathed  with  a 
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gas  flame;  the  amount  absorbed  is  dependent  on  the  temperature  of  the 
molten  metal.  A  large  portion  of  this  dissolved  gas  will  be  given  off  in 
the  process  of  solidifying  and  cooling.  The  amounts  evolved  at  different 
temperatures  of  saturation  are,  approximately,  as  given  in  Table  2. 

Table  2. — Hydrogen  Evolved  from  Copper  at  Different  Temperatures 


Tempenture  of  Saturation, 

Hydro8»n  Erolved 

DesreeBC. 

Milligrama  per  100  gm.  Metal 

Volume*  per  One  Volume  of 
Metal 

1100 
1150 
1200 

0.600 
0.725 
0.85 

3.33 
3.42 
4.00 

«  Volume  is  at  760  mm.  and  temperature  of  solidification  is  1083^  C. 

Similar  conclusions  apply  to  copper  alloys  containing  zinc  or  tin, 
or  both,  the  amounts  being  as  follows: 


Cooper  in  Brass, 
Per  Cent. 


Temperature  of  Satura- 
(tion.  Degrees  C. 


Hydrogen  Evolved 


Milligrams  per  100  gm. 
Metal 


Volume  per  one  Vol- 
ume Metal 


95 

1140 

r 

0.62 

3.0 

00 

1100 

0.52 

2.2 

85 

1100 

0.47 

1.8 

80 

1100 

0.41 

1.6 

75 

1040 

0.34 

1.2 

70 

1000 

0.17 

0.75 

65 

085 

0.25 

1.0 

60 

975 

0.33 

1.2      - 

55 

950 

0.16 

0.5 

50 

930 

0.08 

0.2 

45 

920 

0.05 

0.1 

40 

920 

0.02 

0.05 

35 

910 

0.01 

0.03 

05  Tin    5  per  cent. 

1150 

.   0.70 

90  Tin  10  per  cent. 

1150 

0.60 

Red  brasfl  x . . . . 

1150 
1150 

0.53 
0.56 

Admiralty  bronze 

YcQlow  brass 

1150 

0.36 

Hydrogen  will  penetrate  into  the  metal  through  many  of  the  usual 
coverings  but  it  is  retarded  by  boric  oxide  and  by  a  mixture  of  lime  and 
soda  ash.  It  is  not  retarded  by  a  mixture  of  lime  and  fluorspar  as  is 
frequently  stated.  Dissolved  hydrogen  is  removed  as  water  vapor,  to  a 
large  extent,  by  the  addition  of  excess  amounts  of  zinc  pxide,  or 
cuprous  oxide  dissolved  in  copper.  Ordinary  fluxes  apparently  do  not 
have  much,  if  any,  effect  upon  it,  nor  do  the  metal  scavengers  called 
deoxidizers. 
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Chemical  Action  of  Fluxes 

Whatever  chemical  reactions  we  may  anticipate  in  the  use  of  fluxes 
may  be  considered  in  connection  with  the  different  cUisses  of  fluxes:  chlo- 
rides, oxide  slags,  and  deoxidizers. 

Chlorides 

The  common  chloride  fluxes  used  are  zinc  chloride,  ammonium  chlo- 
ride, and  sodium  chloride.  With  these  chlorides  two  possible  chemical 
reactions  may  be  expected — that  between  the  chloride  and  the  oxide  of 
the  metal  and  that  between  the  chloride  and  the  metal  itself.  These 
would  be  illustrated,  in  general,  by  the  equations : 

With  oxides  MO  +  ZnCl,  =  MCI2  +  ZnO     - 

MO  +  2NH4CI  =  MCI2  +  2NH3  +  H,0 
MO  +  2NaCl  =  MCI2  +  NasO 
With  metals  M  +  ZnCU  =  MCI,  +  Zn 
Zn  may  then  alloy  with  excess  of  the  metal. 

M  +  2NH4CI  =  MCU  +  2NH3  +  H, 
M  +  2NaCl  =  MCI2  +  2Na 
Sodium  volatilizing  or  alloying  with  the  metal. 

An  explanation  of  the  action  of  these  chlorides  in  fluxing  is  commonly 
given  in  the  literature  in  accord  with  the  first  group  of  equations.  The 
chloride  fluxes,  by  reaction  with  the  oxide  impurities  in  the  metal,  convert 
these  to  chlorides  which  are  either  volatihzed  out  of  the  metal  or  float 
to  the  surface.  Anyone  who  has  experienced  the  somewhat  slow  alloying 
of  metals  of  nearly  the  same  gravity  would  find  it  difficult  to  believe  that 
in  the  incredibly  short  time'  of  action  of  these  fluxes,  small  quantities  of 
these  volatile  materials  can  be  added  to  the  surface  of  a  molten  metal 
and  by  stirring  be  made  to  diffuse  through  the  mass  of  the  metal  so  that 
the  disseminated  oxide  molecules  are  sought  out  and  brought  into  chem- 
ical reaction.  Such  chemical  reactions  between  the  oxides  and  chloride 
fluxes  are  in  many  cases  quite  possible  and  may  occur  to  some  extent  in 
fluxing.  It  must  be  quite  apparent  that  this  is  not  the  main  action  in-' 
volved  since,  in  the  case  of  aluminum,  there  is  no  action  between  aluminum 
and  these  chlorides  at  the  temperatures  involved  in  fluxing,  yet  ammo- 
nium chloride  and  zinc  chloride  are  commonly  used  in  aluminum  casting 
and  produce  marked  and  almost  instantaneous  effects  on  the  molten 
metal. 

This  rapidity  of  action  and  the  resulting  physical  effect,  which  is 
apparently  all  out  of  proportion  to  the  amount  of  flux  added,  are  shown 
best  when  zinc  chloride  is  added  to  a  sluggish  bath  of  aluminum  which 
is  somewhat  impure  or  to  a  hot  mass  of  finely  divided  aluminum  chips  or 
grindings  that  have  been  heated  above  the  melting  point  of  the  metal 
but  which  refuse  to  coalesce.  The  addition  of  a  relatively  small  amount 
of  zinc  chloride  gives  the  effect  of  suddenly  acquired  fluidity  to  the  bath. 
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while  the  small  particles  in  the  second  case  unite  rapidly  to  form  a 
quantity  of  molten  metal.  The  second  case  probably  shows  the  way 
to  the  real  explanation  of  fluxing,  since  in  this  instance  we  are  dealing 
with  a  surface  phenomenon  and  the  flux  does  not  have  an  effect  on  the 
interior  of  these  small  particles.  The  time  element  points  away  from  a 
purely  chemical  explanation  of  fluxing. 

The  second  group  of  equations,  while  possible  in  many  cases,  would 
not  suflSce  as  an  explanation  involving  the  removal  of  impurities  in  the 
metal.  For  the  sake  of  completeness,  however,  it  may  be  well  to  test 
these  reactions  to  know  which  can  take  place  at  the  temperatures  com- 
monly used.  This  may  be  done  in  a  qualitative  way  quite  readily  and 
if  an  action  takes  place  the  temperature  at  which  it  becomes  apparent 
may  be  recorded. 

A  summary  of  a  group  of  experiments  made  by  heating  the  reacting 
substances  in  suitable  tubes  and  sweeping  away  volatile  products  by  an 
inert  gas  (nitrogen)  is  given  in  Tables  3  and  4. 

Table  3. — Oxides  with  Fluxes 


Oxide 


ZnClt. 
Degrees  C. 


NH4CI. 
Degrees  C. 


N»C1, 
Degrees  C. 


ZnO 

PbO 

SnOi 

A1,Q, 

CuiO 

ChiO 

Fb,0, 

Cr,0, 

Maximum    temperature   of 
experiment 


400 

350 

350 
No  action 

550 

550 
No  action 
No  action 

1000 


400 
350 
300 
No  action 
350 
350 
500 
500 

1000 


No  action 
No  action 
No  action 
No  action 
780-800  (chlorine  evolution-) 
900  (chlorine  evolution") 
No  action 
No  action 

1000 


TABLfc  4.- 

—Metals  with  Fluxes 

Metal 

ZnClt, 
Degrees  C. 

Degrees  C. 

N»C1. 
Degrees  C. 

Zinc 

No  action 
350 
300 
400 
300 
500 
1000 
1000 

'  400 
350 
300 
400 
350 
400 
450 

1000 

No  action 

Lead 

No  action 

Tin 

No  action 

Aluminum 

No  action  (?) 

CoDDer 

850 

Iron 

1000 

Chromium 

1000 

Maximum  temperature  of  experiment 

1000 

*  Cuprous  oxide  reacts  with  sodium  chloride  at  750°  to  800**  with  forpiation  of 
cuprous  chloride  and  evolution  of  chlorine.  Chlorine  is  aJso  evolved  when  cupric 
oxide  is  heated  to  000°  with  sodium  chloride  due  to  the  decomposition  of  the  cupric 
chloride  formed  by  the  original  reaction. 
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Fluid  Covers 

The  object  of  coverings  is  supposedly  to  protect  the  metal  from 
gases,  although  some  coverings  have  been  added  with  the  intent  to  du- 
plicate the  metallurgical  fluxes  or  slags  by  uniting  with  the  metallic  oxides 
present.  Thus  in  melting  fine  particles  of  aluminum,  cryolite  mixtures 
are  used  with  the  intent  of  dissolving  the  oxide  layer  on  the  policies. 
,  Such  uses  are,  however,  not  a  regular  fpundry  practice  and  belong  in  the 
field  of  metallurgical  fluxes. 

It  sometimes  happens  that  a  covering  for  molten  metal  will  dissolve 
the  metallic  oxides  present  to  some  extent.  Coverings  containing  borax 
or  boric  oxide  are  especially  active  in  this  manner.  The  action  is  limited 
by  the  amount  of  stirring  or  circulation  of  the  metal,  since  the  reaction 
takes  place  only  at  the  surface.  It  is  conceivable  that  the  metal  near  the 
surface  would  have  its  oxide  content  lowered  by  solution  in  the  covering, 
which  would  cause  a  diffusion  of  the  oxide  from  the  interior  portions 
richer  in  oxide,  until  in  time  we  might  have  quite  an  appreciable  amoimt 
of  oxide  dissolved  in  the  covering. 

A  sample  of  impure  commercial  No.  8  aluminum  aUoy  was  melted 
under  boric  oxide  for  30  min.  with  frequent  stirring  with  the  apparent 
change  indicated  by  the  following  analyses : 

Al«0i  Fb  Si  Co 

Original  metal 2.27  1.21  0.26  7.7 

After  melting 1.7  1.4  0.28  7.7 

The  oxide  was  determined  after  the  method  of  Rhodin'  by  solution  in 
10  per  cent,  sodium  hydroxide  solution. 

The  object  of  protecting  the  metal  by  molten  coverings  is  frequently 
not  attained  since  many  of  the  common  coverings  are  penetrable  readily 
by  hydrogen,  and  in  crucible  furnaces  hydrogen  will  pass  rapidly  through 
the  walls  of  the  hot  crucible. 

Deoxidizers 

The  chemistry  of  the  deoxidizers  is  well  known.  As  a  class  they  are 
either  metals  or  compounds  capable  of  uniting  with  oxygen  with  evolu- 
tion of  a  great  amount  of  heat  and  thus  able  to  take  oxygen  away  from 
the  metals  which  have  a  lower  heat  of  oxide  formation.  Their  oxides  are 
either  volatile,  as  phosphorus  oxide,  or  rise  to  the  surface  of  the  molten 
metal  from  which  they  may  be  skimmed.  The  amounts  required  depend 
on  the  amount  of  oxide  impurities  in  the  metal  to  be  treated.  Studies 
on  the  amounts  of  deoxidizers  required  or  of  the  relative  efficiencies  of 
the  different  deoxidizers  must  be  undertaken  with  proper  control  of  the 
melting  conditions,  and  it  should  be  borne  in  mind  that  conclusions 
reached  under  one  set  of  conditions  do  not  necessarily  apply  under  other 
conditions.    In  the  following  experiments,  the  effort  was  made  to  main- 

tain  conditions  constant. 

*Loe.  eU. 
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Various  commercial  deoxidizers  were  added  to  the  highest  grade 
lake  copper.  The  copper  was  raised  to  the  pouring  temperature  1160°  C, 
the  deoxidizers  added,  the  metal  rapidly  stirred;  and  the  metal  held  with- 
out stirring  at  the  pouring  temperature  for  20  min.  before  pouring  into 
sand  molds.  The  melting  was  done  in  an  electric  furnace  of  the  carbon- 
reetistor  type,  so  designed  as  to  reduce  the  absorption  of  gases  to  a 
minimum.  The  metal  was  poured  into  sand  molds  to  give  bars  for 
conductivity  tests  (^^  by  18  in.).  Samples  of  the  bars  were  taken  for 
microscopic  examination. 

The  percentages  of  deoxidizer  shown  in  Table  5  are  those  of  active 
material  added  on  the  basis  of  chemical  analysis  of  commercial  deoxidi- 
zers, which  were  approximately  16  per  cent,  phosphor-copper,  10  per 
cent,  copper-silicon,  24  per  cent,  manganese  copper,  99  per  cent,  alumi- 
num, 100  per  cent,  zinc,  100  per  cen^t.  magnesium.  No  analysis  of  boron 
carbide  being  available,  the  additions  were  made  on  the  basis  of  100  per 
cent,  active  material. 

Table  6. — Deoxidizers  with  Copper 


DeoxidiMTt, 


Percent. 
CuiO 


Soundneae  of 
Copper  CastingB 


Ezeeae  of  Deozi- 
diier,  Per  Cent. 


Eleotrioal 
Conductivity 


0.006  Per  Cent. 


a... 

P... 

Mn. 
Al.. 
Zn.. 
Mg. 
B«C 


0.3 
0.8 
0.8 
2.0 
2.0 
1.7 
0.1 


Poor 

Fair 

Good 

Fair 

Poor 

Fair 

Poor 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 


0.06  Per  Cent. 


8i 

0.0 
0.0 
2.0 
0.0 
0.5 
2.0 
0.0 
3.0 

Poor 

Good 

Fair 

Fair 

Fair 

Fair 

Good 

Poor 

0.0 
0.0 

Small  amounts 
Some 
0.0 
0.0 
0.0 
0.0 

P 

83.4 

Mn 

Al 

Zn 

Mk 

*  *B • ••• 

B«C 

95.7 

Ce 

0.6  Percent. 

• 

DiMolved 

Deozidiier 

(Coring) 

8i 

P 

0.0 
0.0 
0.0 
0.0 
Considerable 
0.0 
0.0 

Good 

Fair 

Fair 

Good 

Poor 

Fair 

Fair 

0.0 

Some 

Slight 
Much 

Mn 

Some        1 

Al 

0.0                Some 

Zn 

Mg 

B.C 

• 

0.0 
9.0 
0.0 

Slight 
Very  slight 

1 

Oxide  formed  by  action  of  the  deoxidizer  and  remaining  in  the  metal  was  found  with 
aluminum,  zinc,  and  magnesium. 
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The  results  obtained  are  not  satisfactory  since  few  of  the  castings 
made  could  be  machined  into  a  fine  rod  for  conductivity  measurements, 
weakness,  and  internal  blowholes  developing  upon  machining.  Since 
every  effort  was  made  to  prevent  absorption  of  gases,  it  is  probable 
that  the  difficulty  came  from  the  molding  sand  or  the  method  of  casting. 
The  authors,  therefore,  would  not  attempt  to  make  any  comparisons  as 
to  the  efficiency  of  the  various  deoxidizers  from  a  commercial  stand- 
point without  a  very  careful  repetition  of  these  experiments^  Under  the 
conditions  of  use,  which  apparently  were  not  the  best,  copper,  phosphorus, 
and  boron  carbide  appeared  to  be  superior  to  the  other  deoxidizers. 

The  results  may  be  of  interest  as  indicating  the  conditions  of  equi- 
librium. Thus,  0.005  per  cent,  of  active  deoxidizer  was  insufficient  in  all 
cases  for  the  complete  removal  of  the  copper  oxide.  Copper  oxide  was 
completely  removed  by  the  silicon,  phosphorus,  aluminum,  and  boron 
carbide  added  in  amounts  of  0.05  per  cent,  of  the  weight  of  the  co  per 
and  there  was  no  excess  of  deoxidizer  apparent  in  the  case  of  the  silicon, 
phosphorus,  and  boron  carbide.  Manganese  did  not  remove  the  oxide, 
although  added  in  excess,  while  this  percentage  of  zinc  or  cerium  was 
not  sufficient  to  remove  the  oxide;  0.5  per  cent,  of  deoxidizer  appeared 
to  be  more  than  was  required  for  the  removal  of  copper  oxide^  with  the 
exception  of  zinc. 

Deoxidation  with  Ammonia 

Some  experiments  were  run  by  bubbling  dry  ammonia  gas  through 
molten  copper.  It  was  found  that  the  ammonia  removed  the  copper 
oxide  in  15  min.  or  less  but  in  so  doing  saturated  the  metal  with  hydro- 
gen. With  the  particular  molds  and  sand  used,  it  was  nearly  impossible 
to  control  the  rate  of  cooling  and  to  provide  for  the  removal  of  the  dis- 
solved gas.  As  a  result  the  test  pieces  were  very  porous.  One  piece 
was  obtained  which  machined  nicely  and  was  quite  sound.  The  electri- 
cal conductivity  (volume)  was  93.98  per  cent. 

Deoxidation  by  Alloying  Metals 

The  addition  of  many  of  the  common  alloying  metals  to  copper  ac- 
complishes the  removal  of  copper  oxide.  The  alloys  thus  formed  are^ 
usually  characterized  by  a  selective  oxidation  in  the  molten  state,  the 
oxide  of  the  alloying  element  forming  instead  of  copper  oxide.  The  study 
of  the  equilibria  between  various  pairs  of  common  elements  and  oxides 
at  temperatures  corresponding  to  the  pouring  ranges  of  the  commercial 
alloys  affords  an  interesting  field  for  research;  the  authors  have  prepared 
samples  that  are  awaiting  analysis. 

Zinc  was  found  to  reduce  CU2O  at  450**  C. ;  tin,  between  OOO""  and  800** 
C. ;  while  lead  was  without  reaction  at  temperatures  below  360*.  These 
reductions  should  be  borne  in  mind  in  considering  the  nature  of  oxide 
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impurities  which  form  by  o^dation  of  the  molten  metal,  thus  as  long  as 
brass  contained  free  zinc  we  should  expect  to  find  copper  oxide  as  an 
impurity. 

Physical  Action  of  Flttxess 

As  stated  before,  the  physical  action  of  fluxes  is  very  rapid  and  appears 
to  be  greatly  out  of  ^proportion  to  the  amount  of  flux  added.  In  discussing 
the  effects  of  fluxes,  it  is  necessary  to  consider  each  class  separately.  We 
have  no  evidence  that  the  chloride  fluxes  produce  any  change  in  the  com- 
position of  the  metal,  the  chloride  coverings  may  remove  metallic  oxides 
to  some  extent,  while  the  deoxidizers  accomplish  this  result  much  more 
effectively.  The  physical  effects  of  the  chloride  fluxes  will  then  be 
largely  those  produced  by  surface  changes,  but  these  changes  may  be 
great  and  of  considerable  practical  importance.  The  changes  produced 
in  the  metal  in  the  second  class  are  incidental  and  need  not  be  considered 
here.  In  the  case  of  deoxidizers  there  is  more  or  less  complete  removal  of 
oxide  impurities.  If  these  oxides  are  merely  suspended  or  physically 
mixed  with  the  metal,  the  physical  changes  in  the  metal  will  not  be  great 
except  where  a  surface  change  is  produced  at  the  same  time.  If,  however, 
the  deoxidizer  removes  an  oxide  from  solution  in  the  metal  such  physical 
properties  of  the  metal  as  melting  point,  viscosity,  and  surface  tension 
may  be  changed.  These  changes  on  the  molten  metal  are  likely  to  be 
small  in  comparison  with  surface  changes.  Their  effects  on  the  physical 
properties  of  the  cast  metal,  on  the  other  hand,  may  be  great,  as  in  the 
case  of  copper  in  which  they  change  nearly  all  of  the  mechanical  properties 
and  the  electrical  conductivity. 

The  surface  of  many  molten  metals  becomes  covered  with  a  surface 
film  of  mixed  oxide  and  metal.  While  the  thickness  of  the  film  appears 
to  be  greatest  where  it  is  in  direct  exposure  to  the  air,  it  seems  to  surround 
the  molten  metal  more  or  less  completely.  The  effect  on  the  mobility  of 
the  molten  metal  is  to  give  an  effect  of  increased  viscosity.  It  is  similar 
to  surrounding  a  mass  of  water  by  a  thin  rubber  wall.  The  mobility  of 
the  mass  would  be  changed  greatly  while  the  rubber  wall  would  be  with- 
out effect  on  the  viscosity  of  the  water.  The  tenacity  of  the  surface  film 
is  very  greati  n  the  case  of  aluminum.  With  copper,  the  film  does  not 
form  to  a  similar  extent  on  account  of  the  solubility  of  the  copper  oxide  in 
molten  copper.  There  must,  of  course,  be  some  aflinity  between  the 
oxide  and  the  metal,  at  least  suflScient  to  cause  wetting,  or  the  film  would 
not  be  tenacious.  In  handling  the  metal,  the  increased  viscosity  due  to 
the  film  has  undesirable  effects,  such  as  interfering  with  proper  stirring  and 
preventing  the  metal  from  flowing  freely  into  and  fllling  in  sharp  comers 
of  a  mold. 

The  effect  of  the  film  is  noticed  in  attempting  to  melt  finely  divided 
metal,  such  as  aluminum.    The  metal  may  be  heated  considerably  above 
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its  melting  point  without  the  particles  coalescing.  They  may  become 
almost  spherical  and  consist  of  molten  metal  surrounded  in  a  bag  of  sur- 
face film.  The  globules  may  touch  each  other  but  the  films  prevent  the 
metal  from  collecting  in  larger  particles.  If  the  films  are  broken  mechan- 
ically, the  particles  will  unite.  The  effect  of  fluxes  upon  these  films  has 
already  been  discussed  imder  the  head  of  chemical  action.  In  the  case  of 
aluminum,  the  chloride  fluxes  cannot  react  chemically  with  the  film  itself; 
they  may  react  with  the  metal  underneath  if  they  are  able  to  penetrate 
through  the  surface  film. 

We  are,  therefore,  forced  to  the  conclusion  that  the  real  action  of  such 
fluxes  is  physical  in  nature.  It  may  be  largely  mechanical.  That  is,  the 
rapid  evaporation  of  the  flux  at  the  points  of  contact  with  the  surface 
film  may  mechanically  break  the  film,  allowing  the  molten  particles  to 
unite.  The  flux  may  penetrate  through  the  film  and  react  with  the 
metal  below,  giving  a  volatile  substance  which  disrupts  the  film.  Since 
the  fluxes  themselves  and  the  volatile  products,  possibly  by  a  chemical 
reaction,  are  of  about  the  same  volatility,  this  explanation  does  not  appear 
to  hold.  In  certain  experiments,  the  writers  have  conducted  vapors  of 
these  fluxes  over  oxide  films  on  finely  divided  particles  of  aluminum 
without  causing  the  union  of  the  particles.  On  the  other  hand,  it  has 
been  possible  by  suitably  protecting  the  finely  divided  metal  particles 
from  oxidation  to  cause  a  complete  coalescence  by  mechanical  means 
without  addition  of  a  flux.  This  mechanical  explanation  was  long  ago 
advanced  by  Gillett,  after  considerable  experience  in  the  melting  of  alu- 
minum filings  and  turnings.  The  authors  have  been  able  to  cause  good 
fluxing  of  finely  divided  aluminum  particles  by  adding  aluminum  chloride^ 
which  is  the  reaction  product  of  any  possible  chemical  reaction  with  the 
original  chlorides  and  which  is  itself  without  chemical  action  on  the  metal 
or  the  oxide.     The  action  would  seem  to  be  mechanical  without  a  doubt. 

Another  possible  explanation  would  be  the  partial  solution  of  the 
surface  film  in  the  thin  layer  of  molten  flux  that  exists  before  the  flux  is 
volatilized,  which  causes  a  weakness  in  the  film  and  allows  it  to  break. 
We  have  no  experimental  evidence  of  this. 


DISCUSSION 

T.  P.  Thomas. — When  a  metal  chloride  flux  is  added  to  a  charge 
of  molten  metal,  two  possible  chemical  reactions  may  result — ^that 
between  the  chloride  and  the  metal  and  that  between  the  chloride  and 
the  oxide  of  the  metal.  In  the  former  reaction  the  metal  resulting  from 
the  reduction  of  the  flux  may  either  volatilize  or  alloy  with  the  metal 
to  be  fluxed,  while  in  the  latter  reaction  the  metal  unites  with  the  oxide 
impurities  in  the  charge  and  floats  to  the  surface. 
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H.  J.  Roast,*  Montreal,  Que. — When  brass  is  poured  through  a 
molten  borax  flux,  the  borax  does  not  go  into  the  caisting.  In  England, 
in  making  alloys  of  gold  and  silver,  borax  was  used  as  a  cover;  also  when 
casting  brass  when  we  did  not  wish  to  have  anything  wrong  with  the  cross- 
section  of  the  bar,  which  is  often  polished.  There  is  no  difficulty  at  all 
in  getting  the  metal  free  from  occluded  borax  flux.  Fluxes  are  used  to 
keep  away  the  air  and  the  flux  that  will  melt  at  a  temperature  nearest 
to  the  temperature  of  the  molten  alloy  is  the  best  for  the  purpose. 

F.  A.  ScHUTZ,  Decatur,  111. — Borax  injures  the  crucibles  to  such 
an  extent  that  they  will  give  only  one-half  as  many  heats  as  they  would 
otherwise.  My  experience  is  that  charcoal  and  glass  make  the  best 
flux.  It  is  dirty  but  it  does  not  affect  the  crucible  and  the  metal  comes 
out  in  the  best  condition.  Any  kind  of  glass  may  be  used.  At  one 
time  the  use  of  colored  glass  was  advocated  but  nothing  is  gained  by  its 
use.  In  a  Schwartz  furnace  I  use  borax.  Much  of  the  trouble  is  due  to 
a  desire  to  get  out  the  greatest  possible  number  of  heats  in  a  day.  As 
a  result  the  temperature  is  raised  so  rapidly  that  the  outside  of  the  metal 
is  burned  before  the  inside  is  melted. 

W.  V.  Berry,  New  Brighton,  Pa. — ^The  glass  forms  a  slag  that 
protects  the  metal  from  the  occluding  gases  while  the  charcoal  has  a 
tendency  to  take  the  oxygen  or  hydrogen  from  the  metal. 

*  Metallurgical  Chemist,  James  Hobertson  Co.,  Ltd. 


676     ROASTING  AND   CHLORIDIZING  OP  BOLIVIAN   SILVER-TIN   ORES 


Roasting  and  Chloridizing  of  Bolivian  Silver-tin  Ores 

By  M.  G.  F.  S6HNLEIN,  E.  M.,  Santiago,  Chilb,  S.  A. 

(New  York  Meeting.  February.  1921) 

In  the  metallurgical  treatment  of  sulfide  silver-tin  ores  mined  at 
Oruro,  Potosf,  and  Choeaya,  the  most  important  and  difficult  step  is 
chloridizing-roasting.  The  ores  are  chiefly  mined  from  veins  in  rhyolite, 
a  detailed  description  of  which  can  be  found  in  most  textbooks  on  ore  de- 
posits. The  chief  gangue  minerals  are  pyrite  and  quartz,  and  the  silver 
content  is  derived  from  tetrahedrite,  jamesonite,  stibnite,  and  cylindrite. 
Most  of  the  tin  is  present  in  the  form  of  a  rather  impure  cassiterite,  which 
forms  microcrystalline  aggregates  of  varying  richness  with  quartz  and 
pyrite;  occasionally,  some  tin  is  found  as  stannite,  cylindrite,  and  other 
complex  sulfantimonates.  The  silver  content  of  the  minerals  that  com- 
pose the  ore  is  approximately  as  follows:  Pyrite,  3  to  5  oz.  per  ton;  jame- 
sonite,  30  to  50  oz.  per  ton;  galena,  40  to  50  oz.  per  ton;  stibnite,  30  to 
150  oz.  per  ton;  cylindrite,  200  to  300  oz.  per  ton;  tetrahedrite,  500  to 
3000  oz.  per  ton.  Occasionally,  some  ruby  silver  ore  is  found,  but  it  is 
very  rare.  In  the  mines  of  Oruro,  which  are  the  deepest  in  the  sulfide 
zone,  tetrahedrite  has  nearly  disappeared,  stibnite,  janiesonite,  and,  in 
the  deepest  levels,  cylindrite  taking  its  place. 

At  present,  there  are  six  mills  treating  this  ore,  two  at  Potosf, 
two  at  Choeaya,  one  at  Poopo,  and  one  at  Machacamarca.  The  ore  is 
crushed  dry,  given  a  chloridizing  roast,  leached  with  water  and  hyposul- 
fite  solution  (or  with  brine)  to  extract  gold,  silver  and  copper,  and  cpn- 
centrated  for  tin  with  or  without  regrinding. 

Early  Ore-treatment  Methods 

In  the  earlier  days,  these  ores  were  treated  by  chloridizing-roasting 
followed  by  amalgamation,  with  satisfactory  results,  according  to  the 
information  now  available.  Material  from  old  tailing  dumps  from  ore 
treated  by  this  process,  which  are  found  at  several  places  in  the  vicinity  of 
Oruro,  seldom  contains  more  than  5  to  6  oz.  of  silver  per  ton.  As  ore 
with  less  than  100  oz.  per  ton  was  not  treated,  the  extraction  of  silver 
must  have  been  good.  Reports  of  the  operating  companies  published 
about  1890  asserted  that  over  90  per  cent,  of  the  silver  was  recovered,  but 
in  these  calculations,  as  a  rule,  no  allowance  was  made  for  silver  lost  dur- 
ing roasting  and  the  figure  referred  only  to  the  extraction  of  silver  by 
amalgamation  from  the  roasted  ore. 
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Between  1890  an4  1900,  amalgamation  was  replaced  by  leaching  with 
either  hyposulfite  solution  or  brine.  It  is  remarkable  that  tailings  from 
high-grade  ore  treated  by  amalgamation  and  those  derived  from  ores  of 
much  lower  grade  that  have  been  leached  contain  about  the  same  amount 
of  silver,  namely,  from  5  to  7  oz.  per  ton.  The  percentage  of  chloridizing 
that  can  be  obtained  is  not  directly  proportional  to  the  silver  content  of 
the  ore,  but  it  seems  as  if  the  quantity  of  silver  that  cannot  be  converted 
into  chloride  is  more  or  less  constant.  For  instance,  after  roasting  an  ore 
containing  25  oz.  per  ton,  the  amount  of  silver  that  cannot  be  chloridized 
will  be  5  to  6  oz.  per  ton;  whereas,  with  ore  of  100  oz.  per  ton,  after  roast- 
ing, there  will  be  from  8  to  9  oz.  of  insoluble  silver.  The  silver  that  has 
not  been  chloridized  and  is  left  in  the  tailing  after  amalgamation  or  leach- 
ing cannot  be  dissolved  by  cyanide  or  any  other  commercial  solvent 
known  to  the  writer.  Only  a  small  proportion  of  it  is  contained  in  sul- 
fides that  have  remained  undecomposed  owing  to  imperfect  roasting;  if 
these  tailings,  after  fine  grinding,  are  treated  by  flotation,  a  small  amount 
of  concentrate  having  about  the  same  silver  content  as  the  original  ore 
can  be  obtained  but  the  amount  extracted  is  insufficient  to  pay  for  this 
treatment.  t 

On  account  of  the  difficulty,  expense,  and  silver  loss  connected  with 
chloridizing-roasting,  more  direct  treatments  have  been  tried  for  these 
ores.  Agitating  the  raw  ore  with  cyanide  or  bromine  cyanide  after  fine 
grinding  is  absolutely  ineffective;  neither  can  commercial  results  be 
obtained  by  attempting  to  decompose  the  sulfantimonates  with  metallic 
aluminum,  followed  by  cyanide  treatment.  This  experimenting  was 
carried  out  chiefly  by  one  of  the  best  known  ore-testing  laboratories  in 
the  United  States.  Cyanide  consumption  on  either  raw  or  roasted  ore 
was  excessive,  and  the  extraction  obtained  by  agitating  the  finely  ground 
roasted  and  chloridized  ore  with  cyanide  was  not  better  than  by  leaching  the 
same  material  at  16-mesh  with  hyposulfite.  Therefore,  thus  far  the  old 
method  has  proved  to  be  th^  only  way  of  treating  these  ores;  and  to 
increase  the  mill  capaqity  and  decrease  the  cost,  it  was  necessary  to  find 
a  mechanical  furnace  that  would  perform  roasting  and  chloridizing  as 
well,  or  better,  than  the  old  hand-rabbled  reverberatory  furnaces. 

All  these  ores  contain  from  25  to  35  per  cent,  sulfur.  In  some  plants, 
it  is  customary  to  give  the  ore,  before  crushing,  a  preliminary  roast  in 
kilns,  which  reduces  the  sulfur  content  to  8  to  10  per  cent. ;  this  has  the 
advantage  of  making  the  ore  more  easy  to  crush.  The  partly  oxidized 
ore,  after  having  been  ground  to  about  1  mm.  is  fed  to  hand-rabbled  rever- 
beratory furnaces  where  the  remainder  of  the  sulfur  is  driven  off  and  salt 
is  added  to  complete  the  process.  This  second  roast  has  to  be  carried 
out  with  the  addition  of  fuel,  because  most  of  the  sulfur  has  been  lost  by 
kiln  treatment;  and  since  fuel  is  expensive  in  Bolivia,  it  is  cheaper  to 
omit  kiln  roasting,  crushing  the  raw  ore  at  once  to  the  fineness  required 
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(which  varies  between  2  mm.  and  0.6  mm.)  and  roasting  and  chloridizing 
without  fuel  or  with  a  much  smaller  amount.  In  former  days,  when  good 
crushing  machinery  was  imknown  here  and  the  cost  of  power  was  nearly 
prohibitive,  kiln  roasting  was  justified,  but  under  present  conditions  it  is 
not.  Besides,  it  requires  more  handling  than  direct  crushing  and  roasting. 
I  have  not  been  able  to  ascertain  whether  silver  is  lost  during  kiln  roast- 
ing. A  few  tests  were  made  with  a  kiln  holding  about  750  kg.  of  ore, 
which  varied  in  size  from  2}4  to  J^  in.  (6.4  to  1.3  cm.),  and  one  quarter 
of  the  charge  was  taken  as  a  sample.  One  test  showed  an  appreciable 
loss  in  silver,  but  in  two  others  there  was  a  gain  in  silver,  which  is  impos- 
sible, so  that  the  material  was  too  coarse  to  give  a  reUable  sample. 

Eablt  Chlobidizino  Methods 

Chloridizing  is  simple  and  quick  if  salt  is  added  at  the  correct  stage 
of  the  roast.  If  salt  is  mixed  with  the  ore  before  nearly  all  the  sulfur 
has  been  converted  into  sulfates,  it  will  retard  roasting  and  increase  vola- 
tilization losses;  besides,  salt  is  consumed  unnecessarily.  If  the  salt  is 
added  too  late,  it  will  fail  to  react  properly  and  too  low  a  percentage  of 
silver  will  be  converted  into  chloride.  In  hand-rabbled  furnaces,  the 
correct  anK)unt  of  salt  is  3.5  per  cent,  for  an  ore  of  25  oz.  per  ton  and  5  per 
cent,  for  50-oz.  ore.  An  excess  of  salt  has  no  particularly  harmful  effect 
on  the  process,  but  the  excess  is  left  undecomposed  in  the  roasted 
ore,  and  during  the  water-wash  that  precedes  hyposulfite  leaching, 
it  forms  brine  which  dissolves  silver  chloride. 

Usually  the  hand-rabbled  reverberatory  furnace  has  one  continuous 
hearth,  10  ft.  (3  m.)  wide,  divided  into  three  sections  10  ft.  long.  There 
is  a  drop  of  4  in.  from  one  section  to  the  other,  the  highest  being  n^xt  to 
the  flue,  where  the  raw  ore  is  charged  through  a  drop  hole  in  the  arch. 
A  charge  of  700  kg.  is  brought  into  the  furnace  and  rabbled  until  it  ignites. 
During  normal  operation  there  is  a  charge  in  each  section  of  the  hearth 
and  care  is  taken  that  no  ore  is  rabbled  into  the  section  lower  down 
than  it  belongs.  If  the  charge  on  the  third  section  is  so  far  roasted  that 
it  shows  but  a  few  sparks  when  rabbling,  the  salt  is  shoveled  into  the 
furnace.  The  decrepitation  of  the  salt  causes  violent  dusting;  therefore, 
the  draft  of  the  furnace  is  shut  off  until  decrepitation  ceases.  After 
the  damper  is  again  opened,  the  charge  is  rabbled  until  chloridizing  is 
completed,  when  the  ore  wiU  not  flow  but  packs  together  somewhat  like 
snow  and  stands  up  with  nearly  Vertical  sides.  The  chloridizing  takes  a 
little  less  than  1  hr.  in  these  furnaces;  once  the  ore  begins  to  pack,  it  is 
useless  to  continue  rabbling,  because  the  percentage  of  chloridizing  is 
not  increased.  If  worked  by  two  men,  one  furnace  has  a  capacity  of  4 
to  4.5  metric  tons  per  24  hr.  A  little  taquia  fuel  (llama  dimg)  is  used 
during  chloridizing,  because  it  is  not  possible  to  rabble  the  charge  during 
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chloridizing  as  continuously  as  during  oxidizing,  on  account  of  the 
corrosive  fumes  that  escape  through  the  working  doors,  for,  to  keep 
down  the  volatilization  losses  the  furnace  is  worked  with  a  reduced 
draft. 

A  charge  remains  about  4  hr.  in  each  section  and  is  in  the  furnace 
altogether  12  hr.,  of  which  less  than  1  hr.  is  used  for  chloridizing.  It 
would  therefore  be  a  mistake  to  try  to  chloridize  continuously,  adding  salt 
to  the  last  hearth  or  section  of  some  kind  of  mechanical  furnace,  because 
the  atmosphere  in  the  furnace  would  be  charged  with  chlorine  which 
retards  roasting  and  attacks  the  metal  parts.  Moreover,  continuous 
work  has  the  disadvantage  that,  if  ore  with  insufficient  or  too  much 
sulfur  enters  the  chloridizing  section  poor  work  will  be  done  until  condi- 
tions are  improved,  which  will  take  considerable  time  with  a  roasting 
furnace  of  some  size. 

Satisfactory  metallurgical  results  are  obtained  from  hand-rabbled 
furnaces  worked  by  competent  men;  formerly,  these  could  be  found  as 
chloridizing  roasting  has  been  practiced  in  Bolivia  for  generations.  The 
average  silver  loss  caused  by  dusting  and  volatilization  during  a  period  of 
several  years  was  calculated  to  be  6  to  7  per  cent,  at  Machacamarca;  if 
the  furnace  is  worked  carefully,  the  loss  can  be  reduced  to  a  lower  figure 
as  was  proved  by  an  experiment  described  later.  The  cost  of  roasting 
was  not  high,  being  around  $2  (U.  S.  currency)  per  metric  ton,  including 
everything,  but  as  the  plants  grew  in  size  and  tin  mining  drew  a  large 
percentage  of  the  men  away  from  the  silver  mines,  it  became  imperative 
to  use  mechanical  furnaces. 

Roasting  Huanchaca  Orb 

Thie  CompafLfa  Huanchaca  de  Bolivia  led  the  way  in  installing  a 
mechanical  roasting  plant.  The  Huanchaca  ore  is  a  heavy  sulfide 
with  a  large  proportion  of  blende;  it  carries  no  tin  but  contains  similar 
silver  minerals  and  is  treated  by  the  same  process  as  the  ores  referred  to 
in  this  paper;  therefore,  a  short  description  of  the  plant  is  of  interest. 
The  ore  was  given  an  oxidizing  roast  in  Kaufmann  furnaces,  which  are 
small  circular,  superimposed  hearth  furnaces  of  the  McDougall  type,  and 
the  product  from  several  of  these  was-fed  to  a  furnace  of  the  same  type 
where  it  was  mixed  with  salt  and  chloridized.  This  installation  was  not 
satisfactory,  the  loss  of  silver  through  dusting  and  volatilization  was 
much  higher  than  in  the  hand-rabbled  revetberatories  and  chloridizing 
was  not  as  good.  The  latter  was  due  to  changes  in  conditions  in  the  oxi- 
dizing fxunaces;  the  sUghtest  change  in  fineness  or  sulfur  content  of  the 
ore,  or  of  the  temperature  of  the  furnaces  would  result  in  a  product  with 
either  too  much  or  not  sufficient  sulfur  being  delivered  to  the  chloridizer. 
Further,  because  of  continuous  contact  of  the  furnace  shaft  and  rabbles 
with  chlorine  fumes,  thelse  parts  corroded  quickly  and  had  to  be  replaced 
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every  four  or  five  months.  The  furnaces  were  only  air  cooled;  if  water 
cooling  had  been  used  the  material  might  have  given  longer  service.  For 
these  reasons,  the  chloridizing  furnace  was  abandoned  and  the  product 
from  the  oxidizing  roasters  was  fed  to  ordinary  hand-rabbled  reverbera- 
tories  and  chloridized  in  the  old  way.  Although  this  arrangement  dis- 
penses with  considerable  labor,  it  requires  strong  and  skilled  workmen. 
It  also  has  the  same  disadvantage  as  the  mechanical  system;  that,  if  con- 
ditions in  the  first  stage  of  roasting  are  not  kept  strictly  uniform,  and  it 
has  been  proved  that  this  is  not  possible,  chloridizing  will  be  unsatis- 
factory. I  am  indebted  for  this  information  to  Mr.  L.  Wurhaft,  formerly 
metallurgist  to  the  Huanchaca  Co. 

First  Mechanical  Furnace  at  Machacamarca 

The  first  mechanical  furnace  installed  at  the  Machacamarca  plant  of 
the  Compafifa  Minera  de  Oruro  was  a  six-hearth  McDougall  with  an 
inside  diameter  of  143^  ft.  (4.4.  m.).  It  was  .first  used  in  connection  with 
two  hand-rabbled  chloridizing  furnaces,  where  the  calcines  were  mixed 
with  salt.  The  furnace  was  fed  with  ordinary  run-of-mine  ore  which 
contained  about  35  oz.  of  silver  per  ton  and  30  per  cent,  sulfur;  the  pro- 
duct from  the  McDougall  contained  from  4  to  4.5*  per  cent,  sulfur.  It 
was  soon  evident  that  the  silver  losses  in  the  McDougall  furnace  were 
much  higher  than  in  the  reverberatory  furnaces.  The  loss  of  weight  during 
roasting  is  from  18  to  20  per  cent,  on  an  ore  with  about  30  per  cent,  sulfur; 
therefore,  if  the  raw  ore  assays  35  oz.  per  ton,  the  roasted  ore  should  con- 
tain approximately  42  oz.  per  .ton  if  no  silver  were  lost  during  roasting. 
Instead  of  this,  the  product  from  the  McDougall  furnace  assayed,  usu- 
ally, a  little  less  silver  than  the  raw  ore,  which  proved  that  at  least  20 
per  cent,  of  the  silver  passed  through  the  stack.  Later  tests  proved  this 
loss  to  be  much  higher.  .  The  capacity  of  the  furnace  was  20  metric  tons 
per  24  hr.  when  roasting  from  30  per  cent,  sulfur  to  about  4  per  cent. 
Water  cooling  was  used,  because  on  a  30  per  cent,  sulfur  charge,  the 
furnace  would  run  so  hot  that  if  no  particular  care  was  taken,  the  ore 
would  sinter  on  the  tliird  hearth,  causing  frequent  breakage  of  rabble 
teeth.  The  higher  the  temperature,  the  heavier  were  the  silver  losses 
through  volatilisation.  The  economy  in  labor  was  not  as  great  as  had 
been  expected,  because  one  attendant  was  needed  for  the  McDougall 
and  four  furnacemen  were  required  at  the  reverberatories  for  chloridizing. 
These  men  could  have  roasted  and  chloridized  9  tons  per  day,  using  the 
reverberatories  without  the  McDougall,  so  that  the  cost  of  labor  was 
only  reduced  to  about  45  per  cent. 

It  was  therefore  evident  that  the  furnace  should  be  used  in  some  other 
way.  For  some  time,  the  attempt  was  made  to  assist  chloridizing  by 
feeding  salt  continuously  into  the  furnace  on  the  fifth  hearth.  The  rab- 
ble? are  so  set  that  on  this  hearth  the  ore  is  moved  from  the  periphery  to 
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the  center,  so  that,  if  salt  was  fed  through  one  of  the  working  doors  on 
the  fifth  hearth  chloridizing  was  carried  on  on  the  entire  surface  of  the 
fifth  and  sixth  hearths.  But  at  this  point  the  ore  was  not  sufficiently 
roasted  to  react  well  with  the  salt,  and  the  final  product  from  the  furnace 
contained  too  much  sulfur  and  unchloridized  silver  to  allow  dispensing 
with  finishing  in  the  reverberatories.  Later,  in  order  to  reduce  the  heavy 
losses  of  silver,  the  furnace  was  used  only  for  roasting  ore  containing 
from  12  to  15  oz.  of  silver  per  ton  with  about  25  per  cent,  sulfur,  but 
even  on  this  material  the  silver  losses  were  entirely  too  high. 

The  charge  for  the  McDougall  furnace  is  now  prepared  by  mixing  low- 
grade  fines  of  run-of-mine  ore  with  high  sulfur  content  with  silver-tin  ore 
which  carries  only  15  to  20  per  cent,  sulfur.  When  working  on  this  ore  the 
furnace  has  a  maximum  capacity  of  22  metric  tons  per  24  hr.  and  delivers 
its  product  to  one  reverberatory  furnace  for  finishing  and  chloridizing, 
instead  of  to  two  furnaces  as  was  the  former  practice.  On  ore  with  more 
than  30  per  cent,  sulfur,  the  capacity  is  only  17  tons.  No  fuel  is  used  in 
the  McDougall,  but  a  small  amoimt  must  be  supplied  to  the  reverbera- 
tory furnace  so  as  to  keep  its  temperature  high  enough  for  continuous 
chloridizing.  The  difficulty  common  to  all  continuous  chloridizing  is 
experienced  here — slight  variations  in  the  McDougall  furnace  caused 
by  different  composition  of  the  ore,  etc.,  is  at  once  reflected  in  the  results. 
An  attempt  to  remedy  this  was  made  by  placing  a  small  bin  between  the 
McDougall  and  the  reverberatory,  where  the  partly  roasted  ore  could  be 
stored,  if  it  came  down  with  too  much  sulfur.  With  this  arrangement, 
two  men  working  at  the  reverberatory  furnace  could  finish  roasting  to  the 
desired  point  without  having  to  add  the  salt,  and  if  the  ore  came  down 
with  too  much  sulfur,  the  charge  to  the  furnace  could  be  at  once  reduced. 
But  it  takes  several  hours  to  bring  the  McDougall  furnace  back  to  proper 
conditions,  and  if  too  much  half -roasted  ore  was  held  in  the  bin,  it  became 
too  cold  for  chloridizing,  so  that  this  arrangement  was  not  satisfactory. 
Often  some  of  the  ore  had  to  be  chloridized  before  it  was  properly  roasted 
to  prevent  its  becoming  so  cold  that  it  would  spoil  the  work  of  the  rever- 
beratory roaster  altogether.  If,  on  the  other  hand,  the  ore  came  down 
too  far  oxidized,  chloridizing  would  be  bad  because  the  salt  could  not  react 
properly  with  the  ore;  there  was  no  remedy  for  this,  except  mixing  with 
elemental  sulfur  before  chloridizing,  which  procedure,  is  far  too  compli- 
cated and  too  expensive  for  practical  work. 

Losses  Through  Dusting  and  Volatilization 

Losses  of  silver  through  dusting  and  volatilizing  can  be  prevented  by 
passing  the  roaster  gases  through  a  Cottrell  precipitator.  Experiments 
made  by  a  representative  of  the  International  Precipitation  Co.  showed 
that  9500  cu.  ft.  of  gas  containing  0.32  gm.  of  soUds  passed  each  minute 
out  of  the  stack  of  the  McDougall  furnace.    Therefore,  4300  kg.  of  dust 
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were  carried  away  per  24  hr.  At  that  time  the  feed  to  the  fiimaoe  was 
22,400  kg.  per  24  hr.  of  ore  carrying  670  gm.  silver  per  ton.  The  sample 
collected  in  the  filter  assayed  1070  gm.  per  ton;  therefore,  a  little  over  30 
per  cent,  of  all  the  silver  that  goes  to  the  furnace  is  lost  through  the  stack. 
The  flue  dust  is  a  mixture  of  totally  oxidized,  half  oxidized,  and  raw  ore, 
and  contains  considerable  antimony  trioxide.  The  erection  of  a  Cottrell 
treatef  alone  would  not  have  solved  the  problem,  for  the  chief  difficulty 
was  the  disposal  of  the  dust.  (1)  It  might  be  returned  to  the  furnace  feed; 
(2)  it  might  be  fed,  together  with  raw  ore,  to  one  or  more  of  the  hand- 
rabbled  reverberatory  furnaces;  (3)  it  might  be  treated  separately,  without 
further  roasting,  by  some  hydrometallurgical  process. 

The  first  method  has  the  advantage  of  simplicity,  but  as  the  gases 
leave  the  McDougall  furnace  at  about  180®  C,  all  antimony  trioxide  driven 
off  would  be  collected  by  the  Cottrell  treater  and,  since  it  cannot  remain 
in  the  furnace  on  account  of  the  high  temperature  it  would  accumulate 
between  the  outlet  of  the  McDougall  and  the  Cottrell  apparatus,  making 
it  necessary  to  clean  the  conduits  quite  frequently,  thus  causing  great 
irregularity  in  operating  the  furnace.  It  was  suggested  that  the  gases 
be  kept  so  hot  that  antimony  trioxide  would  not  be  condensed  during 
their  passage  through  the  treater,  but  this  would  have  been  very  delicate, 
and  the  furnace  construction  did  not  allow  the  construction  of  the  Cottrell 
treater  directly  on  top  of  it. 

The  second  way,  feeding  the  dust  to  other  furnaces,  has  the  disad- 
vantage that  a  certain  proportion  of  the  dust  would  again  be  lost;  and 
although  this  scheme  on  the  whole  would  be  feasible,  and  has  been  fre- 
quently practised  here  with  dust  caught  in  the  dust  chamber  of  the  Mc* 
Dougall,  it  is  not  practical  because  it  reduces  the  capacity  in  the  other 
furnaces. 

As  the  dust  is  a  mixture  of  raw  and  roasted  ore,  it  seemed  practically 
impossible  to  obtain  a  satisfactory  extraction  by  agitation  with  brine, 
cyanide,  or  hyposulfite  solutions.  Cyanide  and  hyposulfite  failed  to 
extract  appreciable  amounts  of  silver,  but  nearly  60  per  cent,  could  be 
dissolved  by  a  prolonged  agitation  of  the  dust  with  hot  brine,  to  which  a 
small  amount  of  copper  sulfate  had  been  added.  The  residue  of  this 
agitation-leaching  was  treated  by  oil  flotation,  yielding  a  product  of  41 
oz.  per  ton;  this  brought  the  total  extraction  up  to  85  per  cent.  After- 
wards an  attempt  was  made  to  combine  the  two  processes  in  one  operation 
by  agitating  with  brine  and  copper  sulfate  in  the  flotation  machine  and 
adding  oil  at  the  same  time,  but  no  mineral  froth  could  l>e  formed. 

The  proposed  hydrometallurgical  treatment  would  therefore  have  con- 
sisted of  the  following  processes:  Agitation  with  brine  and  copper  sulfate, 
precipitating  the  solution  on  copper  and  iron;  decantation  of  the  solvent 
and  washing  once  or  twice  with  water;  oil  flotation  of  the  residue,  filtering 
and  drying  the  concentrate  and  feeding  it  to  the  reverberatory  furnaces 
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together  with  raw  ore.  The  same  objection,  that  a  certain  amount  of 
this  flotation  concentrate  might  be  carried  away  again  by  the  draft  in 
the  reverberatory  furnaces,  could  be  made  here,  but  the  sulfide  in  the 
dust  is  much  coarser  than  the  oxidized  material,  since  it  comes  from  the 
upper  hearths  of  the  McDougall  furnace,  where  the  draft  is  strongest,  and 
only  the  finest  of  the  oxidized  grains,  which  come  from  lower  hearths,  will 
finally  reach  the  stack,  the  coarser  ones  being  again  deposited  on  hearths 
higher  up  in  the  furnace. 

The  operation  of  a  plant  like  that  described  on  a  basis  of  about  4  tons 
per  day  would  be  expensive  and  inconvenient;  besides,  this  treatment  is 
so  complicated  that  perhaps  feeding  all  the  dust  back  to  the  reverberatory 
furnaces  would  have  been  preferable.  Very  likely  a  Cottrell  treater 
would  have  been  installed  and  the  precipitate  from  it  have  been  treated 
in  the  hand-rabbled  furnaces,  if  there  had  not  been  developed,  just  at  that 
time,  a  system  of  roasting  which  made  the  Cottrell  precipitator 
superfluous. 

There  is  little  information  available  concerning  the  treatment  of  dust 
collected  from  roaster  gases  by  the  Cottrell  process.  Where  ore  or  con- 
centrate are  roasted  prior  to  smelting,  the  dust  is  usually  bypassed  the 
roasting  fxunace  and  sent  to  the  smelter  together  with  the  roasted  ore. 
However,  I  do  not  know  of  an  instance  where  roasting  is  conducted  as  a 
preparation  for  some  hydrometallurgical  process,  and  where  the  dust  col- 
lected by  the  Cottrell  treater  is  either  treated  by  a  special  process  or 
ref ed  to  the  roaster.  Generally,  descriptions  of  plants  of  this  type  state 
that  the  dust  is  collected  for  future  treatment.  This  is  unsatisfactory 
and  it  is  far  better  to  use  a  type  of  roasting  fiu'nace  that  does  not  blow 
a  large  percentage  of  its  charge  into  the  air,  as  do  all  circular  superim- 
posed hearth  fiu'naces,  thus  requiring  the  installation  of  costly  and  deli- 
cate precipitation  apparatus  which  finally  recovers  the  ore  that  is  carried 
away  in  the  fumes  in'  such  a  form  that  the  valuable  metals  from  it  cannot 
be  recovered. 

Straioht-line  Revebbebatory  Fubnace 

The  only  type  of  furnace  from  which  any  result  could  be  expected  was 
the  straight-line  reverberatory  Edwards  or  Merton.  Furnaces  of  the 
revolving  drum  type,  which  were  formerly  extensively  used  for  chloridiz- 
ing  roasting,  make  as  much  dust  as  the  superimposed-hearth  furnaces  of 
the  McDougall  type,  if  not  more.  Blast  roasting  could  not  be  used  on 
account  of  the  high  sulfur  content,  and  even  after  having  reduced  the 
sulfur  by  kiln-roasting,  there  was  enough  of  it  left  to  prevent  sintering 
in  the  blast-roasting  furnace.  Moreover,  chloridizing  was  not  satisfac- 
tory with  this  treatment. 

The  next  step  in  experimenting  with  mechanical  roasters  at  Machaca- 
marca  was  the  erection  of  a  straight-line,  one-hearth  Merton  furnace 
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with  five  spindles  as  shown  m  Fig.  1.  This  type  of  furnace  was  selected 
because  it  fitted  best  in  the  plant,  the  hand-rabbled  reverberatories  hav- 
ing about  the  same  dimensions.  In  order  to  get  a  good  idea  of  the  move- 
ment of  the  ore  through  the  furnace,  the  ironwork  was  completely 
erected  before  the  arch  was  built.  Every  spindle  had  but  one  rabble  arm, 
which  was  5  ft.  long,  and  the  rabble  teeth  were  so  placed  on  the  arm  that 
one-half  of  them  project  forwards  about  6  in.  and  the  other  half  are  6  in. 
backwards.  These  teeth  are  alternated,  the  object  being  to  have  the 
back  teeth  cut  furrows  in  the  ridges  made  by  the  front  teeth. 

If  sand  was  fed  at  the  center  of  the  first  rabble,  it  was  gradually  pushed 
outwards  until  the  last  teeth  of  the  second  rabble  started  raking  it  into 
the  second  zone  of  the  furnace,  which  was  formed  by  the  second  and  third 
rabbles.    The  second  rabble  raked  the  sand  inwards  and  the  third  rabble 
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FiQ.  1. — Straight-line  one-hearth  Merton  furnace. 

raked  it  outwards  again;  no  material  entered  the  third  zone,  which  is 
formed  by  the  fourth  and  fifth  rabbles,  until  it  had  traveled  nearly  the 
whole  surface  of  the  second  zone.  It  was  remarkable  how  well  the  Mer- 
ton principle  of  zone-rabbling  worked,  and  the  speed  of  the  driving  ma- 
chinery was  so  regulated  that  the  material  traveled  in  8  hr.  from  the  feed 
to  the  discharge  end.  This  was  supposed  to  be  long  enough  for  good 
roasting  and  chloridizing.  All  rabbles  were  provided  with  water  cooling. 
No  attempt  was  made  to  chloridize  continuously  as  it  was  thought  that 
better  results  could  be  obtained  by  intermittent  work.  The  five  spindles 
were  driven  through  bevel  gears  from  one  shaft,  which  was  cut  be- 
tween the  third  and  fourth  spindle,  a  jaw  clutch  being  placed  at  this  point. 
This  arrangement  allowed  the  independent  operation  of  the  fourth  and 
fifth  spindles,  while  the  first  three  were  stopped. 

The  furnace  was  charged  near  the  center  of  the  first  spindle  through 
a  drop  hole  in  the  arch  and  the  roaisted  ore  was  discharged  through  a 
radial  slot  under  the  last  rabble.  This  slot  could  be  opened  and  closed 
by  a  sheet-iron  slide  operated  from  the  outside  of  the  furnace. 

The  operation  of  the  furnace  was  as  follows :  After  heating  the  furnace 
by  burning  taquia  fuel  and  oil  on  the  hearth  at  the  last  four  rabbles,  ore 
was  fed  at  the  first  rabble;  after  some  time  the  ore  would  be  spread  all 
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through  the  furnace.  As  soon  as  it  appeared  to  be  sufficiently  roasted 
at  the  last  two  rabbles,  the  clutch  was  thrown  out  (releasing  the  first 
three  rabbles)  and  the  necessary  amount  of  salt  was  shoveled  in  through 
the  working  doors  at  the  fourth  and  fifth  rabbles.  After  chloridizing  for 
about  20  to  30  min.,  the  discharge  slide  was  opened  and  the  chloridized 
charge  drawn  off.  After  closing  the  discharge  slide,  all  five  spindles  were 
again  put  into  operation  and  a  charge  of  raw  ore  was  fed  at  the  first  spin- 
dle. Thie  idea  of  stopping  the  first  three  rabbles  during  chloridizing  was  to 
prevent  ore  from' the  second  zone,  which  was  not  roasted  enough,  from 
entering  the  third  zone  and  spoiling  chloridizing. 

All  the  raw  ore  was  not  fed  at  one  time  for  this  would  cool  off  the  fur- 
nace too  much;  one  half  was  fed  and  the  remainder  about  ^i,  hr.  later, 
after  the  first  half  had  begun  to  ignite. 

If  the  ore,  during  roasting,  had  behaved  in  the  same  way  as  the  sand 
with  which  the  movement  was  studied,  the  furnace  would  have  worked 
admirably.  But  as  soon  as  the  ore  becomes  hot,  it  flows  easily  in  the 
furnace,  so  that,  instead  of  being  nearly  8  hr.  on  its  way  between  feed 
and  discharge,  it  required  less  than  )'^  hr.  for  raw  ore  to  appear  at  the 
last  rabbles;  therefore,  raw  ore  and  nearly  roasted  ore  were  constantly 
mixed;  and  to  obtain  a  properly  roasted  charge  in  the  third  zone,  part  of 
the  ore  had  to  remain  much  longer  in  the  furnace  than  was  necessary 
and  had  to  be  over-roasted  in  order  to  roast  the  raw  ore  that  had  just  been 
charged.  This  not  only  caused  high  silver  losses  through  volatilization 
of  silver  from  the  over-roasted  ore  but  decreased  the  capacity  of  the  fur- 
nace until  it  would  not  keep  its  temperature  through  the  combustion  of 
heat  of  the  ore  alone,  and  after  drawing  off  a  charge,  a  small  amount  of 
taquia  fuel  had  to  be  burnt  on  the  hearth  of  the  third  zone.  The  losses 
of  silver  were  nearly  as  high  as  in  the  McDougall  furnace,  and  the  furnace 
could  be  considered  as  an  absolute  failure.  But  its  operation  showed  that 
chloridizing  was  more  rapid  and  better  than  in  the  hand-rabbled  fiu'naces, 
and  that  the  consumption  of  salt  could  be  reduced  to  about  60  per  cent. 
This  is  to  be  attributed  to  the  rapid  and  thorough  mixing  afforded  by 
overlapping  rabbles.  The  furnace  was  operated  diuing  several  months 
in  this  way  and  many  plans  were  tried  to  improve  the  results.  The 
speed  of  the  rabbles  was  varied  from  ^^^  to  6  r.p.m.,  and  the  rabble  teeth 
were  flanged  in  several  ways,  but  always  the  ore  moved  too  freely 
in  the  furnace  and  could  not  be  kept  in  the  zone  where  it  belonged  ac- 
cording to  its  state  of  oxidation.  Also  considerable  ore  moved  backwards 
in  the  furnace,  although  this  should  have  been  impossible  on  account  of 
the  disposition  of  the  rabble  teeth,  and  particles  that  had  been  in  the 
third  zone  were  occasionally  brought  back  to  the  first  rabble. 

If  the  furnace  had  been  longer,  the  ore  would  have  taken  more  time 
in  traveUng  from  one  end  to  the  other,  and  if  it  had  been  possible  to  ex- 
periment with  a  furnace  of  fifteen  to  twenty  spindles,  the  difficulty  might 
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have  been  overcome  altogether.  But  the  erection  of  such  a  machine, 
without  the  certainty  that  commercial  results  would  be  obtained,  was 
more  than  the  company  could  afford.  Further,  although  such  a  furnace 
might  do  satisfactory  work,  the  mixture  of  raw  ore  with  partly  and  en- 
tirely roasted  ore  would  always  occur  in  the  first  part  of  the  furnace.  The 
ore  flows  most  easily  when  it  has  just  been  ignited;  toward  the  finish 
of  roasting  it  hardly  flows  at  all,  and  behaves  more  or  less  like  cold  material. 
This  mixing  would  always  cause  over-roasting  of  part  of  the  ore,  caus- 
ing undue  silver  losses  through  volatilization. 

Modified  Form  of  Straight-line  Furnace 

Later,  the  hearth  was  divided  into  three  sections  and  the  rabbles  of 
adjoining  sections  were  so  spaced  that  a  6-in.  (15-cm.)  space  was  left 
between  the  sections  that  was  untouched  by  the  rabbles.  A  vertical 
cast-iron  sliding  door  was  so  arranged  between  the  sections  of  the  hearth 
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Fig.  2. — Modifibd  form  of  Mbbton  fubnacb;  a  is  discharqe  slide. 

that  the  ore  could  pass  from  one  section  to  the  next  only  if  the  door 
was  raised,  but  the  door  was  low  enough  to  let  the  gases  pass  freely  between 
it  and  the  arch.  In  order  to  facilitate  the  movement  of  ore  from  one  sec- 
tion to  the  other  the  hearth  was  stepped  6  in.  between  each  section,  the 
lowest  part  being  the  section  where  the  ore  was  chloridized  and  dis- 
charged. Instead  of  feeding  the  ore  through  the  arch,  it  was  planned  to 
introduce  it  at  the.  center  of  the  first  section,  or  hearth,  by  a  screw  con- 
veyor laid  in  a  channel  under  the  hearth  and  covered  by  an  iron  plate. 
This  arrangement,  however,  had  to  be  altered  because  the  conveyor  could 
not  push  the  heavy  ore  up  the  incline  at  the  end  of  the  channel.  The 
conveyor  was  therefore  raised  above  the  kvel  of  the  rabble  and  the  ore 
fed  at  the  periphery  of  the  first  hearth.  This  method  of  feeding  was  not 
satisfactory  because  on  the  first  hearth,  which  has  only  one  rabble,  the 
ore  should  be  moved  from  the  center  to  the  periphery,  whence  it  is  dis- 
charged to  the  second  hearth.  Therefore  the  furnace  attendant  occasion- 
ally had  to  push  the  ore  to  the  center  in  order  to  make  it  spread  more 
evenly  on  the  hearth  surface.  In  a  later  design  of  furnace  this  trouble 
has  been  overcome.    This  furnace  is  shown  in  Fig.  2. 
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As  soon  as  the  furnace  got  up  to  its  proper  temperature,  it  proved  to 
be  a  success;  it  remained  hot  without  the  addition  of  fuel,  roasting  was 
uniformly  good,  and  after  slight  trouble  in  the  beginning,  the  doors 
could  be  operated  quite  easily.  ChloridLzing  was  excellent,  and  losses  of 
silver  through  dusting  and  volatiUzing  were  even  smaller  than  in  the  hand- 
rabbled  reverberatory  fiu'naces.  This  was  first  proved  by  the  higher 
silver  content  of  the  product  of  this  furnace,  compared  with  the  roasted 
ore  from  the  hand  furnaces,  when  both  are  fed  with  the  same  ore.  Later, 
when  a  lixiviation  tank  was  charged  with  ore  roasted  by  the  new  furnace, 
it  was  found  that  the  percolation  was  not  as  good  as  usual,  which,  of  course, 
had  to  be  attribu,ted  to  a  smaUe'r  loss  of  fine  ore  during  roasting.  Dust 
losses  in  the  hand-rabbled  furnaces  must  be  considerably  larger  than  in 
the  mechanically  rabbled,  for  the  furnacemen  generally  rabble  by 
making  small  heaps  of  ore  in  one  corner  of  the  hearth  and  then  spreading 
these  heaps  with  a  violent  push  or  jerk,  which  lifts  small  clouds  of  dust; 
but  in  the  mechanically  rabbled  furnace  no  dust  is  caused  by  rabbling  or 
moving  the  ore  through  the  fiu'nace. 

The  operation  of  the  furnace  is  as  follows :  After  bringing  the  second 
and  third  hearths  up  to  as  high  a  temperature  as  possible  by  burning  fuel 
upon  them,  700  kg.  of  ore  is  fed  to  the  first  hearth.  If  it  fails  to  ignite, 
some  sulfur  and  oil  are  introduced  through  the  working  door  until 
roasting  begins.  As  soon  as  the  ore  has  begun  to  burn  in  the  first  hearth, 
the  sUding  door  to  the  second  hearth  is  opened,  and  a  certain  amount  of 
ore  is  passed  to  the  second  hearth.  Every  revolution  of  the  rabble  pushes 
a  small  quantity  of  ore  through  the  discharge  opening  to  the  lower  hearth; 
and  as  the  ore  slides  and  does  not  fall  there  is  no  dusting  whatsoever.  It 
is  absolutely  necessary  for  the  ore  on  the  first  hearth  to  be  ignited,  be- 
cause if  it  is  cold  it  does  not  flow  and 'moves  so  slowly  that  it  is  practically 
impossible  to  transfer  a  charge  of  ore  to  the  second  hearth.  Raw  ore  is 
gradually  fed  to  the  fxunace  and,  after  ignition,  is  passed  farther  down  on 
the  second  and  third  hearths  until  there  is  a  full  charge  of  ore  on  every 
liearth.  From  this  stage  the  operation  must  be  carried  on  carefully  and 
systematically.  When  the  ore  on  the  last  hearth  is  ready  to  be  chlori- 
dized,  the  damper  is  closed,  the  necessary  quantity  of  salt  is  shoveled  in  at 
the  two  working  doors,  and  the  charge  is  chloridized  in  about  15  min. 
The  discharge  slides  and  the  damper  are  then  opened  and  the  chloridized 
ore  is  discharged  in  another  15  min.  After  closing  the  sUdes,  door  No.  2 
is  opened  and  a  charge  of  half-roasted  ore  is  transferred  from  hearth  No.  2 
to  No.  3,  which  requires  35  min.  Door  No.  2  is  then  closed  and  door 
No.  1  opened  so  that  freshly  ignited  ore  from  the  first  hearth  is  charged 
on  the  second;  about  25  min.  are  needed  for  this  operation.  Door  No.  1 
is  then  closed  and  the  cycle  of  operations  is  completed  by  starting  the 
feeder  and  Introducing  raw  ore  on  the  first  hearth'. 

Under  the  conditions  described,  the  capacity  of  this  fiu'nace,  which 
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has  hearths  of  10  ft.  (3  m.)  inside  diameter,  is  about  4  tons  per  24  hr., 
when  roasting  an  ore  with  30  to  36  per  cent,  sulfur.  The  lowest  sulfur 
content  at  which  the  furnace  can  be  operated  without  fuel  is  24  per  cent., 
and  on  such  ore  the  capacity  increases  to  5.5  tons.  The  rabbles  make 
2.2  r.p.m.;  if  operated  at  5  r.p.m.  the  capacity  of  the  furnace  is  in- 
creased about  20  per  cent.,  but  frequent  breakage  of  gears  and 
bearings  showed  that  the  construction  is  not  strong  enough  for  the 
higher  speed.  Power  consumption  is  1.8  hp.  at  2.2.  r.p.m.  and  2.6  hp. 
when  running  at  5  r.p.m.  The  operation  is  simple  and  easy.  All  that 
the  work  requires  is  a  little  attention  to  the  progress  of  roasting  and  regu- 
lation of  draft.  The  damper  is  always  open  just  enough  to  prevent  smoke 
coming  out  of  the  two  working  doors  on  the  third  hearth,  which  are  the 
only  openings  through  which  the  furnace  draws  air.  A  cycle  of  opera- 
tions requires  no  attention  but  the  opening  and  closing  of  a  few  slides 
and  doors,  and  starting  the  feeder,  which  draws  its  charge  from  a  small 
bin  placed  by  the  side  of  the  furnace.  After  raw  ore  is  fed  on  the  first 
hearth,  there  is  nothing  for  the  attendant  to  do  imtil  the  charge  on  the 
third  hearth  is  ready  for  chloridizing,  which  generally  takes  several  hours. 
Bolivian  boys  quickly  learn  to  do  this  work  well,  and  one  good  man  can 
easily  attend  to  a  battery  of  four  furnaces. 

Efficiency  of  Modified  Straight-line  Furnace 

In-  this  furnace  85  sq.  ft.  (7.8  sq.  m.)  of  hearth  area  are  required  to 
roast  and  chloridize  1  metric  ton  of  ore  with  over  30  per  cent,  sulfur; 
in  the  McDougall  furnace  58  sq.  ft.  of  hearth  are  required,  but  10  sq. 
ft.  per  ton  are  necessary  to  chloridize  the  product  in  a  reverberatory ,  so 
that  the  capacity  of  the  new  furnace  per  square  foot  of  hearth  area  is 
20  per  cent.  less.  If,  on  the  other  hand,  the  modified  Merton  furnace 
were  built  with  step  bearings  to  support  the  spindles  from  below,  instead 
of  suspending  them  from  the  framework  above,  it  would  be  feasible  to 
drive  the  rabbles  at  5  r.p.m.  and  to  obtain  a  capacity  -of  5  tons  per  24 
hr.,  which  would  be  1  ton  per  68  sq.  ft.,  or  exactly  the  same  as  the  combi- 
nation of  McDougall  and  hand-reverberatory.  But,  even  if  the  capacity 
were  considerably  lower  the  quality  of  work  done  is  so  much  superior 
that  loss  of  capacity  is  not  a  great  objection. 

The  intermittent  system  of  working,  of  course,  means  a  certain  loss 
of  capacity.  The  furnace  is  working  at  full  capacity  only  when  there  is 
a  charge  of  ore  on  every  hearth;  therefore,  counting  from  the  moment 
when  a  charge  has  been  chloridized,  it  is  working  on  two  charges  instead 
of  three  during  85  min.,  which  is  detailed  as  follows: 

MnflTTBS 

Discharging 15 

Passing  ore  from  hearth  No.  2  to  No.  3 ! . . .  35 

Passing  ore  from  hearth  No.  1  to  No.  2 25 

Feeding  raw  ore  to  hearth  No.  1 10 

Total 85 


One-third  of  this  time,  or  28  min.,  must  be  considered  as  lost,  since 
there  are  only  two  charges  of  ore  in  the  furnace;  as  the  time  required  for 
one  complete  cycle  is  4  hr.,  nearly  12 
percent,  of  the  capacity  ie  lost.  The 
difference  in  time  needed  to  pass 
a  charge  of  ore  from  hearth  No.  2 
to  hearth  No.  3  and  that  required 
to  pass  it  from  No.  1  to  No.  2  is 
due  to  the  fact  that  freshly  ignited 
ore  flows  more  easily  than  half- 
roasted  ore.  Further,  the  difference 
in  level  between  hearth  No.  2  and 
hearth  No.  3  is  3  in.  (7  cm.)  less 

than  the  height  of  the  rabble  teeth.  g 

When  the  ore  is  being  chloridized  | 

it  piles  up  in  front  of  the  rabbles  E 

BO  that  it   is  pushed  against  the  g 

communication  with  hearth  No.  2,  B 

where  it  is  apt  to  form  incnists-  g 

tionswhich  prevent  the  half-roasted  u 

ore  from  passing  freely  when  the  b 

door  is  raised.    These  incrustations  S 

have  to  be  removed  every  24  hr. 

For  this  reason  the  fall  between  2 

hearth    No.  2  and   hearth  No.  3  S 

should  be    at  least  equal  to  the  | 

height  of  the  rabble  teeth.  g 

In  other  furnaces  of  the  same  t 

type  which  are  now  under  construe-  c4 

tion,   the  spindles   are   supported  ^ 

on  step  bearings  underneath  the 
hearth,  as  shown  in  Fig.  3,  and  two 
rabbles  are  provided  for  every 
hearth.     The  ore  is  to  be  fed  at 

the  peripheryof  the  first  hearth  at  ' 

the  first  rabble,  which  has  an  in- 
volute tooth  at  the  end,  and  will 
be  discharged  to  the  second  hearth 
by  the  aecond  rabble  on  the  first 
hearth,  which  has  an  evolute  tooth 
at  the  end.  In  this  way  the  first 
hearth    will    work    under    much 

more  satisfactory  conditions  than  with  only  one  rabble.    The  trans- 
mission machinery  will  be  so  constructed  that  two  speeds  are  possible,  a 


690      ROASTING  AND   CHLORIDIZINQ   OF  BOLIVIAN   SILVER-TIN  ORES 

slow  one,  from  4  to  6  r.p.m.,  to  be  used  during  normal  operation,  and  a 
high  one,  from  10  to  12  r.p.m.,  for  discharging  and  moving  the  ore  from 
one  hearth  to  another.  In  this  way  it  will  be  possible  to  reduce  the  loss 
of  time  perhaps  one-half.  An  attempt  will  also  be  made  to  use  two  rab- 
bles on  every  spindle  instead  of  one;  this  will  improve  rabbUng  without 
increasing  the  speed. 

If  a  five-spindle  furnace  running  at  5  r.p.m.  has  a  capacity  of  5  tons 
per  24  hr.,  a  six-spindle  machine,  working  under  better  conditions  as  far 
as  the  first  hearth  is  concerned  and  equipped  with  all  improvements  de- 

m 

scribed,  ought  to  roast  at  least  6  tons,  and  probably  more.  Where  larger 
units  are  required  the  furnaces  may  be  built  with  more  hearths,  or  with 
hearths  of  larger  diameter.  I  would  prefer  the  latter,  because,  if  more 
hearths  are  used,  more  time  is  lost  in  moving  the  ore  through  the  furnace. 
Although  the  actual  time  lost  is  practically  the  same  for  a  furnace  with 
more  hearths,  the  percentage  of  time  lost  is  higher  on  account  of  the  larger 
number  of  charges  put  through  the  furnace.  For  instance,  assuming 
that  a  five-hearth  furnace  is  working  under  the  same  conditions  as  the 
present  three-hearth  furnace,  it  would  have  a  capacity  of  about 
^  X  6=  10  charges;  this  means  that  every  2.4  hr.  a  charge  is  drawn 
off.    The  time  lost  between  discharging  and  feeding  is: 

MiNUTBS 

• 

Discharging 15 

Passing  ore  to  hearth  No.  5 35 

Passing  ore  to  hearth  No.  4 » 25 

Passing  ore  to  hearthNo.  3 25 

Passing  ore  to  hearth  No.  2 25 

Feeding  ore  to  hearth  No.  1 10 

Total I35 

During  this  time  the  furnace  would  work  on  only  four  charges,  so  one- 
fifth  of  the  time,  or  27  min.,  is  lost,  but  as  the  time  needed  for  a  complete 
cycle  is  2.4  hr.  the  percentage  of  lost  capacity  is  over  18.  Further,  if  a 
furnace  were  built  with  more  than  five  hearths  in  succession,  more  time 
would  be  needed  to  move  a  charge  through  it  than  elapses  between  two 
chloridizing  operations,  which  means  that  the  ore  could  not^be  fed  quickly 
enough  and  poor  chloridizing  would  result.  All  this  is  changed,  of  course, 
if  the  movement  of  the  ore  from  one  hearth  to  the  other  is  increased  by 
adopting  a  higher  rabble  speed. 

If,  on  the  other  hand,  three-hearth  furnaces  are  used  with  16-ft.  (4.5Hn.) 
hearths,  the  charges  could  be  made  twice  as  large,  say  1500  kg.  It  should 
not  take  more  time  to  transfer  a  charge  of  this  weight  from  one  hearth 
to  another  than  a  700-kg.  charge  in  the  10-ft.  furnace,  because  the  open- 
ing between  the  two  hearths  could  be  made  so  much  wider,  say  6  to  7  ft. 
Therefore,  the  percentage  of  time  lost,  owing  to  intermittent  work, 
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should  not  be  more  than  in  the  10-ft.  furnace,  although  this  question  can 
only  be  settled  by  experimenting  with  a  larger  furnace. 

In  furnaces  of  this  kind,  it  is  always  necessary  to  have  the  two  rabbles 
of  one  hearth  overlap  as  much  as  possible  so  that  no  dead  corners  are 
formed.  If  an  ore  contains  less  than  20  per  cent,  sulfur,  it  is  not  likely 
that  the  furnace  will  keep  its  temperature^  so  to  avoid  the  use  of  fuel  the 
hearths  may  be  built  superimposed.  During  chloridizing  and  paasing 
the  ore  from  one  hearth  to  the  lower  one,  all  draft  can  be  shut  off,  to 
avoid  loss  through  dusting,  but  there  is  always  danger  of  volatilizing 
silver  because  oxidation  of  the  ore,  when  falling  through  the  furnace,  is 
rapid  and  gives  rise  to  high  local  temperatures. 

Advantages  op  Intebmittent  System 

Wherever  it  is  important  to  obtain  a  uniform  roast,  the  operation 
should  be  conducted  in  furnaces  operated  on  the  intermittent  system,  as 
described.  If  anything  goes  wrong  in  a  continuous  furnace,  several  hours 
are  required  to  restore  proper  working  conditions,  and  in  the  meantime 
a  product  that  is  not  suitable  for  subsequent  treatment  must  be  dis- 
charged. In  addition  to  roasting  for  leaching,  this  system  may  be  useful 
when  roasting  for  ma^etic  separation,  or  for  differential  roasting  of 
complex  sulfide  ores  preceding  flotation. 

As  regards  the  performance  of  the  furnaces,  the  following  figures  may 
be  of  interest. 


Hand-rabbled  Reverberatary  Furnace 


E1L00BAM8, 

SlLYSR 


Feed 15,353  kg.  with  1038  gm.  silver  per  metric  ton  contain  15.936 

Product. .   12,868  kg.  with  1187  gm.  silver  per  metric  ton  contain  15.274 


Difference  2,485  kg. 


0.662 


The  loss  in  weight  during  roasting  was  16.2  per  cent.;  the  loss  of  silver 
4.16  per  cent.    Screen  tests  on  feed  and  product  were  as  follows: 


Thbottoh 
Mbsh 

On 
Ma«H 

Fbbd, 
Pbb  Cbmt. 

Pboduct, 
Pbb  Cent 

10 

20 

14 

14 

20 

40 

33 

30 

40 

80 

19 

20 

80 

100 

6 

8 

100 

150 

3 

2 

150 

• .  • 

23 

25 

Tin  content 

2.35 
33.6 
32.0 
26.6 

2.74 

Sulfur  content 

2.8 

Iron  content. 

39  3 

Insoluble  inchisive  SnOi. 

32.8 
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For  chloridizing  4.9  per  cent,  of  salt  was  used  and  2.1  per  cent,  of 
fuel  was  added.  The  furnace  product  contained  220  gm.  per  ton  of  silver 
insoluble  in  water  and  hyposulfite  solution,  and  lost  6.2  per  cent,  of  its 
weight  by  lixiviation,  so  that  0.938  X  12,868  X  0.00022  =  2.655  kg. 
of  silver  were  lost  in  the  residue.  This  gives  an  extraction  of  82.6  per 
cent,  of  silver  from  the  roasted  ore  and  a  total  Recovery  of  79.15  per  eent. 

Mechanically  Rabbled  Reverberalory  Furnace 

KlLOOmAMS* 

Seltsb 

Feed 26,866  kg.  with  1119  gm.  silver  per  metric  ton,  contain  30.063 

Product 21,690  kg.  with  1365  gm.  silver  per  metric  ton,  contain  29.606 

Difference 5, 176  kg.  0 .  457 


The  loss  in  weight  during  roasting  was  19.3  per  cent. ;  the  loss  of  silver, 
1.52  per  cent.    Screen  tests  on  feed  and  product  were: 


Thbovob 
Mkbh 

On 
Mkbr 

Fecd, 
Pbb  Gbnt. 

Pboduct, 
Pbb  Cbbt. 

1 

10 

20 

20 

16 

20 

40 

28 

27 

40 

80 

18 

25 

80 

100 

5 

7 

100 

150 

5 

8 

150 

23 

25 

Tin  content 

2.01 
33.1 
31.7 

27.8 

2.38 

Sulfur  content 

3.1 

Iron  content 

38.6 

^^m  ^    ^.^  ^B4v        ^m  ^^  ^.^  ^i^  ^^  ^"^  ^P    *       ■       ■        ■        ■       V 

Insoluble  inclusive, 

SnO, 

35.3 

Only  3.3  per  cent,  of  salt  Was  used,  and  no  fuel.  The  residue  of  the 
chloridized  ore  contained  175  gm.  silver  per  ton  after  leaching,  and  4.2  per 
cent,  of  weight  was  lost  during  leaching,  so  the  insoluble  silver  lost  in 
tailings  was  0.958  X  21,690  X  0.000175  =  3.636  kg.,  or  12.2  per  cent,  of 
the  silver  in  the  roasted  ore.  The  total  recovery  is  86.37  per  cent. 
The  larger  loss  of  weight  during  roasting,  compared  with  the  hand-rabbled 
furnace,  is  due  to  the  smaller  percentage  of  salt  used  in  the  mechanical 
furnace  and  to  the  omission  of  fuel,  which  contains  45  to  50  per  cent,  of 
ashes.  Further,  the  smaller  amount  of  salt  used  accounts  for  less  soluble 
salts  and  therefore  for  less  loss  in  weight  during  lixiviation. 

No  detailed  figures  need  be  given  for  the  McDougall  and  reverberatory 
chloridizing  plant,  as  the  loss  of  silver  in  the  McDougall  alone  is  over  30 
per  cent.  The  McDougall  product  is  never  uniformly  chloridized  and 
the  insoluble  residue  of  the  final  product  is  always  above  200  gm.  per 
ton  on  an  ore  containing  around  800  gm.  per  ton,  so  the  total  loss  in  this 
system  is  well  over  40  per  cent. 
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The  following  figures  show  that  nothing  is  gained  by  leaving  the  ore 
longer  in  the  furnace  in  contact  with  salt.  After  chloridizing  a  charge, 
as  usual,  for  15  min.,  a  sample  was  taken,  and  chloridizing  continued 
for  another  hour,  samples  being  taken  at  intervals  of  10  min. 


Chloridiuno  Period, 

MiNUTtB 

SiLVXR   CONTBNT   OT 

ChabOb,  Qbams  Peb  Ton 

Insolubub  Silver, 
Qramb  Pbk  Ton 

15 

1160 

160 

25 

1200 

150 

35 

1130 

150 

45 

1270 

150 

55 

1260 

140 

65 

1220 

150 

75 

1230 

150 

The  differences  in  silver  content  of  the  charge  are  due  to  imperfect 
sampling,  but  it  can  be  assumed  that  once  the  silver  is  chloridized  no 
volatiUzation  takes  place  even  if  the  finished  ore  is  left  too  long  in  the 
furnace.  Chloridizing  is  improved  so  little  by  prolonging  the  process 
that  it  is  not  worth  while  doing  so. 

The  following  figures  give  a  comparison  of  the  cost  of  roasting  in  the 
three  different  types  of  furnaces : 


Labor. . 
Salt... 
Fuel.... 
Repairs. 
Power. . 


Hand-rabblbd 
Rbvbbbbbatort 

Mechanic  ALLY  Rab- 
bled Rbvbrbbratoby 

McDOUGALL,  WITH 

Hand-babblbd 
Cblobisiumg 

$2.57 

$0.52 

$0.92 

1.60 

1.38 

1.41 

0.40 

•     •     •      a 

0.17 

0.05 

0.31 

0.40 

•    •   •   • 

0.89 

0.73 

$4.62 

$3.10 

$3.63 

litriork    /1/\11ai.a 

rx^^v*  1 

nrtA^  ««irk   4-i 

r\**  •   r\t 

r\r%  T)rx1iYriov«  ^Akl 

lar  is  equal  to  about  $0.36  United  States  currency.  At  the  time  of 
writing,  the  improved  Merton  furnace  had  been  used  for  over  20  months, 
and  the  only  repairing  due  to  normal  operation  was  the  replacing  of  sev- 
eral rabble  teeth.  Since  the  charge-roasting  system  puts  a  much  heavier 
strain  on  the  rabbles  than  continuous  work,  all  the  original  gears  had  to  be 
changed  for  heavier  ones,  and  rabble  arms  and  spindles  were  broken  in 
the  beginning  through  the  carelessness  of  operators,  whose  cleaning  tools 
were  caught  by  the  mechanism,  but  these  are  not  repairs  due  to  normal 
causes.  The  rabbles  and  spindles  do  not  appear  to  become  corroded  by 
the  chloride  fumes. 

Crushing 

Originally,  No.  4  Krupp  ball  riiills  were  used,  but  they  were  later 
replaced  by  two  pairs  of  36  by  12-in.  (91  by  30-cm.)  rolls.  The  rolls  did 
the  work  for  less  than  one-third  of  the  cost  of  the  ball  mills,  but  gave  a 
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distinctly  coarser  product  which  decreased  the  furnace  capacity  consider- 
ably. Therefore,  a  Toncap  wire  cloth  of  only  0.86-mm.  opening  was 
used  on  the  finishing  screen  instead  of  one  with  1.2-mm.  opening  on  the 
ball  mills,  to  obtain  a  product  that  was  suitable  for  the  furnaces.  The 
first  rolls  were  set  with  a  ^-in.  (6.4-mm.)  opening  and  their  product 
went  to  a  trommel  with  ^-in.  (9.5-mm:)  openings,  the  oversise  being 
returned  to  the  coarse  rolls  and  the  imdersize  going  to  the  finiwhing 
trommel,  which  was  42  in.  in  diameter  and  12  ft.  long.  The  last 
trommel  was  operated  in  closed  circuit  with  the  finishing  roll. 

Afterwards,  a  ring-roll  mill  was  installed  to  do  the  work  of  the  fine 
rolls  and  a  6  by  8  ft.  (1.8  by  2.4  m.)  Newaygo  screen  was  used  instead  of 
the  trommel.  Although  with  this  arrangement  the  product  was  as  fine 
as  that  from  the  ball  mills  and  the  capacity  higher  than  from  the  roll  plant, 
it  was  not  found  economical,  on  accoimt  of  the  high  power  and  steel 
consmnption  of  the  ring-roll  mill,  which  also  showed  other  weak  points 
in  its  construction  after  having  been  used  for  some  time.  At  the  time 
of  writing,  the  rolls  are  again  used,  but  with  a  Newaygo  screen  instead 
of  the  finishing  trommel;  although  the  product  is  not  quite  as  fine  as  that 
from  either  ball  mills  or  ring-roll  mill,  it  is  sufficiently  fine  for  the  pur- 
pose. The  cloth  on  the  Newaygo  screen,  which  is  a  No.  8  with  0.078-in. 
(1.9-mm.)  opening,  lasts  over  two  months,  and  the  screw  conveyor  which 
distributes  the  the  ore  evenly  over  the  screen  surface  has  a  life  of  about 
75  days.  Power  consiunption  is  11.8  hp.-hr.  per  ton  ground  from  2  in. 
(50-mm.)  maximum  size  to  about  1  mm.,  and  steel  consumption  is  0.38  lb. 
(0.17  kg.)  per  ton.  The  following  Ust  gives  a  comparison  of  products 
from  the  different  grinding  machines  used. 


Mb0h 

Kbupp  Ball       Rolls  With 
Mill    1.2-mm.        0.85-mm. 
Toncap  Wirid        Tbommbl, 
Cloth,             Pbr  Cbnt. 

Pbb  Cbkt. 

Rolls  With 
Nbwatoo  Sbpaba- 
tob.  No.  8  Cloth. 

1.9-MM.   OPBKUfa, 

Pbb  Cbnt. 

RouoHixG    Rolls 

AKD   RiHG-BOLL 

Mill  With  Nbw- 
atoo Sbpabatob 
No.  6  Cloth,  3.0- 
MM.  Opbhixo. 
Pbb  Cbmt. 

On 

10 

-    3.0                     0.0 

1.5 

4.0 

On 

20 

17.0                   19.0 

16.0 

24.5 

On 

40 

24.0                31.5 

.    19.5 

20.0 

On 

60 

8.5                11.0 

23.0 

5.5 

On 

80 

7.0                10.0 

8.0 

4.0 

On 

100 

5.0                  5.5 

5.5 

6.5 

On 

150 

3.5                  4.5 

4.5 

9.0 

Pass 

150 

32.0                18.5 

22.0 

26.5 

100.0               100.0 

100.0 

100.0 

• 

DISCUSSION 

P.  F.  Bliek,  Oruro,  Bolivia  (written  discussion). — The  first  Sdhniein 
furnace  is  still  working  satisfactorily,  and  the  second  has  been  in  opera- 
tion for  8  months ;  two  other  furnaces  are  under  construction.    The  second 
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furnace  has  a  capacity  of  ten  charges,  each  of  700  kg.  ore,  per  24  hr. 
(7  metric  tons),  and  a  hearth  surface  of  335  sq.  ft.  The  variability 
of  speed  in  the  rabbling,  slow  for  normal  operation  and  fast  for  the  mov- 
ing of  the  ore  from  one  hearth  to  the  next,  was  not  applied,  as  the  struc- 
ture was  not  sufficiently  rigid  to  stand  the  strain. 

Mr.  Sohnlein's  principal  object  was  to  design  a « mechanical  furnace 
that  could  do  the  same  quality  of  work,  regarding  losses  in  silver  by  vola- 
tilization and  chldrination,  as  the  hand-rabbled  reverberatory  furnaces. 
The  results  are  better;  the  furnace. gives  a  higher  grade  of  chlorination 
of  the  silver  and  a  lower  loss  in  dust  and  volatilization.  However,  with 
the  intermittent  system  of  working,  considerable  time  is  lost  between 
the  moment  the  chloridized  ore  is  ready  to  be  discharged  and  the  time  a 
fresh  charge  is  loaded  on  the  first  hearth.  On  page  688,  Mr.  S6hnlein 
gives  that  time  as  85  min.,  and  calculates  a  loss  of  nearly  12  per  cent, 
in  capacity.  The  first  furnace  is  now  completing  seven  charges  of  700  kg. 
per  24  hr.,  meaning  a  loss  of  13  per  cent,  in  capacity;  with  the  second 
doing  7  tons  per  24  hr.,  the  loss  is  nearly  20  per  cent.  Mr.  Sdhnlein 
realizes  the  importance  of  this  loss,  but,  correctly,  does  not  look  for  the 
remedy  by  increasing  the  number  of  hearths;  he  instead  recommends 
wider  furnaces  and  heavier  charges,  adding,  though^  that  this  problem 
must  be  solved  by  new  experiments.  The  use  of  wider  hearths  will  in- 
crease the  capacity  of  the  furnace,  but  will  not  lessen  sufficiently  the  time 
lost  in  transferring  the  charges;  the  use  of  a  thicker  layer  of  ore  will  retard 
roasting,  which  cannot  be  helped  by  increasing  the  number  of  revolu- 
tions of  the  rabble  arms. 

In  order  to  mitigate  the  loss  in  time  by  the  intermittent  system, 
Mr.  G.  Herrera,  mechanical  engineer  at  the  Machacamarca  mill,  sug- 
gested the  use  of  a  rabble  tooth  that,  with  the  normal  movement  of  the 
rabble  arm,  brings  the  underlying  ore  to  the  surface;  but  if  the  arm  is 
turned  in  the  reverse  direction,  it  gives  a  positive  movement  to  the  ore, 
transporting  it  to  the  periphery.  A  modification  of  this  kind  might 
reduce  by  one  half  the  time  lost  in  transferring  the  charges  but  it  would 
make  the  construction  of  the  furnace  more  complicated  though  not  much 
more  than  the  two  forward  speeds  suggested  by  Mr.  Sohnlein.  These 
special  rabble  teeth  will  be  tried  in  the  fourth  furnace,  now  under 
construction  at  the  Machacamarca  mill. 

Mr.  Sdhnlein  says  that  the  speed  of  che  rabble  arms  should  be  be- 
tween 2.2  and  5  r.p.m.,  preferring  the  higher  speed  for  the  increased 
capacity  which  resulted  in  the  first  furnace.  The  higher  capacity  ob- 
tained with  the  higher  speed,  is  not  due  so  much  to  a  faster  roasting, 
as  to  the  quicker  transfer  of  the  charges  from  one  hearth  to  the  next. 
Faster  rabbling  does  not  cause  faster  roasting;  on  the  contrary  the  roast- 
ing time  may  possibly  be  increased  with  an  increased  number  of  revolu- 
tions.   When  observing  the  roasting  in  a  mechanical  furnace  treating 
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the  high-sulfide  Bolivian  ores,  one  might  notice  that  as  the  rabble,  arm 
passes,  the  hot  but  dark  ore  is  brought  to  the  surface  and  in  a  few  seconds 
is  alight.  Once  lighted,  the  ore  gets  brighter,  indicating  an  increased 
temperature  at  the  surface.  This  bright  color  persists  generally  until 
the  arrival  of  the  next  rabble  arm.  Theoretically,  the  right  moment  at 
which  the  ore  should  be  stirred  again  would  be  just  before  the  surface 
temperature  starts  to  go  down,  because  if  the  stirring  is  done  earlier  the 
heat-generating  surfacie  ore  is  buried  and  the  time  that  elapses  before 
the  dark  ore  brought  to  the  surface  ignites  again  is  lost.  It  is  difficult 
to  determine  the  exact  time  for  a  special  ore,  but  with  the  Bolivian  ores 
it  reaches  several  minutes.  A  practical  example  of  this  was  obtained, 
when  operating  a  McDougall  roasting  furnace  at  the  Machacamarca 
mill  when  temperature  and  capacity  were  increased  by  diminishing  the 
number  of  revolutions  of  the  rabble  arm. 

In  the  Sohnlein  furnace,  the  speed  for  the  ordinary  roasting  cannot  be 
diminished  as  long  as  there  is  no  special  provision  for  a  quicker  transfer 
of  the  ore  from  one  hearth  to  the  other,  because  the  loss  in  time  would 
increase,  but  once  an  arrangement  is  made  for  different  speeds  for  nor- 
mal roasting  and  for  transferring  the  ore,  the  first  should  be  kept  at 
two  revolutions  or  less  per  minute  and  the  second  as  high  as  permissible. 

On  page  679,  Mr.  Sohnlein  refers  to  the  corrosion  of  the  rabble  arms  in 
the  Kaufmann  continuous  chloridizing  furnace  at  Huanchaca,  caused 
by  the  action  of  chlorine.  At  Machacamarca,  chloridizing  was  prac- 
ticed for  six  months  in  the  McDougall  furnace  without  visible  effect 
on  the  ironwork;  in  the  first  Sohnlein  furnace  one  spindle  on  the  second 
hearth  corroded  after  3  years  operation,  near  the  water  seal,  and  had  to 
be  replaced.  Water-cooled  shafts  and  arms  will  stand  chlorine  fumes 
for  many  years  when  the  atmosphere  is  dry,  and  the  corroding  of  the 
spindle  must  be  attributed  to  water  evaporating  from  the  water  seal 
near  the  spindle.  At  Huanchaca,  the  chloridizing  Kaufmann  furnaces 
were  working  with  a  layer  of  chloridized  ore  that  covered  the  rabble 
arms  and  these  plowing  through  the  packed  chloridized  ore  corroded 
rapidly. 

The  high-sulfide  ores  develop  sufficient  heat*  in  roasting  to  keep  the 
Sohnlein  furnace  at  the  required  temperature  without  the  aid  of  fuel. 
However  in  the  case  of  ores  lower  in  sulfur,  it  should  be  necessary  to 
prevent  loss  of  heat  as  much  as  possible;  the  Sdhnlein  furnace  cools  more 
quickly  than  the  hand-rabbled  reverberatories.  In  the  case  of  ores 
with  not  over  20  per  cent,  sulfur  the  furnace  must  be  specially  designed 
in  order  to  conserve  the  heat  better. 

The  loss  of  heat  in  the  cooling  water  cannot  be  neglected.  Mr. 
Wiessing,  superintendent  of  the  Machacamarca  mill,  calculated  this  loss 
as  20  per  cent,  of  the  heat  generated  in  the  second  Sdhnlein  furnace,  which 
uses  20  kg.  water  per  minute;  it  enters  at  25**  and  leaves  at  58°  C.     Con- 
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cerning  the  loss  of  heat  by  radiation  no  data  are  available,  but  there  is 
a  remarkable  difference  in  the  heat  conservation  between  the  first  and 
second  furnace.  In  the  first  furnace  the  spindles  are  suspended  from  the 
framework,  while  in  the  second  the  spindles  have  step  bearings,  acces- 
sible through  tunnels;  these  tunnels  might  be  the  principal  cause  of 
the  larger  loss  of  heat  by  radiation,  and  for  that  reason  are  closed  at 
Machacamarca  by  a  wall  of  loose  mudstones  to  avoid  air  circulation. 
With  ores  low  in  sulfur,  it  might  be  well  to  draw  off  the  roasting 
gases  around  thefurnace  or  use  them  to  preheat  the  air. 

The  principal  object  in  the  design  of  the  Sohnlein  furnace  was  to 
recover  more  of  the  silver  than  could  be  obtained  in  the  hand-rabbled 
reverberatory  furnaces;  so  the  first  cost  was  a  second  consideration.  The 
manufacturer  charges  $8000  U.  S.  currency  for  the  ironwork  of  a  7-ton 
furnace. 

The  comparison  of  working  costs  on  page  693  gives  an  advantage  to 
the  Sohnlein  furnace,  without  taking  into  account  the  depreciation  on 
each  furnace.  This  should  be  $0.20  per  ton  for  the  hand-rabbled  furnace, 
$0.70  per  ton  for  the  McDougall  furnace,  $1.10  per  ton  for  Sohnlein 
furnace;  all  these  figures  are  in  Bolivian  currency  at  $0.36  U.  S.  for  $1 
Bolivian.  Adding  these  figures  to  the  calculated  cost,  the  difference  in 
working  cost  is  not  so  manifestly  in  favor  of  the  Sohnlein  furnace;  on  the 
other  hand  the  extra  gain  in  silver  and  the  scarcity  of  skilled  labor  make 
this  furnace  preferable. 

Recently  the  Chocaya  mill  of  the  Oploca  Co.  has  installed  a  Sohnlein 
furnace  of  the  design  and  dimensions  shown  in  Fig.  3.  Mr.  Tonkin,  the 
manager,  states  that  data  are  available  only  over  a  period  of  six  days 
continuous  working.  During  the  first  three  days,  the  capacity  of  the 
furnace  was  3.7  metric  tons  per  24  hr.;  the  total  loss  in  silver  was  24  per 
cent.,  of  which  11  per  cent,  was  lost  in  dust  and  volatilization  and  13 
per  cent,  by  unchloridized  silver.  The  ore  ran  1390  gm.  silver  per  metric 
ton,  5  per  cent,  salt  was  added,  and  the  loss  in  weight  in  the  process  was 
12  per  cent.  In  the  next  three  days  the  capacity  of  the  furnace  was 
4.4  metric  tons  per  24  hr.;  a. total  loss  in  silver  was  20  per  cent.,  of  which 
12  per  cent,  was  lost  in  dust  and  by  volatilization  and  8  per  cent,  by  un- 
chloridized silver.  The  crude  ore  contained  1270  gm.  silver  per  ton,  5 
per  cent,  salt  was  added,  and  the  loss  in  weight  during  the'  roasting  was 
27  per  cent.  No  extra  fuel  was  used  in  the  process,  and  the  speed  of  the 
spindles  is  constant  at  2  r.p.m.  The  high  loss  in  silver  in  dust  and  by 
volatilization,  Mr.  Tonkin  attributes  to  a  defective  method  of  feeding. 

At  the  Chocaya  mill  of  the  Aramayo  Francke  mines,  there  is  a  3-ton 
five-hearth  Humbolt  furnace  with  an  inside  diameter  of  11  ft.,  total  useful 
roasting  surface  of  300  sq.  ft.,  and  outside  drying  floor  on  top.  Both 
central  vertical  shaft  and  rabble  arms  are  air  cooled.  At  the  periph- 
ery, the  ore  slides  down  from  one  hearth  to  the  other  and  in  the  center 
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it  falls  the  height  of  the  hearth,  there  being  only  two  hearths  that  dis- 
charge in  the  center.  Each  hearth  has  two  passages  for  discharging 
the  ore  and  separate  passages  for  the  fumes.  Part  of  the  ore  is  kSn- 
roasted,  the  rest  is  made  up  with  fines.  The  ore  charged  varies  from  12 
to  16  per  cent,  sulfur  and  from  2500  to  4000  gm.  silver  per  ton.  The  ore 
discharged  will  average  about  2  per  cent,  sulfur  and  as  a  rule  the  sQver 
values  have  increased  fro^i  2  to  4  per  cent.  The  loss  in  weight  of  the 
ore  varieis  from  12  to  16  per  cent,  and  the  loss  of  silver  by  volatilization 
and  mechanical  means  varies  from  6  to  14  per  cent.  The  average  chlorina- 
tion  is  80  per  cent,  in  the  furnace,  which  usually  gives  an  86  per  cent,  ex- 
traction in  the  lixiviation  tanks.  The  furnace  has  ten  rabbles  inside  and 
two  on  the  top  dr3dng  floor.  It  puts  through  4.5  tons  of  crude  ore  per 
24  hr.,  the  rabble  arms  making  1  r.p.m.  The  salt  is  put  in  by  hand 
on  the  fourth  hearth;  5  per  cent,  salt  is  used.  The  total  cost  of  working 
the  furnace  including  power,  works  out  at  $4.40  Bolivian  currency  ($1.58 
U.  S.)  per  ton.  The  only  fuel  used  is  that  required  at  the  start.  As  a 
rule  new  rabble  teeth  must  be  inserted  on  the  bottom  floor  once  a  month. 
Though  the  ore  from  this  furnace  has  been  lixiviated  separately  after 
only  a  month  it  has  been  found  that  this  ore  takes  longer  in  the  tanks 
than  that  from  the  reverberatories. 

In  this  continuous  furnace  the  inconveniences  of  the  McDougaU 
furnace,  of  heavy  losses  by  dusting  and  volatilization,  have  been  avoided 
as  much  as  possible  and  reduced  to  6  to  14  per  cent,  of  the  total  silver 
content;  this  loss  is  still  higher  than  in  the  Sohnlein  furnace,  but  as  these 
ores  are  richer  in  silver  than  those  experimented  with  in  the  Sohnlein 
furnace,  these  figures  are  not  absolutely  comparable.  No  silver  loss  is 
stated  for  that  part  of  the  ore  which  is  kiln  roasted.  The  low  sulfur  con- 
tent of  the  ores  roasted  without  fuel  in  the  Humboldt  furnace,  proves 
the  advantage  of  a  superimposed  air-cooled  furnace  over  the  Sdhnlein 
furnace,  as  far  as  heat  conservation  is  concerned.  These  acceptable 
results  can  be  obtained  in  a  continuous  furnace,  as  to  silver  losses,  and 
future  developments  in  the  continuous  furnace  and  in  the  intermittent 
furnace  will  show  what  system  in  the  long  nm  will  be  most  adaptable. 
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Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining  Co., 

at  Great  Falls,  Mont. 

By  Frsderick  Laist*  and  F.  F.  Frick,!  Anaconda,  Mont.,  J.  0.  Elton,  t  and 

R.  B.  CAFL£8,tt  Gbbat  Falus,  Mont. 

(New  York  Meeting.  February.  1921) 

Aboitt  six  years  ago  the  Anaconda  Copper  Mining  Co.  decided  to 
investigate  the  possibility  of  extracting  zinc  from  the  ores  of  certain 
mines  ih  the  Butte  district.  These  ores  are  of  a  complex  character  and 
contain  so  much  iron  and  lead  that  the  concentrate  contains  only  33  to 
35  per  cent.  zinc. 

Investigations  showed  that  while  a  high-grade  concentrate  could  not 
be  obtained  by  ordinary  methods,  such  as  tabling  and  magnetic  treatment, 
a  fair  grade  could  be  made  by  the  Horwood  process.  In  this  method, 
the  concentrate  resulting  from  the  flotation  of  all  of  the  sulfides  is  given 
a  light  roast  and  this  calcine  is  subjected  to  flotation  in  the  presence  of  a 
large  amount  of  sulfuric  acid;  the  resulting  concentrate  contains  most  of 
the  zinc  and  a  residue  contains  most  of  the  iron.  The  fact  that  the  lead, 
copper,  and  silver  are  divided  approximately  equally  between  the  zinc 
concentrate  and  the  iron  residue  and  the  large  consumption  of  acid,  which 
ranged  from  50  to  100  lb.  (22  to  45  kg.)  per  ton  of  concentrates,  were 
serious  objections  to  this  plan.  The  zinc  recovery,  moreover,  was  low, 
as  a  considerable  percentage  invariably  accompanied  the  iron.  While 
a  profit  might  be  made  on  the  ores  by  the  use  of  this  process,  it  was 
thought  that  other  and  more  promising  methods  might  be  devised. 

After  carefully  studying  the  field  and  doing  some  laboratory  work  on 
various  processes  that  had  been  suggested,  it  was  decided  that  the  electrol- 
ysis of  sulfate  solutions  was  the  most  promising.  We  soon  found,  as 
have  other  investigators,  that  the  only  way  to  obtain  a  good  zinc  deposit 
is  to  have  the  electrolyte  free  from  all  metals  more  electronegative  than 
zincy  such  as  copper,  cadmium,  lead,  arsenic,  antimony,  etc.  Arsenic 
and  antimony  are  particularly  injurious,  causing  very  poor  current  effi- 
ciency and  small  yield  per  horsepower  when  present  in  amoimts  so  small 
as  almost  to  defy  detection — 1  mg.  or  less  per  liter. 

A  pure  zinc  is  soluble  only  with  difficulty  in  sulfuric  acid;  an  impure 
zinc  dissolves  very  readily.  Electrolytic  zinc  deposited  from  pure  solu- 
tions is,  of  course,  extremely  pure  and  dissolves  only  about  one-fiftieth 
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as  rapidly  aa  ordinary  zinc.  The  dissolving  of  pure  zinc  in  dilute  sulfuric 
acid  can  be  greatly  accelerated  by  the  addition  of  a  few  drops  of  a  solution 
contaimog  copper  or  arsenic.  The  presence  of  these  metals  in  the  solu- 
tion going  to  the  electrolytic  cells  would  have  the  same  effect  on  the  cine 
deposit  at  the  cathodes  so  that  re-solution  would  set  in  and  might  proceed 
at  a  rate  that  would  entirely  offset  the  depositing  power  of  the  current. 
In  such  a  case  no  cine  would  result  from  the  passage  of  the  current  and 
nothing  but  hydrogen  would  be  made  at  the  cathode  and  oxygen  at  the 
anode.  Smaller  amounts  of  impurities  would  result  in  the  sine  beii^  re- 
diasolved  but  more  slowly  than  it  is  deposited,  producing  cathodes  full  of 
holes  of  various  sizes  while  the  yield  per  horsepower-day  would  be  propor- 
tionally decreased. 

Mr.  Herbert  W.  Gepp,  who  did  considerable  work  with  the  electrolytic 
process  at  Bully  Hill,  Calif.,  found  that  one  of  the  most  injurious  impuri- 
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ties  present  in  those  ores  was  cobalt.  According  to  Mr.  Gepp  and  to  Prof. 
G.  H.  Clevenger,  fifteen  parts  of  cobalt  per  million  parts  of  solution  is 
fatal  to  electrolysis.  The  cell  work  is  seriously  impaired  with  only  ten 
parts  per  million.  The  cobalt  may  be  precipitated  with  manganese  by 
the  addition  of  permanganate  or  it  may  be  thrown  down  in  the  presence 
of  manganese  by  the  addition  of  beta-naphthol  and  sodium  nitrite,  also 
by  zinc  dust  from  the  neutral  solution  in  the  presence  of  ferric  iron,  copper 
and  arsenic. 

It  was  not  found  difficult  to  maintain  an  extremely  high  degree  of 
purity  in  the  zinc  solution  going  to  the  cells  if  the  iron  in  the  solution  was 
thoroughly  oxidized,  before  being  precipitated,  by  means  of  Umestone  or 
excess  calcine  and  if  sufficient  zinc  dust  was  added  to  satisfy  fully  the 
copper,  cadmium,  and  whatever  small  amount  of  lead  might  be  present. 
If  the  ore  contains  very  little  iron,  in  proportion  to  its  arsenic  content  it 
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might  be  necessary,  to  add  iron  in  the  form  of  ferric  salt  in  order  to  insure 
the  complete  precipitation  of  all  arsenic  as  ferric  arsenate.  It  was  found 
that  the  best  way  to  make  sure  of  the  oxidation  of  the  iron  was  to  maia- 
tain  a  small  amount  of  manganese  in  solution.  Manganese  -becomes 
oxidized  in  passing  through  the  cells,  formii^  permanganic  acid,  maoganio 
sulfate,  and  manganese  dioxide.  The  ores  contain  sufficient  manganese 
for  this  purpose  so  that  it  is  seldom  necessary  to  provide  outside  manga- 
nese. It  is  possible  to  insure  oxidation  of  the  iron  by  other  means 
notably  continued  air  agitation  in  the  presence  of  milk  of  lime. 

An  aluminum  plate  made  the  most  suitable  cathode  and  a  lead  platfi 
the  most  suitable  anode.  The  latter  quickly  becomes  coated  with  abrown 
layer  of  manganese  dioxide  and  lead  peroxide,  and  if  the  zinc  solution  is 
entirely  free  from  chlorides  the  lead  is  not  attacked.  Some  of  the  lead 
anodes  have  been  used  for  three  years  and  seem  to  be  just  as  good  as 
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when  put  in.  In  the  beginning  it  was  the  intention  to  use  aluminum 
plates  only  for  building  up  starting  sheets  of  suitable  weight.  This, 
however,  proved  unsatisfactory  as  the  starting  sheets  tended  to  warp  and 
cause  short  circuits.  Aluminuju  cathodes  are  therefore  used  in  all  of  the 
cells  and  the  zinc  allowed  to  deposit  until  a  sheet  of  sufficient  weight  is 
built  up  to  go  directly  to  the  casting  furnace.  Generally  48-hr.  sheets, 
which  weigh  about  20  lb.,  are  made,  so  that  about  40  lb.  of  zinc  is  stripped 
each  time  the  cathode  is  withdrawn.  In  order  to  avoid  re-solution,  good 
contact  must  be  maintained  between  the  zinc  and  the  aluminum  plate. 
The  plate,  therefore,  must  be  roughened  sufficiently  to  insure  adherence  as 
the  zinc  sheet  becomes  heavier.  This  limits  the  weight  of  zinc  sheets  it  is 
possible  to  build  up,  and  this,  together  with  the  tendency  toward  sprouting, 
limits  us  to  48-hr.  deposits.  Seventy-two  hour  sheets  have  been  success- 
fully made,  but  on  the  average  the  48-hr.  plates  give  the  best  results. 
The  better  current  efficiency  with  the  younger  deposits  more  than  ofTsets 
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the  labor  required  for  more  frequent  strippiDg.  The  experimental  work 
was  done  with  current  densities  varying  from  10  to  100  amp.  per  square 
foot.  In  practice,  the  most  satisfactory  density  is  from  22  to  25  amp. 
It  is  not  necessary  to  circulate  rapidly  as,  with  the  current  density  used, 
the  evolution  of  gas  at  the  anode  is  sufficient  to  provide  the  neceasar;- 
agitation. 

The  laboratory  work  at  Anaconda  waa  carried  on  continually  for 
more  than  12  months.  The  solution  was  used  repeatedly,  to  make  sure 
that  nothing  would  accumulate  that  might  affect  the  working  of  the  cell. 
At  the  same  time  work  was  done  to  determine  the  effect  of  various  im- 
purities and  the  degree  to  which  these  could  be  allowed  to  accumulate 
without  being  harmful.  At  the  end  of  this  time  it  was  decided  to  constnict 
a  one-ton  plant,  but  on  account  of  the  extremely  high  selling  price  of 


«inc,  a  ten-ton  plant  was  erected.  This  plant  went  into  commission 
about  the  first  of  November,  1915.  By  making  changes  in  the  various 
departments,  its  output  was  increased  to  25  tons  per  day,  and  it  was 
operated  with  considerable  profit  until  Nov.  25,  1916,  when  the  Great 
Falls  plant  was  able  to  care  for  all  the  available  concentrates. 

While  the  Anaconda  plant  was  in  an  early  stage  of  development  it  was 
decided  to  construct  at  Great  Falls  a  plant  that  would  be  able  to  produce 
100  tons  of  zinc  per  day,  or  6,000,000  lb.  per  month.  On  Dec.  13,  1915, 
ground  was  broken  for  the  100-ton  plant  and  work  was  pushed  as  fast 
as  weather  conditions  would  permit.  The  metallurgical  estimates  for 
power  were  prepared  on  a  basis  of  8  lb.  of  «inc  per  horsepower-day.  Con- 
struction work  was  often  ahead  of  detail  drawings  and  progress  in  the 
development  of  the  process  called  for  frequent  changes.  The  type  of 
leaching  tank  installed  was  not  adopted  until  February,  1916.    The 
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number  of  settlers  was  doubled  in  Marcli  and  50  per  cent,  was  added  to 
the  number  of  filters. 

Id  spite  of  weather  conditions,  changes,  and  delays  of  material,  the 
most  serious  being  that  of  the  electrical  equipment,  which  was  the  first 
of  its  size  ever  built,  the  first  unit  of  the  plant  began  operation  on  Sept. 
11, 1916,  and  the  plant  was  completed  in  December.  In  1918,  the  plant 
was  enlarged  to  make  150  tons  per  day,  or  9,000,000  lb.  per  month.  The 
plant  is'  of  permanent  and  up-to-date  construction  throughout;  the 
buildings  are  brick  and  steel  and  all  floors  are  concrete. 


Fia.  4. — Gehbbal  plan  of  160-ton  pi^mt. 

Roasting  DrvreiON 

The  zinc-roasting  furnaces  are  located  in  the  general  smelter  building, 
on  the  north  side  between  the  blast  furnaces  and  the  reverberatories. 
There  are  fourteen  roasting  furnaces  of  the  Anaconda-Wedge  type  in 
two  rows  of  seven  each.  Each  furnace  consists  of  a  brick-Uned  steel  shell, 
26  ft.  in  diameter,  hEis  seven  hearths  and  one  open  dryer  hearth  on  top, 
a  5-ft.  (1.5^n.)  brick-lined,  hollow  revolving  center  shaft  which  carries 
26  water-cooled  arms,  four  for  the  dryer  and  first  hearths  and  three  for 


J 


704      ELECTROLYTIC    ZINC    PLANT   OP    ANACONDA    COPPER   VINING    CO. 

each  of  the  other  six  hearths.  Each  furnace  has  an  individual  motor, 
direct-connected  to  a  series  of  enclosed  reducing  gears  from  which  the 
center  shaft  is  turned  by  a  bevel  pinion.  The  water  for  cooling  the  arms 
is  delivered  through  a  water  column  revolving  with  the  center  shaft  and 
connected  to  the  water  supply  mains  by  a  swivel  joint. 

The  material  to  be  roasted  consists  of  zinc  concentrates  shipped  from 
Butte  and  Anaconda  in  50-ton,  bottom-dump,  steel  cars  and  delivered  to 
a  battery  of  fourteen  storage  bins  having  a  total  capacity  of  approximately 
2750  tons,  located  just  under  the  high-line  tracks.  From  these  hina,  the 
material  is  loaded  into  56  cu.  ft.,  V-ehaped,  rocker-dump  cars  of  3&4n. 
gage  and  hauled  in  trains  of  eight  cars  by  an  8-ton  electric  locomotive  to 
individual  feed  hoppers  immediately  above  the  furnaces.  E^h  furnace 
is  equipped  with  an  apron  feeder  driven  by  gearing  to  the  revolving  cen- 


ter shaft,  and  designed  so  as  to  regulate  the  rate  of  feed  as  desired.  The 
rabbles  on  the  arms  are  so  set  as  to  move  the  material  from  the  circumfer- 
ence to  the  center  of  the  furnace,  and  vice  versa,  on  alternate  hearths, 
delivering  it  finally  into  the  calcine  hoppers  under  the  furnaces.  From 
these  hoppers  the  hot  calcine  is  drawn  into  electrically  operated,  4-ton, 
bottom-discharge  larries,  hoisted  by  means  of  an  8-ton  Otis  elevator  and 
discharged  into  revolving  coolers,  which  in  turn  discharge  into  a  400-toii 
storage  bin  for  shipment  by  the  local  electric  tram  to  the  zinc  leaching 
plant. 

Each  furnace  has  two  fireboxes,  one  on  each  side  of  the  seventh  hearth. 
The  fuel  used  is  pulverized  Lochray  coal,  delivered  to  the  rOaster  storage 
bin  by  means  of  screw  conveyors  from  the  coal-pulverizing  plant.  From 
the  storage  bin  the  coal  is  delivered  by  screw  conveyor  to  individu&l 
furnace  hoppers,  each  of  which  is  equipped  with  a  feedscrew  driven  by  a 
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variable-speed  mechanism  which,  in  turn,  is  driven  from  a  central  main- 
line shaft  belt  driven  by  an  electric  motor.  The  coal  is  blown  into  the  fire- 
boxes under  12-lb.  pressure  through  especially  designed  burners.  The  ash 
is  passed  through  grizzlies  to  launders  and  sluiced  to  the  river.  The 
gases  are  carried  in  cross  flues  to  a  main  building  flue,  thence  to  the  uptake 
and  crosstake  to  the  main  wire-hung  dust  chamber,  where  the  dust  is 
settled  to  be  subsequently  drawn  and  re-roasted.  The  gases  pass  from  the 
dust  chamber,  through  a  connecting  flue,  to  the  stack. 

This  plant  was  started  up,  in  September,  1916,  on  the  oxide  roast  as 
developed  at  Anaconda  when  roasting  for  the  25-ton  plant.  Sulfate  roast- 
ing  was  unsuccessful  at  Anaconda  because  there  was  insuflicient  draft 
to  keep  down  the  temperature  on  the  top  hearth  and  at  the  same  time 
bum  enough  coal  on  the  grates  of  the  fireboxes  to  maintain  the  proper 
temperature  in  the  bottom  of  the  furnace  necessary  for  the  elimination  of 
the  sulfide  sulfur.  In  December,  1916,  when  the  zinc  plant  reached  full 
capacity,  more  acid  was  required  than  the  acid  plant  at  Anaconda  could 
supply,  so  it  was  purchased  at  a  cost  of  $30  per  tori; -30  tons  per  day  were 
requiried.  It  was  therefore  decided  to  again  try  sulfate  roasting.  The 
test  was  begun  on  the  No.  9  furnace;  the  feed  was  cut  to  30  tons  per 
day  and  instructions  were  given  to  burn  enough  coal  to  keep  the  furnace 
at  600®  C.  on  the  lower  three  floors  with  the  doors  closed  and  to  control 
the  heat  on  the  top  floors  by  means  of  the  doors  on  the  fourth  floor  and 
at  no  time  to  let  the  temperature  get  above  550°  C,  as  shown  by  a  dull 
red  heat.  The  furnace  speed  was  cut  to  one  revolution  per  4  min.,  which 
kept  the  feed  in  the  furnace  for  22  hr.  The  following  table  gives  the 
results  of  the  test. 


• 

Tons* 
of  Feed 
Concta. 

Per 
Cent. 
Zinc 

Hearth 
Degre 

Temperatures, 
es  Centigrade 

Total 
Sul- 
fur 

1 

1 
Sul- 
fate 
Sul- 
fur 

Per  Cent. 
Soluble  Zinc 

Date 

In 
HiO 

In  2 

No.  2 

No.  3 

No.  4 

No.  5 

No.  6 

Per 
Cent. 
HiSO« 

1916 

Dec.  1&*20.... 

30 

34.6 

482 

621 

532 

527 

541 

7.2 

5.8 

23.3 

84.7 

Deo.  21-25 

36 

36.7 

466 

516 

532 

532 

549 

6.5 

4.7 

18.1 

82.8 

Dec.  2&-28.... 

39 

35.9 

488 

516 

549 

538 

555 

7.2 

5.0 

19.5 

82.2 

1917 

Dec.  31-Jan.  1 

42 

36.6 

493 

516 

549 

560 

565 

6.5 

5.2 

20.1 

83.3 

Jan.  2-5 

45 

35.8 

499 

510 

560 

560 

565 

7.2 

4.4 

17.3 

82.8 

Jan.e-9 

48 

36.6 

499 

516 

565 

565 

671 

5.6 

3.5 

14.8 

82.8 

Jan.  10-13 

61 

36.4 

493 

510 

555 

565 

571 

6.0 

3.6 

14.2 

80.0 

*  Moisture  8^^  per  cent. 


It  was  decided,  after  this  test,  to  put  all  the  furnaces  on  sulfate  roast- 
ing with  a  40-ton  feed,  for  32  tons  of  calcine  was  needed  from  each 
furnace   and   20  per  cent,  indicated  water-soluble  zinc  for  that  feed 
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would  make  the  zinc  plant  about  self-supporting  on  acid.  The 
slow  speed  of  the  arms  and  the  low  temperature  of  the  sulfate  roast 
resulted  in  a  big  reduction  in  furnace  repairs,  which  more  than  compen- 
sated for  the  slight  increase  in  fuel  and  for  handling  the  extra  flue  dust. 
Sulfate  roasting  with  its  large  increase  in  gas  volume  approximately 
doubles  the  amoimt  of  flue  dust.  Apparently,  there  is  a  decrease  in  silver 
volatilization  with  sulfate  roasting,  because  silver  recoveries  have  been 
much  higher  at  Great  Falls  than  at  Anaconda.  Various  furnace  speeds, 
from  one  revolution  in  80  sec.  down  to  one  revolution  in  4  min.,  have  been 
tried.  The  furnace  seems  to  be  less  sensitive  on  the  lower  speeds  and 
repairs  are  less,  while  the  solubility  and  capacity  are  about  the  same. 
The  raking  has  since  been  changed  so  that  the  feed  is  in  the  furnace 
approximately  16  hr.  as  the  roast  appeared  to  be  nearly  as  good  at  the 
end  of  16  hr.  as  after  22  hr.  By  increasing  the  speed  of  the  concentrate 
across  the  floor,  the  burnout  of  sulfur  was  more  evenly  distributed  through- 
out the  furnace  and  the  capacity  was  somewhat  increased.  The  follow- 
ing table  shows  how  the  sulfur  is  eliminated  as  the  feed  passes  through  the 
furnace;  the  samples  were  taken  after  the  calcine  had  crossed  the  desig- 
nated hearth.  The  sulfur  elimination  is  faster  than  indicated  because 
the  roasting  concentrate  is  constantly  decreasing  in  weight  for  the 
calcination  approximately  90  per  cent. 


Hearth 

Per  Cent.  Sulfur 

Approamate  Grama  off 

Sulfur  EUininated  per 

100  Gm.  New  Feed 

Dryer  Hearth 

35.4 

1 

28.8 

6.6 

2 

22.6 

6.2 

3 

16.8 

6.8 

4 

10.6 

6.2 

5 

6.4 

4.2 

6 

4.8 

1.6 

7 

2.8 

2.0 

Much  has  been  said  about  the  difficulty  of  roasting  zinc  concentrates 
to  render  the  zinc  soluble  in  the  presence  of  considerable  iron.  It  was 
found  that  insoluble  zinc  compoimds  are  imdoubtedly  formed  and  the 
percentage  of  zinc  that  remains  insoluble  increases  as  the  roasting  tern* 
perature  becomes  higher.  However,  it  is  not  difficult  to  make  a  calcine 
containing  82  per  cent,  of  its  zinc  in  soluble  form  in  2  per  cent.  HsS04 
from  a  concentrate  that  contains  33  per  cent,  zinc  to  20  per  cent,  iron, 
and  we  hope  to  increase  the  percentage  of  soluble  zinc  to  85  per  cent. 
A  concentrate  containing  50  per  cent,  zinc  and  under  5  per  cent,  iron  will 
yield  a  calcine  containing  about  94  per  cent,  of  its  zinc,  in  soluble  form. 
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On  the  other  hand,  if  the  temperature  is  allowed  to  get  too  high,  the 
soluble  zinc  may  be  as  low  as  60  per  cent,  for  a  33-per  cent,  zinc  concen- 
trate. Just  what  is  the  most  suitable  temperature  depends  on  the  con- 
centrate undergoing  treatment.  In  general,  roasting  should  be  done  at 
between  600°  and  625°  C,  although  on  low-iron  concentrates  the  tempera- 
ture may  be  greatly  increased  if  the  concentrate  does  not  Binter,  as  will 
happen  if  the  percentage  of  lead  is  high. 

The  1918  extension  called  for  more  roaster  capacity  than  was  avail- 
able at  Great  Falls.  Fourteen  of  the  20-ft.,  six-hearth,  McDougall 
furnaces  in  the  copper-leachii^  plant  at  Anaconda  were  therefore  con- 
verted into  zinc  roasters.  They  are  the  standard  Anaconda  McDougall 
and  are  equipped  with  flotation  concentrate  link-belt  feeders,  Cottrell 
dust  collectors,  Ereboxes  on  the  sixth  hearth.  Anaconda  calcine  coolers. 


and  a  conveyor  system  for  the  dehvery  of  concentrate  from  the  zinc  con- 
centrator to  the  roaster  feed  hoppers  and  from  the  coolers  to  standard 
railway  cars  for  shipment  of  the  roasted  concentrate  to  Great  Falls. 
These  furnaces  have  given  better  and  more  consistent  results  than  the 
larger  Wedge  furnaces.  The  Cottrell  treaters,  being  placed  just  over  the 
furnaces,  precipitate  sulfur  trioxide  with  the  flue  dust,  which  is  returned 
hot  to  the  first  hearth  of  the  furnace,  when  thn  treater  plates  are  rapped. 
This  sulfur  trioxide  appears  to  combine  with  the  moisture  of  the  incoming 
concentrate,  forming  sulfuric  acid  on  the  first  hearth,  and  produces  a 
fuming  effect;  this  may  account  for  the  increase  in  the  amount  of  soluble 
zinc.  Experiments  have  shown  that  the  solubility  of  the  zinc  in  roasted 
concentrates  can  be  greatly  increased  if  the  raw  concentrates  are  moist- 
ened with  sulfuric  acid  before  roasting.    Solubilities  of  85  per  cent,  have 
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been  consistently  made  in  these  furnaces  wh^  the  same  material  only 
3rielded  an  82  per  cent,  solubility  in  the  larger  furnaces  at  Great  Falls. 

Roasting  Zinc  Concentrates 

Following  is  an  average  of  the  daily  assays  of  calcine  produced,  from 
low-grade  concentrates,  at  the  zinc  roasters,  Anaconda,  during  June, 
1919;  also,  the  average  results  in  September,  1918,  at  Great  Falls. 


Rbbultb  Obtained  in  20-ft.  McDougall  Furnaces  at  Anaconda 


Zn,  per  cent ^ 34.5 

Total  S,  per  cent 4.1 

SO4S,  per  cent 3.5 

SoL  Zn,  per  cent 85.67 

Furnaces  operating 12 .  22 


CON- 

CBNTBATB  CaLCIN« 

Zn,  per  cent 31 .9  34.5 

Cu,  percent 1.6  1.7 

Pb,  percent 9.0  10.0 

Ag,  ounce 16.0  17.6 

Au,  ounce 0.06  0.07 

Insoluble,  per  cent —       6.0  7.0 

FeO,  percent 19.0  21.0 

S,percent 34.0  4.1 


Rbbxtlts  Obtained  in  25-ft.  Wbdqb  Roastbbs  at  Great  Falls 

•COM- 
CSNTKATB 

Zn,  per  cent 30.5 


Zn,  percent 33.0 

Total  S,  per  cent 4.6 

SO4S,  per  cent 3.7 

Sol.  Zn,  per  cent 82.7 


Cu,  per  cent 1.8 

Pb,  per  cent 9.5 

Ag,  ounce 16.5 

Au,  ounee 0. 06 

Insoluble,  per  cent 6.5 

FeO,  percent 20.0 

•S,  per  cent 34 . 5 


Calcimi 
33.0 
1.9 

ie.3 

17.8 
0.07 
7.4 

22.3 

4.5 


Some  of  the  Zinc  Concentrates  Roasted  at  Great  Fali^ 
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Anaconda  rino  concentrates 1 


Childen  rino  concentrates. 
Nelson  sine  concentrates. . 

Greenhill  CleTeland 

Highland  Surprise 

Rex 


1. 

0. 

0. 

0. 

0. 

Success 0 . 

MidTale tl. 

Hercules. 1 . 


83  34.0 
Or31.7 
30  45.7 
27]  37. 2 
10  33.6 
90|31.4 
14  31.1 
71  {33. 2 
60  37.4 


7.26 
12.0 


1 
8 
9 


4 
1 
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Pilgrim  Fuller. 

Standard  Silver  A  Lead. 

Colorado. 

Federal 

Butte  A  Superior 

Elm  Orlu 


13 


34.4 


.33 

.88 


1 

0. 

1 

0. 

0, 

1.45,51.3 


43.2 

45.7 
17i38.2j 

55'52.4 


T 


14.08 
8.0 
0.86 
0.73 
3.3 
1.26 
4.01 
8.57 
3.8 
3.5 


11.00 

6.6,0 

20.3  0 

16.30 
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5.00 

4.7|0 
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.6 
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01216 

008114 
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13 
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020 
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.0 
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2.1 


12 
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3 
0 
0 
035'  5.3    4.2 


.0;  7.0 
.2    7.8 


I 


0 

11 

12 

3 

6 


.0 
.2 
.5 
.2 
.5 
.7 
.7 
.1 
.0 
.5 
.1 
.8 

.oi 

.5, 

.6, 


3.7 
2.0 
3.0 
5.2 
3.1 
3.6 
4.7 
11.8 
7.0 
3.7 
2.9 
1.7 
3.3 


9* 


OD 


0.1 
0.70 
3.7i0 
0.10 


0.1 
0.1 
0.8 

i.i!o 

0.10 
0.1|2 
4.l!o 

o.ijo 

0.1  0 
0.2: , 
0.2'. 


.38  35.1 
.32  20.6 
.14,26.7 
.  10)22.2 
.82,24.0 
.22{23.6 
.22  19.5 
.32j28.2 
.20:25.3 
.01,28.6 
.1025.1 
54  34.3 
51I2I.8 
...|29.6 
..82.0 
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Notes  on  Theory  of  Roasting  for  Zinc  Leaching 

1.  It  was  recognized  at  the  beginning  that  ore  or  concentrates  must  be 
finely  pulverized  to  get  the  maximum  solubility;  the  following  screen 
analysis  shows  the  fineness  of  the  concentrates  being  treated  at  Great 
Falls. 

PcB  Csiirr. 

On  60  mesh 0.10 

Through    60  mesh  on    60  mesh 0.53 

Through    60  mesh  on  120  mesh 13.33 

Through  120  mesh  on  200  mesh 18.93 

Through  200  mesh 67. 11 

* 

Total ' 100.00 

Purchased  material,  when  appreciably  coarser  than  flotation  concen- 
trates, is  sent  through  the  ball-mills.  This  serves  the  double  purpose  of 
pulverizing  the  concentrate  and  thoroughly  mixing  it  with  the  mill  con- 
centrates, giving  a  uniform  feed  for  the  roasting  and  leaching  plants. 

2.  The  low  initial  temperature  of  the  roast  gives  better  solubilities 
on  concentrates  containing  appreciable  amounts  of  lead  and  iron  sulfides. 
Lead,  if  5  per  cent,  or  more  is  present,  tends  to*cause  the  roasting  concen- 
trate to  sinter  and  ball  up  at  the  higher  temperatures;  as  these  agglomer- 
ated masses  will  be  insufficiently  roasted,  poor  solubility  results  and  a 
larger  amount  of  classifier  sand  is  produced  in  the  leaching  plant. 

The  aim  is  to  prevent  the  simultaneous  oxidation  of  the  iron  and  zinc, 
as  far  as  possible,  by  keeping  the  temperature  of  the  two  top  roasting 
hearths  below  the  active  break-up  temperature  of  zinc  sulfide  and  yet 
high  enough  to  permit  FeS2  and  FeS  to  oxidize  in  the  time  allowed.  Un- 
fortunately, zinc  sulfide  begins  to  oxidize  at  the  low  temperature  of  the 
upper  hearths  but  to  a  less  degree  than  the  iron  sulfide,  therefore  a 
small  amount  of  ferrate  will  be  formed.  If  zinc  dross  containing  a  large 
amount  of  metallics  is  fed  in  with  the  concentrates,  even  at  the  low  tem- 
perature of  the  top  floors,  the  formation  of  ferrates  is  greatly  increased. 
If  the  dross  is  charged  to  the  lower  floors,  where  there  is  little  or  no  iron 
sulfide,  there  is  very  little  formation  of  ferrates. 

3.  The  amount  of  suKate  formed  is  dependent  on  a  low  initial  tem- 
perature, so  that  apparently  the  amount  of  sulfate  formed  is  largely  in- 
fluenced by  the  amount  of  FejOs  present  and  the  reactions  that  take  place 
in  sulfate  roasting  are  those  of  the  contact  acid  process,  where  freshly 
prepared  ferric  oxide  is  used  as  a  catalyzer.  The  iron  sulfide  is  oxidized 
to  ferric  oxide  in  the  top  hearths  and  acts  as  a  catalyzer  chang- 
ing the  sulfur  dioxide  from  the  roasting  zinc  sulfide  to  sulfur  trioxide 
which,  in  turn,  combines  with  the  freshly  forming  zinc  oxide  to  form  zinc 
sulfate.  In  proof  of  this,  if  the  temperature  at  first  is  high,  practically 
all  of  the  iron  will  be  combined  with  the  zinc  to  form  ferrates,  in  which  case 
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very  little  suK ate  will  be  formed  although  temperatures  and  sulfur  elimi- 
nation are  the  same  in  the  lower  part  of  the  furnace  as  when  sulfating. 

4.  The  amount  of  sulfate  remaining  in  the  finished  calcine  is 
dependent  on  the  end  temperature.  To  decrease  the  percentage  of  sul- 
fate sulfur,  it  is  only  necessary  to  raise  the  end  temperature  and  break  up 
or  prevent  the  formation  of  sulfates.  While  the  solubility  falls  when  the 
suKates  are  broken  up,  it  will  be  better  than  when  ferrates  are  formed  on 
the  top  hearths  instead  of  FesOs. 

5.  More  time  is  required  for  sulfate  roasting,  which  means  that 
the  capacity  wUl  be  less  and  the  fuel  consumption  greater. 

6.  The  gas  volume  is  greater  when  sidfate  roasting,  so  that  more 
flue  dust  is  produced.  The  excessive  amoimt  of  air  needed  for  cooling 
is  responsible  for  the  increased  gas  volume. 

7.  The  function  of  the  auxiliary  heat  from  the  fireboxes  is  to  maintain 
the  oxidation  temperature  of  the  roasting  concentrates  in  the  lower  floors 
and  to  heat  the  air  that  supphes  the  oxygen  and  carries  away  the  sulfur 
dioxide  on  the  lower  floors.  The  volume  of  gas  from  the  fireboxes  must 
be  relatively  large  for  sulfate  roasting,  otherwise  the  temperature  wiD  be 
so  intense  that  the  sulfate  will  be  broken  up  in  passing  through  the  drop 
holes  and  in  front  of  the  fireboxes. 

8.  The  capacity  of  the  furnace  at  Great  Falls  is  limited  by  the  tem- 
perature of  the  second  hearth.  For  instance,  the  radiation  and  the 
amount  of  heat  carried  out  in  the  cooling  water  are  constant,  therefore 
the  oxidation  of  more  sulfur  and  iron  on  this  floor  will  cause  an  increase 
in  temperature  to  a  point  where  the  zinc  sulfide  begins  to  break  up. 
But  if  more  air  is  admitted  for  coohng,  dusting  will  be  excessive. 

9.  The  SO2  in  the  gas  from  the  furnace  intake  is  2  per  cent,  or  less 
for  maximum  solubility  when  rimning  the  furnace  at  capacity.  We 
think  this  is  a  coincidence  rather  than  a  necessary  condition.  The 
function  of  the  big  excess  of  air  is  cooling,  otherwise  the  capacity  of  the 
furnace  would  be  the  same  both  summer  and  winter;  as  a  matter  of  fact, 
the  furnaces  have  a  greater  capacity  in  winter  than  in  summer  while  the 
concentration  of  SO2  is  higher  and  the  amount  of  soluble  zinc  the  same. 

CUMXTLATTVE     RbCOVEBT     OF     GbEAT     FaLLS     RoASTEB     PlANT    FROM    SePTBMBBR, 

1916,  TO  December  1,  1919 

Pbb    Cbnt. 

Zinc 98. 169 

Copper* 100.661 

Gold 98.042 

Silver 95.749 

Lead 96.680 

*  The  amount  of  copper  ia  small,  1.50  per  cent.,  and  is  reported  to  hundredths. 

The  accompanying  table  shows  the  recovery  of  the  roaster  plant  at 
Great  Falls.  About  90  per  cent,  of  the  concentrates  came  from  Ana- 
conda, where  they  were  weighed  and  sampled.    The  losses  include  the 
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loading,  transit,  and  unloading  losses  as  well  as  the  stack  loss.  The  Great 
Falls  stack  and  flue  system  leave  little  to  be  desired  from  a  dust-settling 
standpoint. 

Leaching  Division 

The  leaching  is  continuous  and  is  carried  out  in  two  steps:  (1)  A 
neutral  leach  where  all  the  calcine  and  approximately  one-half  of  the 
total  add  is  added;  (2)  an  acid  leach  where  no  calcine  and  the  remainder 
of  the  add  is  added. 
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Fig.  7. — Gbneral  plan  of  15(M*on  lb  aching  building. 

The  solution  for  the  first,  or  neutral,  leach  is  made  up  with  one-half 
of  the  cell  acid  (llM  per  cent,  sulfuric  acid  and  2M  per  cent,  zinc)  and  the 
partly  spent  leach  liquor  (0.6  per  cent,  sulfuric  acid  and  10  per  cent,  zinc 
from  the  acid  leach).  This  mixture  is  run  into  the  first  of  a  series  of 
seven  continuous  leaching  Pachuca  tanks.  Sufficient  iron  must  be 
present  and  oxidized  to  account  for  all  the  arsenic  and  antimony, 
otherwise  they  will  not*  be  removed  and  poor  tank-room  efficiency  will 
result. 

Calcine  is  run  into  the  three  succeeding  Pachuca  tanks  in  such  a  man- 
ner that  there  is  an  average  drop  of  2)^  per  cent,  acid  in  each  tank.  Noth- 
ing is  added  to  the  fifth  tank,  as  it  is  used  as  an  indicator,  or  control, 
tank  in  which  the  acid  should  be  nearly,  or  completely,  spent.  One- 
sixth  of  the  total  amount  of  calcine  is  added  to  the  sixth  Pachuca  tank 
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together  with  a  email  amount  of  pulverized  limestone.  The  excess  base 
contained  in  the  calcine  and  lime  rock  completely  precipitates  the  ferric 
iron,  granulates  the  gelatinous  silica,  and  partly  precipitates  the  copper. 
These  chemical  precipitates,  together  with  the  insoluble  residue,  carry 
down  the  freshly  formed  insoluble  compounds  of  arsenic  Eknd  antimony 
and  completely  free  the  solution  from  them.  For  instance,  the  arsenic 
may  be  as  high  as  2  gm.  per  liter  in  the  liquor  in  the  third  Pachuca  tank 
and  less  than  1  mg.  in  the  liquor  of  the  seventh  Pachuca,  which  is  also  a 


Hootti!T5olijt>ilitj=C 

Flo.  9. — Graphic  prebbntation  or  zinc-plant  recovery   formula,  based  on 

r&CT  THAT  INSOLUBLE   ZINC   IN  CALCINE   EQUALB   INBOLUBLE   EINC   IN   RESIDUE. 

control  tank,  but  its  function  is  mostly  physical.  After  the  base  is  added 
it  takes  several  minutes  for  the  leach  to  coagulate.  If  this  step  is  carried 
out  too  rapidly,  poor  settlement  results  and  in  a  short  time  the  rest  of  the 
plant  will  be  blocked  with  mud.  When  this  step  is  properly  carried  out 
each  granular  particle  of  solid  appears  to  be  enclosed  in  a  6ake  of 
freshly  precipitated  iron,  lime,  or  gelatinous  silica;  that  is,  each  solid 
particle  becomes  a  nucleus  about  which  the  chemical  precipitate  collects 
aod  provides  the  necessary  weight  to  carry  down  these  ilaky  particles. 
The  capacity  of  the  settling  equipment  is  dependent  on  the  proper 
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handling  of  the  seventh  Pacfauca.  It  is  easy  to  control  but  requires  close 
attention. 

The  discharge  of  the  last  Pachuca  goes  to  the  neutral  classifiets. 
These  take  out  the  sands,  which  are  reground  and  returned  to  the 
system  for  further  treatment.  The  overflow  from  the  classifiers  flows 
to  Dorr  settlers,  which  discharge  a  clear  overflow  for  the  purification  tanks 
and  a  spigot  product,  containing  50  per  cent,  solids,  which  forms  the 
feed  to  the  acid  leach. 

To  Bum  up,  in  the  first,  or  neutral,  leach-:  (1)  AM  the  calcine  entere 
the  process  and  approximately  three-fourths  of  the  soluble  zinc  is  taken 
into  solution.  (2)  The  iron  is  oxidized  and  precipitated.  (3)  GelatinouB 
silica  is  coagulated  by  excess  base  and  rendered  granular.  (4)  The 
arsenic  and  antimony  are  completely  precipitated.  (5)  Eighty  per 
cent,  of  the  copper  is  precipitated  as  hydroxide  by  the  excess  base;  this 
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makes  possible  the  cheap  removal  of  most  of  the  copper  and  supplies  the 
iron  for  the  removal  of  arsenic  and  antimony  in  the  acid  leach.  (6)  A 
tait^e  percentage  of  the  zinc  is  separated  from  the  residues  and  is 
contained  in  a  clear  settler  overflow  along  with  20  per  cent,  of  the 
soluble  copper  and  all  the  soluble  cadmium  which  goes  to  the  purificatioD 
plant,  while  the  settler  spigot  product  containing  three  parts  of  solids 
-  and  two  parts  of  solution  is  elevated  to  the  acid  leach.  The  only  heat 
used  in  the  process  is  that  supplied  by  the  chemical  reactions  and  ^ectric 
current  in  the  tank  room. 

The  ground  neutral  classifier  sand  and  the  neutral  settler  spigot  prod- 
uct are  leached  in  three  10  by  20-ft.  (3  by  6-m.)  continuous  leaching 
Pachuca  tanks  with  the  remainder  of  the  cell  acid  and  sent  to  the  acid 
settlers.  This  operation  is  simple;  it  is  necessary  only  to  see  that  the 
overflow  from  the  Pachucas  is  maintained  at  approximately  M  per  cent. 


rSEDBRICK  LAIST,  F.   F.   PRICK,  J.  O.   ELTON   AND  B.  B.  CAPLEB  715 

acid.  Variations  of  1  per  cent,  over  a  considerable  lime  do  not  materially 
affect  results,  but  too  high  an  acid  for  a  long  period  increases  the  volume 
of  solution,  hindering  settlement,  and  causes  the  iron  to  circulate,  which 
interferes  with  the  settlement  of  the  neutral  side.  Too  low  an  acid  for  a 
long  period  results  in  low  recovery  due  to  undissolved  ZnO  and  to  high 
moisture  in  the  filter  cake  caused  by  precipitating  ferric  hydroxide,  gela- 
tinous silica,  and  alumina  without  granulating.  Poor  settling  of  the 
acid  settlers  also  results  for  the  same  reasons. 


Fra.  11. — Plow  shezt  of  150-ton  plant. 

The  spigot  product  of  the  acid  settlers,  containing  60  per  cent,  solid 
and  40  per  cent,  moisture,  goes  by  gravity  to  blanket-covered  filters  of 
the  Oliver  type.  The  cake  from  these  filters  is  repulped  with  hot  water 
or  hot  water  and  acid,  in  case  there  is  enough  acid-soluble  zinc  left  in  the 
first  cake  to  justify  it,  and  then  refiltered  on  a  second  set  of  blanket- 
covered  OUvers  to  recover  more  of  the  soluble  zinc .  Hot  waah  water 
is  used  on  each  set  of  filters.  If  this  double  filtering  operation  is 
properly  carried  out,  less  than  20  per  cent,  of  the  zinc  contained  in  the 
residues  will  be  soluble  in  dilute  sulfuric  acid.  In  other  words,  if  90 
per  cent,  of  the  zinc  in  the  calcine  was  soluble,  10  per  cent,  of  the  total 
zinc  in  the  calcine  would  be  in  the  final  residue  as  insoluble  zinc  and 
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would  be  80  per  cent,  of  the  total  zinc  in  the  residue.  That  is,  the 
recovery  would  be  873^^  per  cent.  (Graphic  solution,  Fig.  9.)  We  con- 
sider this  good  practice  and  easily  obtainable  on  45  per  cent,  zinc  calcine. 

The  filtrate  from  the  acid  filters  is  combined  with  the  acid  settler 
overflow  and  goes  to  the  copper  roughing  tanks  where  scrap  zinc  from  the 
tank  room  and  scrap  iron  are  added  to  rough  out  the  copper.  It  is  then 
pumped  to  the  first  of  the.  neutral  leach  Pachucas  and  forms  a  part  of  the 
neutral  leach  acid. 

The  results  of  the  acid  leaching  system  are:  (1)  Solution  of  the  re- 
mainder of  the  acid-soluble  zinc  and  the  copper;  (2)  final  separation  of 
the  solids  from  the  zinc  and  copper  solutions;  (3)  roughing  out  of  the 
copper  and  chlorine;  (4)  solution  of  sufficient  iron  to  guarantee  the  re- 
moval of  arsenic  and  antimony  in  the  neutral  leach  step;  (5)  elimination 
of  the  arsenic  and  antimony  which  are  only  partly  redissolved  in  dilute 
acid.  (About  10  per  cent,  of  the  arsenic  and  antimony  circulate  in  the 
acid  Dorr  overflow.) 

Fig.  12A  shows  approximately  how  zinc  and  associated  impurities  go 
into  solution  in  the  first,  or  neutral,  leach,  reaching  a  maximum  at  ap- 
proximately 2.5  per  cent,  acid  and  how  iron,  arsenic,  alumina,  and  soluble 
silica  are  precipitated  by  excess  calcine  over  that  required  to  neutraUze 
free  acid,  again  partly  dissolving  in  the  acid,  or  repulping,  leach.  The 
solution  used  in  the  first  leach  is  a  mixture  of  acid  settler  overflow  and 
cell  discharge  solution.  A  number  of  parallel  leaches  were  made  imder 
exactly  the  same  conditions,  taking  one  for  each  point  on  the  curve  and 
analyzing  the  solution  to  obtain  the  results  as  plotted.  After  adding  the 
varying  amounts  of  excess  calcine,  the  pulps  were  allowed  to  settle  for 
2  hr.  and  the  clear  solution  was  carefully  decanted,  leaving  a  thickened 
pulp  containing  approximately  one-third  of  the  total  solution.  The 
decanted  solution  was  taken  for  the  data  plotted  in  C  and  the  remaining 
pulps  were  used  to  obtain  the  data  plotted  in  B. 

Fig.  12B  is  a  presentation  of  the  results  obtained  in  the  repulping,  or 
acid,  leach.  The  data  were  obtained  by  carefully  adding  fresh  cell-dis- 
charge solution  to  the  pulps  containing  excess  calcine,  taking  one  leach  for 
each  set  of  results.  This  curve  shows  how  the  amoimts  of  iron,  arsenic, 
antimony,  and  alumina  returned  to  the  neutral  leach  may  be  controlled 
by  regulating  the  acid  content  of  the  repulping  leach  discharge.  The 
results,  as  plotted,  are  higher  than  would  be  obtained  if  only  the  precipi- 
tated impurities  were  releached,  as  some  of  the  impurities  in  solution  are 
obtained  from  the  excess  calcine  added  in  the  neutral  leach.  Precipi- 
tated silica  dissolves  only  slightly,  if  at  all,  in  the  repulping  leach;  yet 
some  is  contained  in  the  solution  from  this  leach,  having  been  dissolved 
from  the  excess  calcine. 

Fig.  12C  illustrates  the  copper  and  cadmium  purification,  using  zinc 
dust.     The  clear  solution  from  the  neutral  leach  pulp  was  treated  with 
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increasing  amounts  of  zinc  dust  to  obtain  the  d&ta  shown.  The  curves 
ate  borne  out  in  practice,  but  do  not  show  the  true  order  in  which  copper 
and  cadmium  are  precipitated.  They  show  that  most  of  the  copper  is 
eliminated  before  cadmium  is  precipitated,  but  cadmium  is  eliminated  in 
almost  the  same  ratio  as  copper  when  zinc  dust  is  first  added,  but  quickly 
redissolves  precipitating  copper  from  solution.  When  copper  is  practi- 
cally completely  precipitated,  a'  large  part  of  the  cadmium  remains  in 
solution  and  requires  a  large  excess  of  zinc  dust  over  the  theoretical  for  its 
complete  removal.    This  excess  zinc  dust  is  recovered  and  used  to  pre- 
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Fig.  12. — Graphic  repbbsbntation  of  thb  chsmistbt  of  (A)  neutral  leach- 
ing AND  PRECIPITATION  OF  ASfOii  Fe,  SiOs,  ALsOi;  (B)  ACID  LEACHING  OF  THE  THICK- 
■NSD  PtJLP  FROM  A;  (C)  ZINC  DUBT  PURIFICATION  OF  THB  CLEAR  SOLUTION  FROM  A 
FOR  CU  AND  Cd. 


cipitate  copper  from  a  second  batch  of  solution.  An  overall  efficiency  of 
80  per  cent,  of  the  zinc  dust  added  is  considered  good  practice;  the  other 
20  per  cent,  is  partly  recovered  in  the  piu-ification  slime  treatment  plant 
by  leaching  with  dilute  acid  solution. 

If  zinc  dust  is  added  to  a  clear  solution  of  copper  and  cadmium  sul- 
fates and  only  slightly  agitated  for  a  few  minutes,  the  bright  zinc  dust  is 
black  and  spongy.  If  the  solution  is  filtered,  it  will  be  found  that  copper 
and  cadmium  have  been  eliminated  in  about  the  same  proportions.  If 
the  agitation  is  continued  and  there  is  irisufiicient  zinc  present  to  precipi- 
tate all  copper  and  cadmium,  the  color  of  the  residue  will  change  to  red 
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or  reddish-brown  and  the  solution  will  contain  a  much  smaller  proportion 
of  copper  to  cadmium  than  the  first  sample.  If  only  50  per  cent,  of  the 
zinc  dust  required  to  precipitate  the  copper  is  added,  the  second  sample 
will  contain  a  higher  actual  percentage  of  cadmium  than  the  first.  In 
practice,  the  purification  operation  is  carried  to  completion,  so  the  re- 
action between.  metaUic  cadmium  and  copper  sulfate  is  completed. 
Under  certain  conditions  the  precipitated  cadmium  will  redissolve  if 
allowed  to  remain  in  contact  with  the  purified  solution. 

The  presence  of  ferrous  suKate  seems  to  be  especially  harmful;  it 
is  evidently  oxidized  to  ferric  suKate,  dissolving  the  finely  divided  metallic 
cadmium.  Long-continued  aeration  of  solution  containing  ferrous  sul- 
fate and  precipitated  cadmium  will  redissolve  some  or  all  of  the  cadmium. 
A  trace  of  free  acid  will  also  redissolve  precipitated  cadmium. 

Copper  Precipitated  by  Scrap  Iron 

When  the  excess  of  calcine,  made  necessary  by  the  adoption  of  the 
continuous  leach  system,  was  added,  it  was  found  that  a  large  part  of  the 
copper  was  precipitated  in  the  neutral  leaching  tanks  and  settlers.  This 
copper  again  went  into  solution  when  the  neutral  spigot  product  was  re- 
leached,  causing  trouble  in  the  purification  plant  because  it  built  up  in  the 
leach  cycle.  At  times,  when  sufficient  calcine  to  precipitate  the  copper 
was  not  added,  the  copper  in  the  neutral  Dorr  overflow  would  suddenly 
increase  as  much  as  100  per  cent.,  so  if  sufficient  zinc  dust  to  precipitate  it 
was  not  added,  the  tank  room  suffered.  When  it  was  found  that  copper 
was  being  concentrated  in  the  Dorr  overflow,  the  solution  of  the  problem 
was  easy;  the  copper  in  the  acid  Dorr  overflow  was  precipitated  with 
scrap  iron  until  enough  iron  was  in  solution  to  take  care  of  the  arsenic, 
then  the  rest  of  the  copper  was  precipitated  with  scrap  zinc  from  the 
tank  room.  Formerly  it  was  the  practice  to  dissolve  the  scrap  zinc  and 
iron  in  the  cell  acid  storage  tanks.  A  tank  12  ft.  (3.6  m.)  in  diameter 
by  12  ft.  deep  was  fitted  with  an  air-lift  agitator  and  used  to  dissolve  the 
iron  and  scrap  zinc  for  precipitating  the  copper.  In  this  tank  sufficient 
scrap  iron  and  zinc  were  added  to  guarantee  the  desired  result.  The 
adoption  of  this  scheme  effected  material  saving  of  zinc  dust  in  the  purifi- 
cation plant. 

PORIPICATION 

The  failure  of  the  early  experimenters  to  recognize  the  harmful  effects 
of  minute  quantities  of  certain  impurities  is  the  principal  reason  for  their 
disappointment.  It  is  not  safe  to  say  that  a  definite  amoimt  of  any 
impurity  such  as  copper,  arsenic,  antimony,  cobalt,  cadmium,  tellurium, 
or  selenium  can  be  tolerated  because  the  toxio  effects  of  most  of  these 
appear  to  be  cumulative.    For  instance,  when  a  small  amount  of  copper  is 
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present  (10  mg.  per  liter),  the  harmful  effect  of  a  little  arsenic  or  antimony 
is  greatly  multiplied,  therefore  the  only  safe  thing  is  to  eliminate  all  to 
the  greatest  possible  degree.  If  the  neutral  leach  is  properly  carried  out, 
the  neutral  Dorr  overflow  will  contain,  in  addition  to  zinc  sulfate,  all  the 
soluble  cadmium  and  a  certain  percentage  of  the  copper;  but  the  arsenic, 
antimony,  ferric  iron,  and  part  of  the  copper  will  have  been  precipitated. 
The  final  purification  with  zinc  dust  will  take  care  of  the  copper  and 
cadmium  and  will  precipitate  a  certain  amount  of  any  arsenic  and  anti- 
mony that  has  passed  the  neutral  leach;  but  it  is  not  safe  to  depend  on  the 
zinc  dust  for  arsenic  and  antimony  removal. 

The  Great  Falls  purification  plan  is  based  on  the  fact  that  a  large 
excess  of  zinc  dust  will  completely  precipitate  the  last  traces  of  cadmium 
and  copper;  therefore,  to  get  a  reasonable  efficiency  from  the  zinc  dust,  a 
recovery  system  was  installed  and  later  supplemented  by  a  purification 
slime  treatment  plant.  Copper  is  rapidly  removed  by  the  zinc  dust  but 
cadmium  is  removed  slowly  and  with  difficulty  unless  a  large  excess  of 
zinc  dust  is  used.  As  cadmium  must  be  reduced  to  less  than  20  mg.  per 
liter  in  the  purified  solution,  to  make  grade  ''A"  zinc  in  the  tank  room, 
and  as  no  rapid  test  of  which  we  are  aware  is  sufficiently  deUcate  to  indicate 
that  small  amoimt  of  cadmium,  it  has  been  necessary  to  develop  the 
present  practice. 

Operation  of  Purification  Tanks 

The  overflow  from  the  neutral  settlers  is  pumped  to  twelve  10  by  20- 
ft.  (3  by  6-m.)  air-agitated  Pachuca  tanks,  where  it  is  treated;  first,  with 
recovered  zinc  sludge  from  the  purification  classifiers,  to  rough  out  the 
copper,  then  with  zinc  dust,  added  carefully  until  copper  cannot  be  de- 
tected with  the  hydrogen-sulfide  test.  A  definite  excess  of  zinc  dust  is 
then  added  to  insure  that  all  cadmium  is  precipitated.  The  amount  of 
excess  dust  added  is  determined  by  practice  and  is  varied  from  day  to 
day  by  the  zinc-plant  superintendent  after  he  has  received  the  analyses 
of  the  neutral  Dorr  overflow  and  the  purified  solution  for  the  previous 
day.  It  is  a  cut-and-try  method  but  is  not  difficult  to  control.  Like 
the  rest  of  the  process  it  must  be  carefully  watched  because  an  error 
here  results  in  poor  tank-room  efficiency  for  several  days.  The  best 
method  is  to  avoid  trouble  by  using  plenty  of  dust.  On  the  other  hand, 
the  use  of  too  much  dust  is  expensive,  but  so  long  as  there  is  insuffi- 
cient zinc  sludge  coming  back  from  the  classifiers  to  rough  out  the  copper 
too  much  zinc  dust  is  not  being  used.  , 

After  the  addition  of  the  excess  zinc  dust,  the  tank  is  agitated  for  15 
min.  and  then  discharged  through  a  drag-line  classifier  to  two  10  by  50-f  t. 
(3  by  15-m.)  Dorr  settlers  in  parallel,*  which  are  in  series  with  six  25  by 
65-ft.  concrete  settling  ponds.    The  ponds  are  arranged  in  parallel,  so 


720     ELECTROLTTIC   ZINC  PLANT  OF  ANACONDA   COPPER  HININQ   CO, 

that  any  one  can  be  cut  out  for  cleaning;  without  interfering  with  the 
others,  and  are  7  ft,  (2.1  ra.)  deep  at  the  feed  end  and  2H  ft.  at  the  dis- 
charge;  the  sloping  bottom  facilitates  cleaning.  During  normal  opera- 
tions one  pond  is  sluiced  out  per  shift,  if  the  sludge  is  allowed  to  remain 
in  the  bottom  of  the  pond  too  long,  the  cadmium  oxidizer  and  goes  into 
aolution.  Traces  of  acid  or  ferric  sulfate  hasten  the  re-aolution  of  the 
cadmium.  The  pond  overflow  launder  leads  to  a  concrete  sump,  which 
supplies  the  feed  to  eight  Shriver  clarifying  presses.  The  purified  solu- 
tion, after  passii^  the  presses,  is  as  clear  as  crystal.     If  the  overflow  from 
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Fig.  13. — F^w  sheet  of  ISO-ton  pi^nt. 

the  ponds  is  clear,  the  presses  are  probably  superfluous,  but  they  act  as  a 
safeguard  and  ail  the  solution  has  been  forced  through  them.  The  clari- 
fied solution  is  pumped  to  two  12  by  50-ft.  (3.6  by  15-m.)  storage  tanks 
and  forms  the  feed  to  the  tank  room.  The  sludge  from  the  purification 
Dorrs  and  the  ponds  is  pumped  to  a  scavenger  Dorr,  which  receives  all  the 
spill  and  washings  from  the  presses  and  the  purification  settling  system 
and  acts  as  a  combination  settler  and  slime  storage  tank  for  the  purifica- 
tion slime  treatment  plant.  The  overflow  of  the  scavenger  settler  is 
pumped  back  to  the  purification  tanks.  The  spigot  product  of  the 
scavenger  settler  is  the  feed  to  the  purification  slime  treatment  plant. 
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Operation  of  Purification  Slime  Treatment  Plant 

The  scavenger  spigot  product  is  pumped  to  two  10  by  17-ft.  (3  by  5.1- 
m.)  leaching  Pachuca  tanks  until  they  are  about  one-third  fuU,  then  cell 
acid  (10  per  cent.  suKuric  acid)  is  run  in  slowly  while  the  tanks  are  agilated 
until  copper  begins  to  go  into  solution  (sodium-sulfide  test.)  At  this 
point,  the  zinc  and  cadmium  are  in  solution  while  the  copper  is  still  in 
the  solid  state.  These  leaches  are  now  pumped  to  the  copper  settler, 
where  the  copper  is  collected  in  a  rich  slime,  30  per  cent,  copper  in  the 
spigot  product,  and  is  filtered  on  a  12  by  12-ft.  Oliver  filter  and  sent  to 
Anaconda  to  the  copper  smelter.  The  overflow  of  the  copper  settler 
contains  the  cadmium  and  zinc  and  is  run  to  two  10  by  17-ft .  Pachuca 
piuifying  tanks,  to  which  fine  zinc  dust  is  added  in  sufficient  quantity  to 
reduce  the  cadmium  content  of  the  solution  to  that  of  the  neutral  Dorr 
overflow.  After  the  cadmium  is  precipitated,  these  tanks  are  discharged 
to  a  10  by  30-ft.  cadmium  settler,  the  overflow  of  which  goes  back  with 
the  scavenger  settler  overflow  for  purification.  The  spigot  product  of  the 
cadmium  settler  contains  12  per  cent,  cadmium  and  is  to  be  treated  for 
the  recovery  of  metallic  cadmium.  Approximately  500  \b.  of  cadmium 
per  day  is  contained  in  this  product.  The  process  for  the  recovery  of  cad- 
miirni  has  been  worked  out  and  the  plant  will,  most  probably,  be  installed 
when  the  demand  for  cadmium  justifies  it. 

Electrolyzing  Division 

The  tank  house  contains  864  cells  divided  into  six  electrical,  or 
solution,  units.  The  cells  are  10  ft.  3  in.  (3.12  m.)  long,  2  ft.  10  in. 
(0.86  m..)  wide,  by  5  ft.  (1.5  m.)  deep.  They  are  made  of  wood 
with  a  lead  lining  and  are  bolted  together  with  heavy,  %-in.  (19-mm.) 
iron  bolts  at  the  end.  Each  cell  contains  28  anodes  and  27  cathodes. 
The  cathodes  are  approximately  2  ft.  by  3  ft.  6  in.  by  ^e  in-  thick  and 
have  a  copper  contact  bar  riveted  on  the  top  so  that  3  ft.  of  the 
cathode  is  submerged;  they  are  spaced  4  in.  on  centers  at  right  angles 
to  the  solution  flow.  The  anodes,  made  of  chemical  lead,  are  so  cast 
that  the  lead  completely  encloses  the  copper  contact  bar  except  at  one 
end,  where  contact  is  made  with  the  conductor  bar.  The  anodes  are 
slightly  smaller  in  cross-section  than  the  cathode  but  are  %  in.  thick. 
They  are  spaced  4  in.  on  centers  in  such  a  way  that  the  distance  from 
the  cathode  to  the  anode  is  approximately  1%  in.  The  triangular  con- 
ductor bar  used  permits  all  of  the  contacts  to  be  on  the  outside  of  the 
cell  nearest  the  aisle.  This  allows  easier  inspection  and  cleaning  and 
makes  it  unnecessary  for  the  workmen  to  lean  over  the  tank  and  breathe 
the  fumes  that  rise  from  the  solution  undergoing  electrolysis. 

Each  tank- room  unit,  or  block  of  144  cells,  is  subdivided Jnto  24 

VOL.  LXXV. — 46. 
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cascades.  Each  double  cascade  forms  a  stripper  unit,  which  is  divided 
by  a  runway.  The  cells  of  each  cascade  are  placed  end  to  end  so  that 
the  discharge  of  the  top  cells  flows  into  the  next  lower  cells.  The  dis- 
charge of  the  sixth  cell  spills  into  the  tail  launder,  which  carries  the 
spent  electrolyte  to  the  acid  discharge  storage  tank.  The  feed  solution 
is  brought  in  by  6-in.  (15-cm.)  lead  mains  from  the  purified  storage 
tanks  and  is  distributed  to  the  cells  by  iron  feed  pipes.  Each  double 
cascade  has  an  individual  feed  pipe  with  a  valve  control  so  that  the 
solution  can  be  fed  to  any  cell  in  the  system.  Solution  is  fed  into  the 
first  five  cells  of  a  cascade;  the  sixth  cell  is  used  as  a  control  from 
which  hourly  samples  are  taken  and  nm  for  acid.  The  system  used  is 
really  a  parallel  feed  and  a  series  flow  of  solution  through  each  cascade. 
The  6-in.  lead  lines  are  broken  and  connected  with  6^-in.  rubber  hose 
to  prevent  current  grounds. 

Electrical  Units 

m 

The  current  for  each  electrical  xmit  of  144  cells  is  supplied  by  a  rotary 
converter  of  5800  kw.  output  at  680  volts  and  10,000  amp.  maximum 
capacity.  At  fuU  load,  the  current  density  is  approximately  30  amp. 
per  sq.  ft.  The  voltage  and,  indirectly,  the  current  may  be  varied  40 
volts  up  or  down  by  means  of  a  booster  set.  Each  additional  1000  amp. 
on  a  circuit  calls  for  a  raise  of  approximately  15  volts  on  the  circuit.  The 
80-volt  range  with  the  booster  set  permits  a  decrease  of  over  one-half 
the  amperes  without  changing  the  transformer  taps.  Whenever  neces- 
sary, the  internal  resistance,  that  is  the  resistance  of  the  electrolyte,  can 
be  changed  by  increasing  or  decreasing  the  acidity  of  the  electrolyte. 
The  drop  across  a  cell  is  3.8  volts  when  operating  with  10  per  cent,  acid 
and  10,000  amp.  As  the  cells  are  in  series,  this  means  that  the  over-aU 
voltage  is  over  500  volts.  It  is  only  possible  for  a  workman  to  get  one- 
half  of  this  voltage  because  the  neutral  of  each  circuit  is  connected  to  the 
ground.  This  arrangement  has  proved  very  satisfactory.  The  plant 
has  been  in  operation  for  over  four  years  and  no  trouble  has  been  experi- 
enced from  this  high  voltage. 

The  first  5800  kw.  rotary,  after  being  run  several  hours  with  no  load, 
was  ready  for  operation  on  Sept.  10,  1916.  As  this  was  the  largest  ma- 
chine of  this  type,  the  electrical  superintendent  decided  to  have  it  come  in 
on  as  small  a  load  as  possible,  therefore  the  cells  were  only  partly  filled 
with  solution  to  decrease  the  plate  surface.  It  was  also  arranged  for  the 
rotary  to  receive  current  from  a  special  generator  at  the  power  house.  In 
other  words,  it  was  not  dependent  on  the  synchronous  booster  set  for 
voltage  regulation.  The  power  was  switched  on  the  first  unit  at  9:20 
a.m.,  Sept.  11,  but  very  little  current  flowed  owing  to  the  high  resistance 
of  the  neutral  solution  and  the  high  current  density  due  to  the  partly 
fiUedJcells;  these  were  filled  as  soon  as  possible. 
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The  tank  room  was  started  up  with  green  men,  except  one  man  per 
&hif  t  who  was  trained  in  the  25-ton  plant  at  Anaconda.  The  second  unit 
was  started  Oct.  14,  and  came  in  much  faster  because  cell  acid  from  the 
first  unit  was  added  to  each  cell  to  cut  down  the  resistance,  also  we  were 
not  afraid  to  push  the  rotary  to  the  voltage  limit. 

The  individual  cell  feed  tried  in  the  Anaconda  plant  was  perfected 
and  adopted.  This  made,  possible  a  close  acid  and  voltage  control  of  the 
tank  room  without  excessive  supervision  because  the"  flow  of  each  cell 
was  small  and  small  changes  were  at  once  apparent  to  the  eye.  The 
hourly  acid  control  samples  from  the  end  of  each  cascade  act  as  a  check 
on  the  inspector's  judgment.  The  appearance  of  the  solution,  the  size 
of  the  gas  bubbles,  and  the  degree  of  the  pungent  odor  of  the  acid  mist  help 
in  detecting  abnormally  high  acid  cells.  If  the  zinc  is  allowed  to  become 
nearly  depleted  in  any  cell  the  hydrogen  gas  will  take  fire  and  small,  rapid 
explosions  result. 

The  yield  per  horsepower-day  was  over  10  lb.  (4.5  kg.)  and  the  zinc 
deposited  was  nearly  ideal  until  about  the  first  of  December  when  it 
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began  to  show  signs  of  surface  corrosion.  The  character  of  the  deposit 
gradually  changed  until  its  resemblance  to  the  arsenic  deposit  of  the  test 
ceU  could  no  longer  be  mistaken;  but  the  chemists  reported  no  arsenic  in 
solution.  At  last,  it  was  decided  to  apply  the  arsenic  cure  (adding  scrap 
iron  to  the  cell  acid  return  launder).    The  effect  was  apparent  within  24 
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hr.  and  re-solution  completely  stopped  within  a  week.  It  has  since  been 
the  practice  to  add  scrap  iron  whenever  strong  acid  was  being  added  to 
the  system ;  during  this  time  30  tons  per  day  of  chamber  -  acid  was 
required. 
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The  results  obtained  in  the  cell  room  during  the  first  five  months  of 
1917,  after  the  addition  of  scrap  iron  was  standardized,  are  given  in 
the  preceding  table. 

Care  of  Tanks 

The  solution  flow  for  each  unit  of  144  cells  is  looked  after  by  one  in- 
spector on  each  shift,  who  sees  that  each  cell  gets  the  proper  supply  of 
solution  and  glue,  looks  out  for  leaks  and  poor  contacts,  and  samples  the 
spent  electrolyte  of  each  of  the  24  cascades  once  per  hom*.  These  samples 
are  titrated  with  standard  sodium-carbonate  solution,  using  methyl  orange 
as  an  indicator,  and  the  results  recorded  in  the  log  book.  Variations  of 
over  1  per  cent,  are  rare.  It  is  possible,  by  close  attention,  to  have  each 
cell  discharge  contain  the  same  percentage  of  acid.  To  lessen  the  work 
and  to  be  sure  of  sufficient  zinc  in  solution  in  all  the  cells,  the  acid  in  the 
last  cell  is  higher  than  in  any  of  the  preceding  cells  in  a  cascade. 

On  day  shift,  twelve  tank  men  do  the  stripping  of  the  metal  for  each 
unit;  that  is,  each  tank  man  tends  one  stripper  unit,  one-half  of  which 
he  strips  each  day.  The  cathodes  are  stripped  every  48  hr.  and  produce 
two  sheets  of  zinc,  each  weighing  from  15  to  20  lb.  (6.8  to  9  kg.),  which 
are  stacked  on  small  20-in.  (50-cm.)  gage,  ball-bearing  cars  and  delivered 
over  the  casting-plant  scales  at  the  end  of  the  da3r's  shift.  In  addition 
to  stripping  the  metal,  the  tank  man  keeps  his  unit  in  shape;  he  is  re- 
sponsible for  the  cleanliness  and  general  condition  of  the  cells,  aisle,  and 
equipment.  He  is  paid  a  bonus  based  on  quantity  of  zinc  produced. 
Good  tank  men  earn  from  25  cents  to  one  dollar  per  day  more  than 
the  common  laborers. 

Nine  cathodes  are  removed  at  one  time  and  placed  in  a  rack,  resem- 
bling a  display  rack,  which  permits  the  stripping  of  adjacent  sides  of  two 
plates  each  time  that  one  cathode  is  swung  to  the  side.  The  cathodes 
are  washed  with  hot  water  and  surfaced  with  a  wire  brush  when  needed. 
The  anodes  are  cleaned  once  each  month  or  six  weeks.  The  zinc  sheets 
are  not  washed  before  they  are  sent  to  the  melting  furnace. 

The  tank  room  is  in  charge  of  a  department  superintendent,  who  has 
a  stripper  foreman  and  three  head  inspectors  under  him.  The  stripper 
foreman  has  charge  of  the  tank  men  and  repairmen  and  looks  after  the 
stripping  of  the  metal  and  the  general  condition  of  the  tanks  and  equip- 
ment. The  head  inspector  has  charge  of  the  inspectors  and  the  solution 
supply;  he  is  a  change-shift  man. 

Every  workman  employed  in  the  tank  room  is  furnished  daily  with  a 
piece  of  antiseptic  gauze  large  enough  to  fold  and  make  a  nose  and  mouth 
mask  of  eight  thicknesses;  this  mask  is  held  in  place  by  an  elastic  band. 
It  is  the  duty  of  the  tank-room  foreman  to  see  that  every  workman  wears 
a  mask  while  in  the  tank  room.  As  the  gas  bubbles,  in  leaving  the  solu- 
tion, atomize  a  small  amount  of  the  electrolyte,  there  is  at  all  times  a  mist 
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of  thia  dihite  sulfuric  acid  and  sinc-eulfate  solution  Id  the  air.  The 
mask  completely  filters  out  this  mist. 

A  clothing  allovance  of  $1.76  per  week  is  paid  each  tank  man  for  the 
deterioration  of  clothes  and  gloves. 

All  floors  are  made  of  wood  and  in  addition  are  insulated  from  the  tanks, 
bar  lines,  and  ground.  The  steel  building  columns,  to  the  height  of  a 
man's  head,  are  boxed  in  with  wood.  Chain  blocks  have  a  strain  insulator 
between  them  and  the  crawl.  As  an  added  precaution  against  electric 
shock,  shoes  with  non-conducting  rubber  or  wood  solea  are  furnished  to  all 
men  employed  in  the  tank  rocmi. 

A  first-aid  man  is  in  attendance  during  the  stripping  period;  the  men 
are  encouraged  to  go  to  him  for  the  dressing  of  all  minor  cuts  and  scratches. 
Zinc-sulfate  solution,  due  to  its  astringent  action,  causes  bad  sores,  if 
aeglected.  There  are  no  indications  of  the  development  of  any  occupa- 
tional disease. 


Fio.  16. — Stbippiko  opskation,  showiko  btbippino  backs  and  platfobus, 

LimNO  rRAMIB,  WOODBW  STRIPS  ON  CATHODE  BDaBB  TO  PBBTXNT  BUILDINQ  OF  UTAI. 
OVKB  TBI  BDai,  CATHODE  CABS,  NOBE  BASE,  STBAIN  INBDI.ATOR  BSTWBEM  CHAIN 
BLOCK  AND  CBAWIi  BTC. 

Deterioraiion  of  Aluminum  Cathodes 

When  the  gas  leaves  the  surface  of  the  cell,  it  atomizes  a  certain 
amount  of  the  acid  electrolyte,  part  of  which  comes  in  contact  with  the 
exposed  surface  of  the  aluminum  plates.  As  these  are  relatively  warm, 
the  water  evaporates  leaving  a  concentrated  acid  which  causes  a  constant 
deterioration  of  that  portion  .of  the  plate  above  the  solution  level. 
When  aluminum  sells  at  50  cents  per  pound,  the  aluminum  co9t  approxi- 
mates 75  cents  per  ton  of  zinc  deposited.  So  far  we  have  been  unable  to 
find  a  coating  that  will  resist  the  acid  for  any  length  of  time.  Welding  was 
suggested  as  a  possibiUty,  but  it  has  been  impossible  to  satisfactorily 
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weld  two  pieces  of  plate  aluminum.  Aluminum  plates  yi  in.  (6.35  mm.) 
thick  were  tried,  as  it  was  thought  they  would  last  enough  longer  to 
pay  for  the  extra  weight  of  aluminum,  but  there  seems  to  be  a  difference 
in  the  hardness  and  uniformity  of  aluminum  plates  over  ^g  in.  thick.  It 
was  found  that  ^  and  Ho-ii  plates  stood  the  stripping  while  the  j^-io- 
plates  became  rough,  causing  the  zinc  to  stick  and  the  aluminum  to  peel 
off  with  the  zinc;  so  it  was  necessary  to  scrap  all  the  j-^-in.  plates 
before  they  showed  signs  of  corroding  above  the  solution  line. 


Fia.  17. — Daily  cathode  production 


The  first  lead  anodes  were  cast  about  1  in.  square  copper  conductor 
bars,  so  that  the  anode  contact  could  be  bolted  down  if  necessary.  These 
large  bars  nearly  covered  the  surface  of  the  cell  when  the  cathodes  were  in 
place  and  caused  the  cell  to  heat  unless  a  large  amount  of  cooling  water 
was  kept  in  circulation.  The  atomized  acid  corroded  the  projecting  ends 
of  the  copper  bar  and  crept  between  it  and  the  lead  covering,  forming  a 
de[M)sit  of  copper  sulfate  that,  in  time,  completely  destroyed  the  contact 
between  the  lead  and  copper.  New  anodes  were  made  by  casting  the  lead 
completely  over  a  %  by  Ij^  in.  (9.5  by  31.7  mm.)  copper  anode  bar  and 
cutting  away  the  lead  on  one  end  so  that  the  conductor  bar  made  contact 
with  the  copper  of  the  anode  bar. 

Glue 

Between  1  and  IH  oz.  (28  to  42  gm.)  of  glue  per  ton  of  metal  produced, 
depending  on  the  amount  of  impurities  in  the  electrolyte,  has  been  added 
at  2-hr.  intervals  since  the  plant  has  been  In  operation.  When  re-solution 
appears,  the  amount  of  glue  is  increased.     Glue  low  in  chlorides  should 
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be  selected,  otherwise  the  loss  due  to  anode  corrosion  will  be  greater  than 
the  gain  from  the  use  of  glue.  The  judicious  use  of  glue  gives  a  dense 
deposit  resulting  in  better  melting  recoveries  of  zinc. 

« 

Manganese  Dioxide 

Manganese  dioxide  is  deposited  at  the  anode  and  falls  to  the  bottom  of 
the  cell/  which  was  designed  with  storage  space  on  the  bottom  to  hold 
the  accumulation  for  6  mo.,  which  is  the  life  of  the  wooden  insulators. 

Insulation 

Originally,  dry  maple  blocks,  dipped  in  hot  paraffin,  were  used  to 
support  the  conductor  bars  and  dead  ends  of  electrodes;  glazed  tile  has 
been  found  preferable  whenever  it  can  be  used  without  crushing.  The 
current  loss  due  to  leakage  to  ground  is  small  if  proper  attention  is  paid 
to  insulation.  All  wood  insulators  must  be  replaced  at  least  once  in  every 
6  mo.  when  the  cells  are  being  cleaned  of  manganese  dioxide.  Strain 
insulators  were  placed  between  chain  blocks  and  the  trolley,  so  as  to  pre- 
vent a  leakage  to  ground  when  the  lifting  racks  come  in  contact  with 
the  cathodes. 

impurities 

Copper. — In  minute  amounts,  10  mg.  per  liter  of  solution  or  less,  copper 
does  not  appear  to  have  much  effect  on  the  zinc  deposit.  In  larger 
amounts,  holes  are  eaten  through  the  cathodes,  leaving  a  black  deposit 
on  the  aliuniniun  surface;  at  times  a  bright  deposit  of  copper  is  obtained. 
A  second  deposition  of  zinc  will  not  take  place  tmtil  the  aluminum  sheet 
is  thoroughly  cleaned  of  the  black  deposit.  If  copper  is  the  only  injurious 
impiurity  present,  the  zinc  deposit  where  not  corroded  will  be  firm  and 
bright.  High  acids  are  conducive  to  active  corrosion  of  the  impure 
copper-zinc  deposit.  Copper  attacks  the  surface  of  the  aluminum  sheet 
which  becomes  so  smooth  that  zinc  will  not  adhere  until  it  has  been 
.resurfaced. 

Antimony. — This  is  the  worst  impurity.  The  presence  of  any  amount 
that  can  be  determined  (one  part  per  1,000,000)  will  give  a  very  low  cur- 
rent efficiency  and  a  badly  sprouted  deposit,  which  results  in  low  melting 
recovery.  The  deposit,  when  held  to  the  light,  shows  a  network  re- 
sembling a  lace  curtain  and  is  lifeless,  retaining  any  form  into  which  it  is 
bent  without  even  partly  recovering  its  original  form.  The  presence  of 
antimony  in  the  zinc  deposit  has  not  been  detected  although  present  in 
the  electrolyte  in  appreciable  quantities. 

Arsenic. — The  presence  of  1  mg.  pf  arsenic  per  liter  in  the  electrolyte 
will  make  itself  known  at  the  end  of  30  or  40  hr.  in  a  type  of  cathode 
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corrosion  peculiar  to  arsenic.  The  surface  of  the  deposit  becomes  rough 
in  appearance  and  loses  its  luster.  As  this  condition  proceeds  corruga- 
tions develop.  Larger  amounts  of  arsenic  give  a  badly  sprouted  deposit 
similar  in  appearance  to  that  caused  by*  antimony.  After  completely 
re-dissolving  the  zinc  deposit  from  a  portion  of  the  aluminum  surface, 
a  second  period  of  deposition  will  begin,  and  as  many  as  four  depositions 
have  been  noticed  for  a  single  48-hr.  period. 

Iron, — The  presence  of  iron  in  the  electrolyte  in  moderate  amounts 
does  not  injure  the  current  efficiency,  although  when  oxidized  it  causes 
the  almninum  cathode  sheets  to  deteriorate  rapidly  and,  therefore, 
it  should  be  oxidized  and  precipitated  in  the  neutral  leach  and  not  al- 
lowed to  overflow  the  neutral  settlers.  During  the  month  of  February, 
1917,  from  25  to  30  tons  of  ch.amber  acid  were  added  to  the  plant  solution. 
The  acid  contained  approximately  500  mg.  of  arsenic  per  liter;  it  was 
necessary  to  add  scrap  iron  to  insure  arsenic  removal.  The  iron  in  the 
purified  solution  at  times  was  over  0.2  gm.  per  Uter;  it  averaged  0.13 
gm.  per  liter  for  the  month.  Sufficient  iron  was  oxidized  in  passing 
through  the  cells  to  provide  the  necessary  ferric  iron  for  arsenic  removal. 
The  electrolyte  was  of  a  greenish  color  throughout  the  cell  system  and 
apparently  no  permanganic  acid  or  manganese  dioxide  was  formed  as 
only  about  one-half  of  the  iron  was  oxidized.  After  a  month's  trial, 
it  was  decided  that,  due  to  the  deleterious  eflfect  of  the  iron  on  the  alimii- 
num  cathodes,  the  continuous  use  of  the  high  iron  was  not  justified, 
although  tlie  plant  averaged  89.3  per  cent,  current  efficiency  and  yielded 
12.3  lb.  per  d.c.  horsepower-day  for  the  month.  The  aluminum  cathodes 
showed  marked  corrosion  at  the  solution  line  and  along  the  edges. 

Manganese, — Manganese,  in  the  absence  of  other  impmities,  has 
Uttle,  if  any,  effect  on  the  zinc  deposit.  In  the  higher  states  of  oxidation, 
as  it  exists  in  the  cell,  it  aids  re-solution  of  the  deposit  when  started  by 
other  impurities.  Pure  zinc  will  dissolve  more  rapidly  in  cell  solution 
than  in  pure  dilute  sulfuric  acid,  owing  to  the  oxidizing  effect  of  the 
manganese.  Where  cobalt  is  present  in  solution,  it  is  claimed  by  other 
experimenters  that  at  least  a  portion  of  the  cobalt  is  precipitated  by  the 
manganese  dioxide  in  the  cell.  It  is  also  claimed  that  manganese  protects 
the  lead  anodes  from  corrosion  and  that  the  deposit  of  manganede  dioxide 
is  beneficial.  We  insist  that  this  manganese  dioxide  deposit  must  be 
removed  at  least  once  every  six  weeks. 

Cadmium, — The  presence  of  0.6  gm.  per  liter  of  cadmium  in  the 
electrolyte  does  not  injure  current  efficiency  or  the  character  of  the  zinc 
deposit.  To  make  grade  ''A''  zinc,  the  cadmium  must  be  under  20 
mg.  per  liter  in  the  purified  solution. 

Chlorine, — Chlorine,  in  some  forms,  attacks  the  anode  very  violently 
when  present  in  amounts  of  50  mg.  per  liter  or  more.  The  cathode  de- 
posit does  not  appear  to  be  affected  by  it. 
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Nitrates. — Nitrates  are  undesirable  as  regards  anode  corrosion,  es- 
pecially in  the  presence  of  chlorine.  The  cumulative  effect  of  the  two  is 
worse  than  either  one  alone. 

Cobalt,  Nickel,  Tellurium,  Selenium,  Etc. — These  have  not  been  in- 
vestigated sufficiently  to  warrant  definite  statements.  Sodium  and  po- 
tassium have  no  deleterious  effect  in  moderate  amounts  when  present 
as  sulfates. 

Temperature. — The  corrosive  effect  of  impurities  increases  greatly 
with  the  temperature.  Since  any  re-solution  causes  an  increase  in  tem- 
perature, and  an  increased  temperature  hastens  re-solution,  it  is  some- 
times hard  to  tell  which  is  the  cause  and  which  the  effect.  With  slightly 
impure  solution,  it  is  possible  to  maintain  a  fair  current  efficiency  if  the 
temperature  can  be  kept  down;  this  suggests  the  use  of  more  cooling 
coils.  With  pure  solution,  a  moderate  rise  in  temperature,  say  from  35*^ 
to  70**  C,  does  not  cause  a  falling  oflf  in  efficiency  or  change  the  character 
of  the  deposit;  ;iiore  effort  should  be  spent  in  purifying  the  solution  in- 
stead of  providing  extra  cooling. 

Solids  in  Suspension. — If  the  solid  in  suspension  is  a  conductor,  such 
as  manganese  dioxide  or  carbon,  it  will  cause  sprouting  of  the  cathode 
metal.  The  electrolyte  should  be  clarified  before  going  to  the  cells  and 
all  foreign  matter  should  be  kept  out  of  the  electrolyte.  When  the  cells 
become  foul  with  manganese  dioxide,  so  that  it  is  in  suspension,  sprouting 
is  more  prevalent  than  at  other  times.  The  sprouting  is  always  more 
intense  on  the  bottom  of  the  cathodes,  where  there  is  a  higher  concen- 
tration of  the  suspended  particles. 

Addition  Agents. — It  has  long  been  the  practice  in  electrolytic  copper 
refining  to  add  moderate  amounts  of  glue  at  regular  intervals.  At  the 
suggestion  of  Mr.  Willis  T.  Bums,  glue  was  tried  and  found  to  be  bene- 
ficial. Too  much  glue  causes  brittle  metal,  starts  re-solution  of  the  zinc 
deposit,  and  iliay  prevent  the  deposition  of  any  zinc;  the  addition  of 
moderate  amounts  will  greatly  retard  sprouting  and  give  better  current 
efficiency,  especially  when  small  amounts  of  arsenic  and  antimony  are 
present.  After  the  addition  of  glue,  there  is  a  slight  voltage  rise  and  the 
gas  bubbles  from  the  cathode  deposit  greatly  increase  in  size;  probably  due 
to  a  change  in  the  character  of  the  surface  film  of  the  electrolyte.  Glue 
appears  to  make  this  film  tougher  so  that  the  bubbles  of  gas  hang  on  to  the 
sprouts  and  raised  spots  for  a  longer  period,  partly  insulating  them.  The 
low  places  in  the  deposit  appear  to  build  up  faster,  giving  a  much  denser 
deposit  with  glue  than  without  it.  The  effect  of  the  glue  on  the  electro- 
lyte only  lasts  for  a  short  period.  Evidently  the  glue  is  decomposed, 
because  during  periods  of  re-solution  when  an  excessive  amount  of  gas 
is  coming  oflf  it  must  be  added  more  often.  With  pure  electrolyte,  the 
addition  of  glue  is  not  necessary.  Like  Mi*.  C.  A.  Hansen,  we  feel  that 
the  eflfort  should  be  made  to  purify  the  electrolyte,  instead  of  doping  it. 
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Sugar.  jWood  juice,  starch  and  a  number  of  other  agents  give 
approximately  the  same  result's  but  glue  is  the  most  trustworthy  and 
cheapest. 

Melting  Division 

The  zinc-casting  plant  contains  two  coal-fired  reverberatories  with  a 
capacity  of  from  100  to  125-tons  per  furnace  and  one  electric  furnace 
with  a  daily  rated  capacity  of  200  tons.  After  a  six-month's  trial  the  use 
of  the  electric  furnace  was  discontinued  for  the  following  reasons:  (1) 
When  melting  zinc  cathodes,  the  dross  formed  coats  over  the  surface  of 
the  metal,  preventing  the  transfer  of  heat  to  the  bath.  (2)  It  is  impos- 
sible to  get  nearly  the  full  production  without  volatilizing  considerable 
metal;  with  a  production  of  170  tons  per  day,  over  S^i  per  cent,  of  the 
zinc  charged  is  volatilized.  (3)  The  metal  bath  cools  during  charging 
so  that  heat  is  required  in  the  muf&es  to  keep  the  metal  hot  enough  for 
casting.  (4)  At  70-tons  capacity  the  furnace  compares  very  favorably 
with  the  coal-fired  furnaces,  but  when  the  investment  is  considered  the 
furnace  is  a  failure  for  zinc-cathode  melting.  (5)  The  heat  in  the  resistor 
troughs  is  so  intense,  when  melting  100  tons  per  day,  that  the  trough 
construction  will  not  stand  up,  causing  frequent  long  delays  for  repairs. 
The  work  of  this  furnace  confirmed  the  laboratory  experiments,  that 
when  zinc  cathodes  are  melted  they  will  produce  a  definite  amount  of 
dross.  To  get  a  good  melting  recovery  the  dross  must  be  worked  to 
separate  the  metal  from  the  oxide. 

Coal'-fired  Reverberatories 

Zinc  cathode  sheets  are  apt  to  be  porous  to  a  certain  extent  and  one 
side  is  covered  with  sprouts  or  raised  spots.  There  is  also  a  coating  of 
zinc  sulfate.  Even  when  melted  in  a.  covered  crucible,  from  4  to  5  per 
cent,  of  dross  is  formed.  This  dross  contains  metallics  and  may  be 
reduced  40  or  50  per  cent,  in  weight  if  worked  hot  with  ammonium 
chloride.  The  best  recovery  of  the  metal  over  a  month's  operation  was 
96j^  per  cent.;  3J'^  per  cent,  of  the  metal  went  to  form  dross,  which 
assayed  83^  per  cent,  zinc,  showing  that  approximately  one-sixth  of 
it  was  metallic. 

The  zinc-melting  reverberatories  are  made  of  common  brick  below  the 
metal  line  and  of  firebrick  above.  To  avoid  metal  leakage  the  whole 
furnace  is  set  in -a  sheet-metal  pan,  which  is  supported  by  I  beams  set  on 
concrete  piers.  This  construction  permits  air  cooling  of  the  bottom. 
The  main  chamber  of  the  reverberatories  is  built  rather  high  so  that  there 
is  a  deep  bath  of  metal  and  a  big  stack  of  cathodes  at  all  times;  this  gives 
a  large  surface  of  metal  exposed  to  the  heat.  The  melting  zinc  running 
down  the  surface  of  the  stack  carries  away  the  dross  and  always  pre- 
sents a  new  surface  of  bright  metal  to  the  hot  gases  from  the  firebox,  which 
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is  large  and  deep.  It  is  operated  as  a  partial  gas  producer  so  that  the 
resulting  gases  will  be  reducing,  to  avoid  oxidation  of  the  metal.  The 
dross  from  the  melting  cathodes  is  carried  down  with  the  molten  zinc 
and  floats  on  the  top  of  the  bath,  gradually  slowing  up  the  furnace.  At 
intervals  this  dross  is  rabbled  with  ammonium  chloride,  which  causes  the 
particles  of  molten  zinc  to  combine  and  sink  into  the  bath.  Once  every 
24  hr.  the  dry  dross  is  completely  removed  from  the  furnace  and  fiuliher 
worked,  while  hot,  in  a  revolving  cement  mixer,  to  which  oil  and  am- 
monium chloride  are  added.  The  addition  of  a  small  amount  of  oil  and 
sawdust  to  the  dross  helps  to  keep  up  the  temperature.  Approximately 
50  per  cent,  of  the  zinc  contained  in  the  furnace  dross  is  recovered  as 
metal  in  this  way.  This  metal  collects  in  the  bottom  of  the  cement  mixer 
and  is  tapped  out  through  a  hole  into  molds. 

Charging 

The  loaded  cathode  cars  are  brought  to  the  charging  stand  over  which 
there  is  a  one-ton  electric  hoist,  which  places  4  or  5  tons  of  the  cathodes 
upon  a  roller  coaster.  This  conveys  the  metal  to  the  charging  doors 
in  the  top  of  the  furnace;  when  the  charging  door  is  swimg  open  and  the 
brake  on  the  roller  coaster  released  the  bundle  of  cathodes  sUdes  into  the 
f lunace.  It  is  only  necessary  for  the  f lunace  to  be  open  a  few  seconds 
while  charging.  Every  precaution  is  taken  to  exclude  the  air  from  the 
furnace  while  melting;  all  openings  are  sealed  except  during  the  dross- 
skimming  period.  The  furnace  is  allowed  to  cool  down  about  150°  C. 
before  opening  it  to  skim  the  dross. 

Casting  and  Sampling 

The  molten  metal  is  dipped  from  metal  sealed  dipping  muffles  and 
poured  into  50-lb.  (22.6  kg.)  slab  molds  of  which  there  are  40  in  line 
with  each  muffle.  The  dipping  ladles  hold  over  200  lb.  of  molten  zinc  and 
are  carried  from  an  overhead  crawl.  Each  is  operated  by  one  ladle- 
man  who  has  a  helper  to  mark  and  stack  back  the  slabs  from  the  molds. 
A  crew  of  eight  men  does  all  the  weighing,  docking,  and  loading  of  the 
metal. 

A  sample  of  metal  is  taken  from  every  twentieth  ladle  and  cast  in 
pencils  in  a  split  graphite  mold;  these  pencils  are  broken  up  and  com- 
bined to  form  the  sample  representing  each  day^s  production. 

During  the  month  of  June,  1920,  the  casting  plant  melted  11,027,000 
lb.  (4,962,150  kg.)  of  cathodes,  which  was  the  production  of  the  electro- 
lytic division  for  the  month.  From  this  weight  of  cathodes,  there  was 
produced  9,709,000  lb.  ingots,  788,000  lb.  zinc  dust,  and  640,000  lb. 
dross.    The  ingots  assayed  as  follows:  zinc,  99.937  per  cent.;  cadmium, 
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0.025  per  cent.;  lead,  0.033  per  cent.;  iron,  0.003  per  cent.     The  droag 
contained  83  per  -cent.  zinc. 

ZiNC-D.usT  Plant 

Approximately  8  per  cent,  of  the  einc  produced  in  the  tank  room  is 
required  to  precipitate  copper  and  cadmitmi.  The  zinc  atomizing  plant 
is  made  in  two  unite,  either  may  be  shut  down  without  interfering  with 
theother.  Eachunitconsistsofan  oil-fired  Rockwell  furnace,  two  blowing 
nozzles,  and  a  settling  chamber,  with  a  superimposed  bag  house.    The 


Tjpi'coll  Cross  Seettort 


Typical  Longitudinal  Section 
Fio.  18, — Casting  d 


Rockwell  furnace  receives  the  molten  zinc  from  the  melting  furnace  by 
means  of  an  electric  hoist  ladle  and  crawl  system.  The  carbon  crucible 
of  the  Rockwell  furnace  is  provided  with  two  carbon  rods  in  the  bottom, 
tapped  with  3-^-in.  (3.2  mm.)  holes  through  which  the  molten  zinc  flows 
to  the  atomizing  nozzles.  Air  from  the  nozzles  strikes  the  hot  zinc  at 
right  angles  and  blows  it  into  the  settling  chamber.  This  chamber  has 
bags  above  through  which  the  air  is  filtered,  leaving  the  dusttodrop 
back  into  the  hoppers  which  are  provided  in  the  bottom  of  the  chamber  to 
draw  the  dust  into  cars.    One  man  per  shift  operates  the  plant. 
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There  are  three  factors  to  be  considered:  (1)  The  metal  must  be  hot. 

(2)  The  air  pressure  should  be  at  least  85  lb.  (38.5  kg.)  at  the  nozzle. 

(3)  The  stream  of  metal  should  be  small,  not  over  %6  in,  (4.7  mm.)  in 
diameter.  If  the  air  pressure  at  the  nozzle  is  300  lb.,  less  attention  must 
be  paid  to  the  other  two  factors. 
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Fig.  19. — Zinc-dust  plant. 


Residue  Treatment 


Dryers 

The  wet  residue  from  the  Oliver  filters  is  deUyered  by  conveyor  belt 
to  the  residue  dryer  plant.  This  plant  contains  two  7  by  50-ft.  (2  by 
15-m.)  Ruggles-Coles  dryers  and  three  9  by  60-ft.  (2.7  by  18-m.)  hori- 
zontal, sin^e  tube,  rotary  dryers.  These  dryers  are  coal  fired  and  are  fed 
by  a  belt  conveyor.  They  are  equipped  with  suction  fans  to  provide 
draft  and  to  discharge  the  gases  to  a  double-compartment  settling 
chamber  and  thence  to  the  dryer  stack.  In  passing  through  the  dryers, 
the  residue  is  reduced  from  25  to  7  per  cent,  moisture  and  is  then  con- 
veyed, by  drag  line,  to  an  elevator  which  discharges  into  a  concrete 
temporary  storage  bin.  The  residue  from  this  bin  is  taken  in  50-ton, 
standard-gage,  railway,  steel  dump  cars  to  the  mixing  plant. 


Mixing  Plant 

The  mixing  plant  consists  of  a  bin  containing  eight  300-ton  compart- 
ments. The  first  three  compartments  are  used  for  dried  residue,  the 
fourth  for  fine  coal,  the  fifth  for  siUceous  ore,  the  sixth  for  copper  con- 
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centrates,  the  seventh  for  lime  rock,  and  the  eighth  for  circulating 
material  such  as  converter  slag  and  cleanings.  Each  compartmeDt 
.discharges  through  a  small  measuring  chute  of  known  capacity  on  to  a 
belt  conveyor,  which  discharges  into  a  storage  bin. 

Each  day  the  charge  is  calculated  by  the  smelting  superintendent, 

who  gives  the  head  mixer  the  number  of  chutes  of  each  ingredient  to  be 

pulled  to  form  the  charge.     The  head  mixer,  with  two  helpers,  mixes 

from  500  to  600  tons  of  charge  for  the  two  reverberatories.     A  chai^ 

consists  of  approximately  4  tons  of  material, 

made  up  as  follows:  residue,  13  chutes;  fine 

coal,  lyi  chutes;  siliceous  ore,   IH  chutes; 

copper  concentrates,  1  chute;  fine  limestone, 

3H  chutes. 

These  ingrediente,  as  far  as  possible,  are 
run  on  the  traveling  conveyor  belt  at  the  same 
time  so  that  the  mix  will  be  uniform.  How- 
ever, in  case  each  ingredient  is  run  on  sepa- 
rately, it  is  mixed  by  the  spill  into  the  bin  and 
the  handling  it  gets  between  the  end  of  the 
belt  and  the  furnace.  The  mixed  charge  is 
taken  in  18-ton,  standard-gage  cars  to  the 
reverberatory  furnace  charge  hoppers  from 
which  it  is  fed  nearly  continuously  into  the 
furnace. 

Reverberatory  Furnace 

The  reverberatory  fiirnace  is  125  ft.  long 

by  22  ft.  wide  by  8  ft.  high  (38  by  6.7  by  2.4 

m.)  on  the  inside,  measured  from  the  silica 
bottom  to  the  bottom  of  the  arch  about  the 
center  of  the  furnace.  There  are  two  of  these 
furnaces,  which  were  originally  built  to  smelt 
copper  calcines  and  were  remodeled  by  lower- 
ing the  bottom  2  ft.  (0.6  m.),  to  increase  the 
cross-section,  and  by  increasing  the  sise  of 
the  fiue  connection  to  the  boiler,  so  as  to  permit  as  much  settlement 
of  the  lead  fume  as  possible.  The  flue  is  6  by  8  ft.  and  would  be  better 
if  it  were  larger  and  had  hoppers  for  cleanout  instead  of  side  doors.  The 
settled  fume,  or  reverberatory  ash,  is  rabbled  out  through  these  side 
doors  and  shipped  to  the  lead  smelter  at  Tooele  for  treatment.  The 
slag  is  skimmed  twice  a  shift  into  15-ton  slag  pots  and'taken  to  the 
storage  dump.  It  is  planned  to  retreat  this  slag,  at  some  future  date, 
for  the  recovery  of  its  zinc  content.  The  matte  is  tapped  into  15-ton 
matte  ladles  and  charged  into  a  12-ft.  Great  Falls  converter. 


Fia.  20. — Finished  slab 


99.95  PER  CENT.  ZINC,  0.02 

TO  0.05  PERCENT.  LEAD,  0.01 
TO  0.05  PEE  CENT.  CADMIDU, 
TRACE  OP  IRON.  CoiiPO- 
BITION  DEPENDENT  ON  DE- 
ORBE  or  SOLUTION  PURIPICA- 
TION. 
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Converter 

After  ch&rgiog  the  matte  into  the  converter,  it  is  over  blown  before 
addiDg  the  siliceoua  flux  so  as  to  expel  as  much  of  the  lead  as  poeeible. 
The  converter  slag  is  poured  back  into  the  furnace  and  the  blister  copper 
containing  the  gold  and  silver  is  cast  into  anodes  for  the  copper  refinery. 
The  lead  fumes  from  the  converter  are  collected  by  means  of  a  hood 
and  flue  system,  which  is  connected  to  the  bag  house. 

Flue  System  of  Bag  House 

The  fume-laden  gases  are  conducted  through  the  8  by  10-ft.  (2.4  by 
3-m.)  flue  to  four  Sterling  waste-heat  boilers  arranged  in  parallel.     By 


Fig.  21.— Baq  hoi 

means  of  a  damper  system,  either  boilers  one  and  two  or  boilers  three 
and  four  may  be  cut  out  for  cleaning,  which  must  be  done  at  least  every 
60  days.  From  the  boilers  the  gases  travel  through  a  10ft.  steel  flue  for 
1200  ft.  to  the  cooler  pipes  and  bag  house.  The  flue  system  is  provided 
with  hoppers  and  track  for  the  removal  of  dust. 

Cooling  Pipes 

There  are  30  cooling  pipes  30  in.  in  diameter  by  120  ft.  long  arranged 
in  parallel.  Each  pipe  is  in  the  shape  of  an  inverted  U  and  is  equipped 
with  a  butterfly  damper  for  velocity  control.  Whenever  cooling  by  radia- 
tion is  not  sufficient  to  cool  the  gases  to  90°  C,  cold  air  is  drawn  in  through 
special  doors  between  the  cooler  pipes  and  fans. 

Farts 

There  are  three  large  fans,  only  two  of  which  are  necessary  to  provide 
the  draft  for  the  furnace  and  the  pressure  on  the  bags.  There  are  two 
American  blower  fans  of  150,000  cu.  ft.  (4200  cu.  m.)  per  minute  capacity 
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each  and  one  of  350,000  cu.  ft.  per  minute  capacity  when  operating  against 
a  combined  draft  and  pressure  of  6  in.  of  water.  The  pressure  on  the 
b^s  is  approximately  1  in.  (2.5  cm.)  although  at  times  when  some  of  the 
sections  are  cut  out  for  shaking  the  pressure  goes  up  to  Ij^  in.  The 
smaller  fans  are  belt  driven  from  300-hp.  motors  and  the  larger  one  is 
rope  driven  from  a  600-hp.  motor.  Care  must  be  taken  to  keep  the  fan 
vanes  free  from  an  accumulation  of  fume,  which  has  a  tendency  to  build 
up  and  throw  the  rotor  out  of  balance. 

Bag  House 

The  bag  house  originally  contained  eleven  sections  of  138  bags,  each 
18  in.  by  30  ft.  (45  cm.  by  9  m.);  it  is  so  arranged  that  any  section  can  be 
cut  out  for  shaking  or  repairs.    The  building  is  of  brick  and  steel  with 


Fio.  22. — Bag  hoube,  bhowinq  coolib  pipes,  fan  roou  and  dibcharqe  flde  otbb 


wooden  sheeting  and  composition  roofing.  At  first  the  gases,  after 
being  filtered  through  the  bags,  were  allowed  to  diffuse  into  the  air  from 
louvers  in  the  top  of  the  bag  house;  the  small  amount  of  sulfur  dioxide, 
0.5  per  cent,  by  volume,  however,  made  working  conditions  very  disagree- 
able. The  bag-house  openings  were  therefore  connected  to  the  main  flue 
system,  which  discharges  all  the  smelter  gases  at  an  elevation  of  500  ft. 
(152  m.)  above  the  surrounding  country.  In  1918,  six  sections  were 
added  to  provide  additional  capacity  so  that  the  matte  could  be  converted 
at  Great  Falls.  Owing  to  the  scarcity  of  steel,  the  roof  trusses  of  these 
sections  were  made  of  wood,  but  it  is  now  necessary  to  replace  them  with 
steel.  The  temperature  has  never  been  above  100°  C,  yet  the  wood 
ears  to  be  changed  to  charcoal  to  a  depth  of  }^  in.  There  is  a  cross 
nection  between  the  suction  flue  to  the  coolers  and  the  distributor  flue 
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to  the  sections  so  that  when  the  dampers  are  opened  in  the  cross  flue,  a 
back  draft  results  and  the  bags  are  collapsed  and  the  exhaust  gas  from 
the  section  is  forced  into  the  bags  of  the  other  sections.  In  addition  to 
collapsing,  the  bags  must  be  hand  shaken  at  intervals  to  remove  the 
dust,  otherwise  the  pores  will  be  gradually  filled.  The  bag  dust  falls 
into  a  special  hopper  under  each  section.  A  screw  conveyor  removes 
this  dust  to  a  cross  conveyor,  which  discharges  it  into  standard-gage 
railway  cars  for  shipment  to  the  lead  smelters. 

Residue  Smelting 

The  object  of  the  residue  treatment  is  to  collect  the  maximum  amount 
of  copper,  gold,  and  silver  in  a  leady  matte  with  a  minimum  amount  of 
zinc  and  to  slag  as  much  of  the  zinc  as  possible,  while  making  a  fume  rich 
enough  in  lead  to  ship  as  a  lead  product.  After  several  months  of  experi- 
mental work,  the  slag  decided  on  as  the  most  economical  was  29  to  30 
per  cent.  FeO,  27  to  28  per  cent,  silica,  16  to  17  per  cent,  lime,  and  10  to 
11  per  cent.  zinc.  Over  a  period  of  six  months  when  smelting  a  residue 
of  the  approximate  analysis  15  per  cent,  lead,  13  per  cent,  zinc,  2  per  cent, 
copper,  23  oz.  silver  and  0.07  oz.  of  gold,  12  per  cent,  silica,  29  per  cent, 
iron  oxide,  the  recoveries  were:  copper,  90.78  per  cent.;  gold,  74.05  per 
cent.;  silver,  93.04  per  cent.;  lead,  72.65  per  cent. 

Miscellaneous  Data 

Fig.  23  gives  an  average  set  of  operating  data  obtained  in  roasting 
low-grade  complex  concentrate  from  the  Butte  district.  All  flue  dust 
produced  by  the  roasting  plant  is  returned  to  the  furnace  roasting  this 
material,  which  accounts  for  the  presence  of  soluble  zinc  in  the  feed. 
The  samples  for  these  curves  were  taken  as  indicated  by  the  numerals 
on  the  diagram  of  Wedge  roaster.  Fig.  23.  About  75  per  cent,  of  the 
total  sulfur  is  eliminated  by  the  time  the  concentrate  reaches  the  fourth 
roasting  hearth  and  it  is  beyond  this  point  that  the  formation  of  sulfates 
begins.  The  curves  also  show  the  increase  in  zinc  content  up  to  the  point 
where  elimination  of  sulfide  sulfur  is  slow  and  the  formation  of  sulfates 
is  rapid,  giving  an  increase  in  weight  of  calcine  from  addition  of  oxygen 
necessary  to  form  sulfates. 

It  is  not  advisable  to  attempt  to  reduce  sulfide  sulfur  in  low-grade 
calcine  below  0.5  per  cent.,  as  the  formation  of  ferrate  increases  rapidly 
with  the  necessary  increase  in  temperature  or  length  of  time.  The  con- 
sumption of  fuel  also  increases  out  of  proportion  to  the  benefits  derived 
from  complete  elimination  of  sulfide  sulfur. 

The  production  of  flue  dust  from  the  roasting  of  low-grade  concen- 
trates is  higher  than  from  the  roasting  of  high-grade  concentrates  due  to 
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admission  of  a  greater  volume  of  air  for  cooling  on  the  upper  hearths. 
The  higher  percentage  of  iron  sulfide  in  the  loW'^ade  concentrates  ac- 
counts for  the  greater  percentage  reduction  in  sulfur  on  the  upper  hearths 
to  obtain  any  desired  percentage  of  soluble  zinc.  To  obtain  a  product 
containing  40  per  cent,  of  the  total  zinc  in  soluble  form  requires  the  elimi- 
nation of  approximately  35  per  cent,  of  the  total  sulfur  in  high-grade 
concentrate,  as  against  approximately  55  per  cent,  of  the  total  sulfur 
in  the  low-grade  concentrate.  Roasting  of  iron  sulfide  ia  carried  on  at  a 
lower  temperature  than  the  roasting  of  zinc  sulfide  and  the  effort  is 


Fia,  23. — Roasting  low-ohadb  concentbates  in  Wedoe  fubnace. 

made  to  roast  the  bulk  of  the  iron  sulfide  before  startii^  the  roast  of  zinc 
sulfide.  By  so  doing,  the  percentage  of  zinc  ferrate  ie  materially  reduced 
and  less  trouble  ia  had  with  hearth  accretions. 

Fig.  24  shows  the  reactions  taking  place  in  the  roasting  of  a  low-grade, 
complex  concentrate.  The  samples  of  material  passing  through  the  fur- 
nace were  taken  at  points  designated  to  show  the  effect  of  passing  across 
the  hearths  and  in  dropping  from  one  hearth  to  the  next.  The  concen- 
trate Msed  was  a  flotation  concentrate,  giving  greater  changes  in  dropping 
from  one  hearth  to  the  next  than  would  be  the  case  with  coarser  material. 

The  proportion  of  sulfur  burned  off  on  the  upper  hearths  to  the  amoxtnt 
of  soluble  zinc  formed  is  different  to  that  on  the  lower  hearths  due  to 
roasting  sulfides  of  iron  on  the  upper  hearths  with  as  little  zinc  sulfide 
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being  roasted  as  is  possible  with  ordinary  temperature  control.  Roasting 
of  zinc  sulfide  begins  as  the  material  falls  on  to  the  third  roasting  hearth 
and  after  25  per  cent,  of  the  total  sulfur  has  been  eliminated.  Prac- 
tically no  sulfates  are  formed  until  the  fourth  hearth  is  reached  and  75 
per  cent,  of  the  total  sulfiur  has  been  eliminated.  The  conversion  of  sul- 
fide sulfiur  to  sulfates  from  this  point  on  is  rapid  and  accompanied  by  an 
increase  in  weight  and  decrease  in  percentage  of  zinc  although  the  amount 
of  soluble  zinc  increases  until  the  seventh  hearth  is  reached. 
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FiQ.  24. — Roasting  low-grade  concentrates  in  Wedge  furnace  without  re- 
turning FLUB  DUST. 


Fig.  25  gives  an  average  set  of  data  obtained  in  roasting  high-grade 
zinc  concentrates  from  the  Butte  district,  without  returning  flue  dust 
with  the  raw  concentrate  feed.  This  material  is  roasted  separately  from 
the  low-^ade  material,  as  a  much  higher  temperature  is  required  to 
eliminate  the  sulfide  sulfur  from  high-grade  than  from  low-grade  concen- 
trates. All  flue  dust  produced  goes  to  a  common  settling  chamber  and 
it  is  not  desirable  to  return  flue  dust  high  in  iron  to  the  furnaces  carrying 
a  high  temperature,  due  to  excessive  ferrate  formation  at  the  higher  tem- 
perature. AU  flue  dust  is,  therefore,  returned  to  the  furnaces  operating 
on  low-grade  concentrates. 

The  diagram  of  a  furnace  showing  the  location  of  points  of  sampling, 
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admission  of  a  greater  volume  of  air  for  cooling  on  the  upper  hearths. 
The  higher  percentage  of  iron  sulfide  in  the  low-grade  concentrates  ac- 
counts for  the  greater  percentage  reduction  in  sulfur  on  the  upper  hearths 
to  obtain  any  desired  percentage  of  soluble  zinc.  To  obtain  a  product 
containing  40  per  cent,  of  the  total  zinc  in  soluble  form  requires  the  elimi- 
nation of  approximately  35  per  cent,  of  the  total  sulfur  in  high-^ade 
concentrate,  as  against  approximately  55  per  cent,  of  the  total  sulfur 
in  the  low-grade  concentrate.  Roasting  of  iron  sulfide  is  carried  on  at  a 
lower  temperature  than  the  roasting  of  zinc  sulfide  and  the  effort  is 
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Fig.  23. — Roasting  low-grade  concentrates  in  Wedge  furnace. 


made  to  roast  the  bulk  of  the  iron  sulfide  before  starting  the  roast  of  zinc 
sulfide.  By  so  doing,  the  percentage  of  zinc  ferrate  is  materially  reduced 
and  less  trouble  is  had  with  hearth  accretions. 

Fig.  24  shows  the  reactions  taking  place  in  the  roasting  of  a  low-grade, 
complex  concentrate.  The  samples  of  material  passing  through  the  fur- 
nace were  taken  at  points  designated  to  show  the  effect  of  passing  across 
the  hearths  and  in  dropping  from  one  hearth  to  the  next.  The  concen- 
trate used  was  a  flotation  concentrate,  giving  greater  changes  in  dropping 
from  one  hearth  to  the  next  than  would  be  the  case  with  coarser  material. 

The  proportion  of  sulfur  burned  off  on  the  upper  hearths  to  the  amount 
of  soluble  zinc  formed  is  different  to  that  on  the  lower  hearths  due  to 
roasting  sulfides  of  iron  on  the  upper  hearths  with  as  little  zinc  sulfide 
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being  roasted  as  is  .possible  with  ordinary  temperature  control.  Roasting 
of  zinc  sulfide  begins  as  the  material  falls  on  to  the  third  roasting  hearth 
and  after  25  per  cent,  of  the  total  sulfur  has  been  eliminated.  Prac- 
tically no  sulfates  axe  formed  until  the  fourth  hearth  is  reached  and  75 
per  cent,  of  the  total  sulfur  has  been  eliminated.  The  conversion  of  sul- 
fide sulftu*  to  sulfates  from  this  point  on  is  rapid  and  accompanied  by  an 
increase  in  weight  and  decrease  in  percentage  of  zinc  although  the  amount 
of  soluble  zinc  increases  until  the  seventh  hearth  is  reached. 


& 


FiQ,  24. — Roasting  low-oradb  concentrates  in  Wbdoe  pubnacb  without  re- 
turning FLUE  dust. 


Fig.  25  gives  an  average  set  of  data  obtained  in  roasting  high-grade 
zinc  concentrates  from  the  Butte  district,  without  returning  flue  dust 
with  the  raw  concentrate  feed.  This  material  is  roasted  separately  from 
the  low-grade  material,  as  a  much  higher  temperature  is  required  to 
eliminate  the  sulfide  sulfur  from  high-grade  than  from  low-grade  concen- 
trates. AU  flue  dust  produced  goes  to  a  common  settUng  chamber  and 
it  is  not  desirable  to  return  flue  dust  high  in  iron  to  the  furnaces  carrying 
a  high  temperature,  due  to  excessive  ferrate  formation  at  the  higher  tem- 
perature. AU  flue  dust  is,  therefore,  returned  to  the  furnaces  operating 
on  low-grade  concentrates. 

The  diagram  of  a  furnace  showing  the  location  of  points  of  sampUng, 
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illustrates  the  method  of  obtaining  the  samples  from  which  the  curves  are 
plotted.  The  first  sample  was  taken  as  concentrate  dropped  from  the 
dryer  hearth  on  to  the  first  roaster  hearth.  The  second  was  taken  after 
the  concentrate  had  passed  across  the  first  roaster  hearth,  just  before  it 
reached  the  drop  hole  to  carry  to  the  second  roasting  hearth.  The  third 
was  taken  after  the  concentrate  had  dropped  from  the  first  roasting  hearth 
on  to  the  second  showing  the  roasting  obtained  in  dropping  from  the 
first  to  the  second  roasting  hearth.  The  fourth  was  taken  after  the 
concentrate  had  passed  across  the  second  roasting  hearth  and  just  prior  to 


6      18 
Somple 

Fig.  25. — Roasting  high-grade  concentrates  in  Wedge  furnace. 

* 

dropping  on  to  the  third  roasting  hearth.  The  other  samples  were  taken  in 
the  same  order  until  the  fourteenth  which  represents  the  finished  calcine. 
Practically  no  sulfates  are  formed  until  the  material  reaches  the  fifth 
roasting  hearth.  At  this  point,  most  of  the  sulfide  sulfur  has  been  elimi- 
nated and  the  greatest  loss  in  weight  from  concentrate  to  calcine  is  ob- 
tained, giving  a  product  with  the  highest  percentage  of  zinc  but  less  than 
85  per  cent,  of  which  is  soluble,  due  to  remaining  zinc  sulfide.  As  the 
percentage  of  sulfates  increases,  the  per  cent,  of  sulfide  sulfur  decreases 
but  the  material  increases  in  weight,  due  to  the  oxygen  taken  up  to  form 
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sulf  ateS;  thereby  decreasing  the  per  cent,  zinc  in  the  calcine  but  increasing 
the  amount  of  soluble  zinc.  If  carried  further  at  a  temperature  suffici* 
ently  high  to  break  up  the  sulfates  formed,  the  per  cent,  of  zinc  in  the 
calcine  will  increase  without  increasing  further  the  amount  of  soluble  zinc. 
The  per  cent,  of  sulfur  present  as  sulfates  in  roasting  this  grade  of  concen* 
trate  rarely  reaches  3  per  cent,  and  is  usually  between  1  and  2  per  cent, 
when  the  sulfide  sulfur  is  reduced  to  a  few  tenths  of  1  per  cent. 
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Fig.  26. — Effect  of  timb  of  deposition  and  aatio  of  acid  to  zinc  content 
OF  electrolyte  on  ampere  efficisnct.  Dotted  line  is  plotted  froic  8-hb. 
deposits;  solid  line  is  for  continuous  deposition  for  hours  indicated  at  end 

OF  line. 


The  sulfur  ehmination  in  dropping  from  one  hearth  to  the  next  is 
nearly  as  great  as  in  passing  across  the  hearth,  as  is  also  the  formation 
of  sulfates.  This  is  especially  true  in  the  roasting  of  fine  material,  such 
as  the  flotation  concentrate  used  in  obtaining  the  data  plotted.  The 
smaller  the  size  of  the  particles,  the  greater  is  the  surface  exposed  for 
a  given  weight  and  the  greater  the  amount  of  sulfur  burned  in  faUing 
from  one  hearth  to  the  next. 

Fig.  26  is  a  summary  of  data  obtained  in  a  laboratory  cell  using  a 
specially  prepared  zinc-sulfate  solution.    A  large  sample  of  zinc  calcine 
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Gbams 

PBR 
LZTBB 


from  the  plant  supply  was  leached  in  the  laboratory  with  spent  electro- 
lyte from  the  large  cells  and  sufficient  potassium  permanganate  added 
to  oxidize  all  iron  present  in  the  solution.  An  excess  of  calcine  was  added 
to  neutrahze  all  acid  and  precipitate-iron,  arsenic,  antimony,  alumina,and 
silica.  The  leach  was  filtered  and  the  filtrate  purified  of  copper  and  cad- 
mium by  means  of  zinc  dust.  This  pulp  was  filtered  and  the  solution 
used  for  the  test  cell  runs  recorded  in  these  curves.  The  analysis  of 
this  sdlution  was  as  follows: 

GlUics 

PBB 

LrrxB 

Zinc 110.0      '   Cadmium 0.002 

Manganese 1.6         Iron Trace 

CJopper 0.001      Sulfuric  acid 0.0 

Two  cells  were  operated,  making  parallel  runs.     One  cell  was  run  at 
a  continuous  deposit  for  the  full  run,  removing  the  cathode  at  24-hr. 

intervals  to  weigh,  in  order  to 
determine  the  ampere  efficiency. 
The  cathode  deposit  in  the 
second  cell  was  stripped  at  8-hr. 
intervals  and  the  ampere  effi- 
ciency calculated;  little  "diflfer- 
ence,  due  to  length  of  time  of 
deposition,  was  noted.  When 
impurities  are  present  consis- 
TcnTp€roteofEicdTOi^tc,De9rcciCcrTti3ro.oie  tently  higher  ampere  efficiencies 

Fig.  27.— Eftbct  of  tbmpbbatukb  on  be-  ^^^ .  obtained   with  24-hr.   de- 

SIBTANCE  OF  ELECTBOLTTE  AT  20  AMPEBE8  FEB    pOSitS     than      with     48-hr.      do- 

8QUABEFOOT.  p^^j^g  ^^^^^   idcutical   condi- 

tions;  it  has  been  found  impossible  at  times  to  operate  the  plant  with 
48-hr.  stripping  intervab,  when  fair  deposits  were  obtained  at  24-hr.  in- 
tervals. This  is  additional  proof  of  the  care  necessary  in  the  prepara- 
tion of  solution  for  electro-deposition  of  zinc. 

It  has  long  been  noticed  that  as  the  acid  content  of  the  electrol3rte 
increases  and  the  zinc  content  decreases,  the  ampere  efficiency  decreases. 
The  decrease  is  gradual  at  first  but  after  a  certain  point  is  very  rapid. 
To  determine  this  point  for  different  current  densities,  a  series  of  runs 
were  made  starting  at  20  amp.  per  sq.  ft.  and  ending  at  50.  In  the 
20-amp.  run,  some  acid  was  added  at  the  start  of  the  run  to  prevent  sprout- 
ing; smaller  amoimts  were  added  to  the  succeeding  runs.  The  current 
density  employed,  within  the  limits  of  the  test,  apparently  had  little  in- 
fluence on  the  efficiency  obtained.  In  all  the  tests,  and  with  both  con- 
tinuous and  8-hr.  deposits,  when  the  ratio  of  acid  to  zinc  in  the  electrolyte 
exceeded  2.5  : 1  there  was  a  marked  decrease  in  ampere  efficiency.  It  is 
not  intended  to  state  that  this  ratio  will  cover  electrolytes  containing 
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higher  or  lower  zinc  contents  than  the  one  employed — 100  to  110  gm.  of 
zinc  per  liter.  In  general,  with  pure  solutions  a  long  period  of  deposition 
may  be  employed  without  impaired  ampere  efficiency  provided  that  the 
ratio  of  acid  to  zinc  in  the  electrolyte  is  kept  below  a  definite  point. 

When  impure  solutions  are  employed,  the  period  of  deposition  must  be 
shortened  and  the  ratio  of  acid  to  zinc  content  of  electrolyte  must  be 
lowered  well  under  the  critical  ratio  to  obtain  even  average  ampere  effi- 
ciency. A  fair  deposit  will  build  for  a  period,  depending  on  the  amount  of 
impurity  present,  and  will  then  redissolve  to  a  point  where  the  ampere 
efficiency  drops  to  zero  and  the 
zinc  deposited  will  partly  or  com- 
pletely redissolve. 

Figs.  27  and  28  show  the 
variation,  at  constant  acidity,  in 
resistance  of  electrolyte  at  dif- 
ferent temperatures.  The  variar 
tion  is  less  marked  with  high 
acid  percentages  than  with  low 
acid  percentages.  At  20  amp. 
per  sq.  ft.  and  no  acid,  an  £^^ 
increase  of  40**  C.  reduces  the  >*8 
required  voltage  by  nearly  0.8 
volt,  or  0.02  volt  per  1**  C.  With 
the  same  current  density  and  100 
gm.  acid  per  liter,  the  decrease 
in  voltage  is  only  0.2  volt, 
or  0.005  volt  per  1*  C.  With 
increased  current  density 
the  change  becomes  more  pro- 
nounced.   At  50  amp.  per  sq.  ft.      ^^ _ — _ — 

and  100  gm.   acid    per  liter,  tne  Temperature  of  Electrol^te.OegrcesCcntignade 

change  is  0.36  volt  in  40**  C,  or        Fig.  28. — Effirot  of  TsifPERATURs  on 

1-.  i\  fit   *»^U  *>^^  1*  r«        Wi+Vi     BBBISTANCB  OP  ELECTBOLTTE   AT  60  AMPERES 

nearly  0.01  volt  per  1   U     Witn    pjjR  squabs  poot. 

neutral  solution,  the  decrease  m 

voltage  amounts  to  2.8  volts  for  40''  C.  increase  in  temperatm-e,  or  0.07 

volt  per  1**  C.    In  general,  the  relation  may  be  expressed  by  saying 

that  the  decrease  in  voltage  due  to  increasing  the  temperature  of  an 

electrolyte  is  greater  the  higher  the  current  density  and  the  lower  the 

acid  content,  the  eflfect  becoming  less  pronounced  as  the  temperature 

increases. 

Fig.  29  shows  the  eflfect  of  increasing  the  temperatwe  of  zinc-sulf ate 
solutions  on  the  voltage  required  at  various  current  densities  and  ratios 
of  acid  to  zinc  content  of  electrolyte.  With  piu-e  solutions,  an  increase 
in  temperature  is  not  objectionable  as  affecting  ampere  efficiency.    With 
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impure  solutions,  the  effect  of  the  impurities  is  magnified  by  increasing 
temperature  and  acid  to  zinc  ratio  of  electrolyte.  As  the  purity  of 
electrolytes  is  better  than  it  was  several  years  ago,  it  is  reasonable  to 
assume  that  methods  of  purification  will  be  perfected  to  insure  still 
purer  solutions,  and  increased  temperature  in  the  cells  will  be  permissible. 
These  curves  indicate  the  saving  in  power  that  can  be  made  to  justify 
the  expense  of  further  purification. 

The  data  for  the  first  set  of  curves  were  obtained  in  a  laboratory  cell 
equipped  with  a  cooling  coil  to  hold  the  temperature  constant  at  25^  C, 
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Fig.  29. — Effect  of  temperature  and  aciditt  on  resistance  of  electrolttb 

for  varying  current  densities. 


which  is  as  low  as  it  is  usually  possible  to  hold  the  temperature  of  ceils 
under  operating  conditions.  The  data  for  the  second  set  were  obtained 
in  the  same  cell  using  steam  coils  to  hold  the  temperature  at  45°  C.  The 
third  set  is  a  combination  of  the  first  two  and  shows  the  comparison 
between  the  data  obtained  at  25°  C.  and  45°  C.  The  broken  lines  are 
45°  C.  readings  and  the  solid  lines  25°  C. 

The  power  consumed,  assuming  equal  ampere  efficiencies,  at  50  amp. 
per  sq.  ft.  at  45°  C.  with  14  per  cent,  acid  in  the  electrolyte  equals  that 
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for  30  amp.  per  sq.  ft.  at  25^  C.  with  12  per  cent,  acid  in  the  eIectrol3rte. 
When  the  problem  of  producing  an  electrolyte  of  absolute  purity  has 
been  solved,  the  design  of  electrolytic  zinc  plants  and  the  operating  con- 
ditions of  the  electrolyzing  division  will  be  greatly  changed  from  the 
present  trend.  Where  75  per  cent,  ampere  efficiency  is  now  considered 
good  practice,  85  to  90  per  cent,  is  easily  obtainable  with  slightly  more  pure 
solutions  and  temperatures  of  60^  C.  are  not  objectionable,  t^urrent 
densities  can  be  increased  and  the  ratio  of  acid  to  zinc  in  the  electrol3rte 
can  be  carried  consistently  higher  than  at  present,  giving  even  better 
cathode  deposits.  The  length  of  time  of  deposition  can  also  be  doubled 
without  impaired  efficiency.  Pure  solution  is  the  greatest  single  factor 
in  the  successful  production  of  electrolytic  zinc. 

Fig.  30  shows  a  range  of  temperatures  between  25°  and  65°  C.  at 
10°  intervals  for  acidities  varying  from  0  to  13  per  cent.    As  the  tem- 
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Fig.  30. — ^Effbct  of  temperature  and  acidity  on  resistance  of  electrolyte  at 
50  amp:  and  20  amp.  per  sq.  ft.  of  4-in.  spacing  center  to  center  anodes. 


perature  increases,  the  decrease  in  resistance  due  to  increase  in  acid  to 
zinc  ratio  becomes  less.  It  is  nearly  as  economical,  assuming  equal 
ampere  efficiency,  to  operate  at  50  amp.  per  sq.  ft.  and  65°  C,  with  13 
per  cent,  acid  as  to  use  20  amp.  per  sq.  ft.  at  25°  C.  with  13  per  cent.  acid. 
As  the  acidity  decreases,  the  power  consmnption  is  increasingly  lower  in 
favor  of  the  low  current  density,  at  either  the  lower  or  the  higher  tem- 
perature.  An  increase  in  either  temperature  or  acidity  brings  the  volt- 
ages required  for  different  current  densities  closer  together;  therefore, 
if  a  sufficiently  pure  solution  can  be  obtained  to  permit  the  use  of  high 
temperature  and  acidity  without  lowering  ampere  efficiency,  the  current 
density  employed  can  be  greatly  increased  over  that  for  low  tempera- 
ture and  acidity,  without  increasing  power  consmnption. 

Fig.  31  shows  the  power  required  under  varying  operating  conditions 
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as  regards  current  density  and  acidity  of  electrolyte,  with  spacing  of 
electrodes  and  temperature  of  electrolyte  remaining  constant.  Power 
efficiency  is  the  percentage  of  the  theoretical,  taking  the  theoretical 
decomposition  voltage  of  zinc  sulfate  at  2.35  volts  and  using  100  per  cent, 
ampere  efficiency.    The  points  for  these  curves  were  then  determined 
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from  experimental  work  in  which  complete  data  were  obtained  for  voltage 
and  ampere  efficiency  variations  with  variations  in  the  acid  to  zinc  ratio 
of  electrolyte.  Although  the  voltage  required  decreases  steadily  with  the 
increase  in  acidity,  the  ampere  efficiency  falls  rapidly  after  the  acid  to 
zinc  ratio  increases  above  a  certain  point  and  the  power  efficiency  also 
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falls  as  the  drop  in  ampere  efficiency  is  too  rapid  to  be  made  up  by  the 
decrease  in  voltage  from  increased  acidity.  At  this  temperature  (26**  C.) 
and  with  the  acid  to  zinc  ratio  at  higher  acidities  as  shown,  the  higher  cur- 
rent densities  canndt  compete  with  the  lower  except  in  cases  of  extremely 
cheap  power. 
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Fig.  33  gives  the  power  efficiency  when  the  acid  to  zinc  ratio  is  kept 
above  the  critical  point.  Provided  that  sufficient  zinc  were  in  the  electro- 
ly1;e  to  maintain  a  safe  ratio  and  the  £^cid  content  was  further  increased, 
the  curves  would  apparently  continue  to  flatten  out  until  the  power 
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RATIOS. 

efficiency  for  50  amp.  per  sq.  ft.  equaled  or  exceeded  that  for  the  lower 
densities.  Increased  temperature  would  hasten  this  equalization  as 
shown  in  earner  curves.  The  curves  relating  to  power  efficiency  are  not 
ijitended  to  be   conclusive  or 
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final  but  point  the  way  for  addi- 
tional research  work.  It  will 
require  considerable  work  to 
cover  all  phases  of  the  varying 
influences  and  the  practical  ap- 
plication of  electrolytic  zinc  is 
too  recent  for  more  than  mere 
references  to  these  important 
points. 

Fig.  34  was  plotted  from 
data  obtained  in  a  laboratory 
cell.  At  25*^0.  and  2  per  cent, 
acid,  2-in.  (5-<;m.)  spacing  of 
anodes  requires  nearly  1  volt  Fig.  34.— Relation  of  spacing  of  electrodes 

„  ,    ^       _  ^    .    "^  .  TO  VOLTAGES  REQUIRED. 

per  cell  less  than  4-in.  spacing 

of  anodes.  At  the  same  temperature  and  10  per  cent,  acid,  the  difference 
is  only  ^i  volt.  At  45°  C.  and  10  per  cent,  acid,  the  4-in.  spacing  requires 
nearly  exactly  the  same  voltage  as  2-in.  spacing  at  the  same  acidity  of 
electrolyte  and  25°  C.     The  losses  due  to  short  circuits  and  other  operat- 
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ing  troubles  preclude  the  use  of  2-m.  spacing  of  anodes  at  the  present 
stage  of  development  of  the  process.  If  it  is  possible  to  effect  a  .saving 
of  0.1  volt  per  cell  by  3^  in.  closer  spacing  of  anodes,  there  will  be  a  sav- 
ing of  nearly  3  per  cent,  of  the  power  bill  in  plants  having  an  average 
voltage  drop  of  3.6  volts  per  cell.  The  average  acid  content  of  elec- 
trolyte in  plants  is  not  over  8  per  cent,  and  at  this  point,  either  at  25^ 
or  45°  C,  the  saving  is  about  0.2  volt  per  inch  reduction  in  spacing  of 
anodes. 

Fig.  35  is  made  up  from  data  obtained  under  actual  operating  condi- 
tions. The  current  density  was  varied  by  removing  cathodes  from  the 
cell  from  which  the  voltage  readings  were  obtained,  using  different  cells 
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-Volts  per  cell  for  different  current  densities  and  acidities'  fob 
2-in.  spacing  of  electrodes  at  35*  c. 


for  each  acidity.  The  distance  from  center  of  anode  to  center  of  cathode 
was  2  in.  using  ^-in.,  anodes  and  3^-in.  cathodes.  The  neutral  solution 
contained  slightly  over  100  gm.  zinc  per  liter.  The  decomposition  volt- 
age of  zinc  sulfate  (2.35  volts)  was  taken  as  the  voltage  at  zero  ampere  i>er 
square  foot.  All  current  densities  are  figured  in  amperes  per  square 
foot  of  active  cathode  surface. 

Fig.  36  shows  data  taken  from  operating  records  and  is  intended  to 
show  the  effect  of  decreasing  the  resistance  of  electrolyte  by  increasing 
acidity.  The  head  solution,  or  cell  feed,  contained  slightly  over  100  gm. 
zinc  per  liter,  leaving  only  about  20  gm.  zinc  per  liter  in  the  tail  solution, 
or  cell  effluent. 
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The  yearly  cost  for  power  alone  for  the  deposition  of  100  tons  of  zinc 
per  day  for  one  year  is  given  using  a  rate  of  $33.50  per  kilowatt-year  for 
power  and  80  per  cent,  ampere  efliciency.  This  does  not  include  sub- 
station expense,  upkeep  of  equipment,  or  any  expense  whatever  but  the 
payment  for  power  at  the  transformer;  conversion  losses  are  included. 
Increasing  acid  content  of  cell  ef&uent  from  5.8  to  10  per  cent,  effects  a 
saving  of  $42,600  per  year  for  a  plant  producing  100  tons  of  zinc  per  day, 
or  nearly  $10,000  for  each  1  per  cent,  increase  in  acidity. 

The  power  consumption  per  ton  of  cathode  zinc  produced  is  also 
given  as  an  aid  in  estimating  the  power  consiunption  to  be  expected 
under  any  similar  conditions.  The  curve  will  not  hold  good  for  the  high 
acids  when  the  zinc  content  drops  below  about  30  gm.  per  liter,  at  this 
current  density,  because  of  falling  off  in  ampere  efficiency.     The  voltage 
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Fig.  36. — Effect  of  variation  of  acidity  on  "power  cost  at  constant  current 

DENSITY. 


readings  will  remain  but  the  power  consumption  per  ton  of  zinc  will 
rapidly  increase  due  to  the  decrease  in  ampere  efficiency. 

Fig.  37  gives  the  percentage  distribution  of  the  total  power  required  to 
operate  both  zinc  plant  and  residue  treatment  plant;  together  with  the 
auxiliary  departments,  such  as  coal  pulverizer  and  crushing  plant.  The 
bulk  of  the  power  is  consumed  by  the  electrolyzing  division,  therefore 
the  base  is  taken  at  75  per  cent.,  which  is  below  the  minimum  percentage 
consumed  by  that  department. 

Direct  current  to  cells  increases,  roughly,  in  direct  proportion  to  the 
quantity  of  zinc  produced  regardless  of  grade  of  concentrate  treated; 
therefore,  as  the  production  of  zinc  increases  the  proportion  of  total  power 
consumed  by  the  cells  increases.  Increased  production  is  usually  ol> 
tained  by  raising  the  grade  of  concentrates  treated,  thereby  increasing 
the  production  of  zinc  without  proportionately  increasing  the  equip- 
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to  the  large  number  of  deleterious  impurities  in  the  British,  Australian, 
and  Indian  ores,  a  more  elaborate  method  of  purification  than  that 
adopted  at  Anaconda  has  been  found  necessary  on  English  plants. 

After  the  iron,  antimony,  arsenic,  etc.  have  been  precipitated,  it  is 
almost  invariably  necessary  to  purify  for  nickel  and  cobalt,  etc.  as  well 
as  for  the  more  easily  eliminated  impurities,  such  as  copper,  cadmium, 
etc.  Copper,  nickel,  and  cadmium  are  first  eliminated  by  agitation  and 
precipitation  by  zinc  dust  from  the  hot  slightly  acid  solutions  and  filtered. 
This  filtrate  is  then  agitated,  heated,  and  the  necessary  oxidizing  reagent 
added  for  the  cobalt  precipitation.  After  filtration,  the  solution  is 
taken  to  the  mixing  tanks,  where  it  is  brought  up  to  the  desired  acidity, 
usually  about  3  per  cent,  acid  and  8  per  cent,  zinc,  by  the  addition  of 
electrolyte  from  the  cells  and  is  then  ready  for  the  tank  house.  The 
quantity  of  nickel  and  cobalt  remaining  in  the  solution  must  not  exceed 
0.0001  per  cent.  (1  part  per  million)  and  0.001  per  cent.  (10  parts  per 
million),  respectively,  though  in  actual  practice  they  are  seldom  more 
than  0.00002  per  cent,  for  nickel  and  0.0005  per  cent,  for  cobalt,  by  reason 
of  the  effective  methods  adopted  for  purification. 

The  elimination  of  these  impurities  has  so  simplified  and  increased 
the  efficiency  of  the  electrolytic  deposition  department  that  the  small 
extra  cost  of  the  method  is  more  than  compensated  for  by  the  decreased 
power  consumption  and  the  high  zinc  contents  of  the  pure  solution  flowing 
into  the  cells  coupled  with  the  low  zinc  contents  of  the  out-flowing  solution. 

CeU-house  practice  appears  to  be  identical  with  that  in  England. 
The  potential  difference  per  cell  is  usually  about  3H  volts  while  the 
current  density  varies  from  25  to  30  amp.  per  sq.  ft.  of  cathode,  and 
the  cathode  sheets  are  changed  about  every  24  hr.  Earthenware  cells 
have  been  used  with  satisfactory  results,  the  current  efficiency  being 
about  90  per  cent. 

The  solution  entering  the  cells  carries  about  8  per  cent,  zinc  and  3 
per  cent,  acid,  while  the  outflowing  clectrol3rte  carries  about  3  per  cent, 
zinc  and  10  to  11  per  cent.  acid. 

No  difficulty  is  experienced  in  separating  the  zinc  sheets  from  the 
aluminum  cathode  and  the  zinc  is  subsequently  melted  in  an  oil-fired 
furnace  and  c^t  into  plates  or  ingots. 

There  is  little  doubt  but  that  in  this  country,  if  not  in  Europe,  the 
furnace  or  distillation  method  of  zinc  production  from  blende  is  doomed. 
Efforts  are  being  made  in  Scandinavia  to  produce  zinc  on  a  commercial 
scale  by  electrothermic  methods  but  owing  to  the  quantity  of  impure 
zinc  oxide  and  dirty  slags  produced  it  is  questionable  whether  this  method 
can  compete  with  the  electrochemical  process. 

W.  C.  Smith,  Chrome,  N.  J. — The  question  of  impurities  in  electro- 
lyte has  been  emphasized  by  the  Anaconda  metallurgists.    Mr.  Tainton, 
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at  Martinez,  Calif.,  found  that  with  a  high  current  density  and  a  high 
acid  content,  he  can  have  as  high  as  30  mg.  per  li.  of  cobalt.  The  im- 
purity that  he  fights  is  antimony;  arsenic  does  not  bother  him  quite  as 
much;  he  has  handled  as  high  as  30  mg.  of  arsenic  without  losing  current 
efficiency.  The  average  current  efficiency  during  the  time  that  I  was 
visiting  the  plant  was  89  per  cent.  One  pound  of  zinc  required  1.77  kw.- 
hr.  electrical  energy  delivered  to  the  cells.  The  spacing  of  the  electrodes 
is  1^6  ^-  from  the  face  of  the  anode  to  the  face  of  the  cathode;  the 
average  voltage  is  about  4  volts  per  ceU. 

Mr.  Tainton  has  developed  a  leaching  process  that  differs  from  the 
Anaconda  practice. 

The  roasted  ore  is  separated  by  means  of  a  magnetic  separator  into  ap- 
proximately two  equal  parts:  a  magnetic,  or  ferrate,  and  a  non-magnetic, 
or  oxide,  portion.  In  the  leaching  operation,  the  spent  cell  solution, 
containing  approximately  27  per  cent,  free  sulfuric  acid,  is  treated  with 
the  magnetic  portion  of  the  roasted  ore  until  the  free  acid  content  has 
been  reduced  to  12  or  13  per  cent.  The  balance  of  the  free  acid  is  then 
neutralized  by  the  addition  of  the  non-magnetic,  or  oxide,  portion  of  the 
ore.  A  precipitant  for  gelatinous  silica  is  added  before  the  free  acid  is 
completely  neutralized.  The  hot  neutral  pulp  from  the  agitator  is  then 
passed  through  a  Burt  filter.  The  solution  from  the  filter  averages 
about  200  gm.  per  li.  of  zinc,  and  if  allowed  to  get  cold  will  crystallize 
to  a  semi-solid  mass.  The  solution  is  purified  by  means  of  zinc  dust,  hdt 
agitation,  and  filter  pressing.  The  required  amount  of  this  strong 
solution  is  added  to  the  cell  solution  to  bring  the  zinc  in  the  cell  solution 
up  to  about  70  gm.  per  li.  The  cell  solution  is  circulated  through  the 
cells  until  the  zinc  has  dropped  to  about  30  gm.  per  li.  A  portion  of  the 
cell  solution  is  drawn  off  and  sent  to  the  agitators,  and  the  solution  is 
replaced  with  a  strong  solution  from  the  purification  cycle. 

The  average  extraction  of  zinc  from  a  39  per  cent,  ore  was  87.6  per 
cent,  during  the  time  that  I  was  making  the  test;  that  is,  an  ore  which 
was  composed  of  a  mixture  of  Federal  ore.  Nabob  ore  and  Federal  slime. 
The  average  ore  contained  about  7  per  cent,  of  lead  and  10  oz.  of  silver; 
the  residue  ran  approximately  one-half  the  weight  of  the  ore  treated, 
and  showed  a  little  less  than  10  per  cent.  zinc. 

F.  <}.  Bkeyer,  Palmerton,  Pa. — Is  the  87  per  cent,  of  the  recovery 
on  the  weight  of  the  electrodes  or  on  the  weight  of  the  cast  slabs,  that  is, 
commercial  slabs? 

W.  C.  Smith. — It  is  on  the  weight  of  cathode  sheet  produced;  the 
cathodes  were  not  melted  but  were  sold  as  cathode  zinc. 

Extraction  varies  with  the  grade  of  ore.  For  instance,  ore  from 
Shasta  County,  Calif.,  which  ran  about  5  per  cent,  copper  and  42  per 
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cent,  zinc,  gave  a  very  good  extraction;  I  think  it  averaged  over  92  per 
cent.  A  number  of  carloads  of  the  Silver  Standard  ore,  from  Nelson, 
B.  C,  were  also  successfully  treated.  This  mixture  of  Nabob  ore,  Fed- 
eral ore,  and  slime  that  was  being  worked  at  the  time  of  my  visit  was  the 
meanest  proposition  they  had  been  up  against,  because  the  Federal  slime 
was  all  dust. 

This  plant  is  operated  by  the  Central  Mining  Co.,  of  London,  using 
the  Tainton-Pring  process,  the  original  patents  for  which  are  prior  to 
the  Anaconda  patents. 

T.  T.  Read,  Washington,  D.  C. — How  does  the  purity  of  the  cath- 
ode produced  at  the  high  current  density  compare  with  the  Anaconda? 

W.  C.  Smith. — As  nearly  as  I  can  judge,  the  purity  is  about  the  same. 
You  must  have  a  reasonably  pure  solution  to  get  a  good  zinc  deposit, 
but  the  last  traces  of  impurity,  which  are  difficult  to  get  out,  do  not  have 
to  be  removed  when  using  the  high  current  density  and  high  acid  solution. 

I  omitted  to  state  that  they  use  about  3  lb.  of  glue  per  ton  of  zinc 
produced.  That  seems  to  have  a  very  beneficial  action  on  the  amount 
of  mist  or  gas  and  acid  mist  given  off  by  the  cells.  At  no  time  was  it 
necessary  to  wear  a  respirator.  The  glue  is  added  periodically,  in  fact 
the  amount  of  acid  mist  is  an  indication  of  the  amount  of  glue  in  the 
solution;  if  this  is  noticeably  strong,  glue  is  added.  Its  effect  can  be 
seen  at  once.  The  large  percentage  of  glue  probably  increases  the 
possibility  of  running  a  foul  solution. 

A.  A.  Heimrod,  New  York,  N.  Y. — How  was  the  iron  content  elimi- 
nated  from   the   solution? 

W.  C.  Smith. — Manganese  ore  added  in  the  leaching  operation, 
oxidized  the  iron  to  the  ferric  state;  the  neutralization  precipitates  the 
iron,  and  sweeps  down  most  of  the  arsenic  and  the  antimony  and  other 
troublesome  metals  to  a  large  degree. 

G.  L.  OsTGREN,  New  York,  N.  Y. — How  many  men  are  required  to 
operate  a  plant  of,  say,  about  100  tons? 

W.  C.  Smith. — I  cannot  answer  that.  The  plant  was  an  experi- 
mental one  with  a  maximum  production  of  about  6  tons  per  24  hr., 
but  it  was  producing  about  2  tons  while  I  was  there. 

F.  G.  Breyer. — Was  the  87  per  cent,  recovery  a  day's  run,  or  was 
that  the  recovery  of  100  tons  of  ore  that  was  run  through  the  plant? 

W.  C.  Smith. — Roughly,  that  represents  ten  or  twelve  days  operation, 
of  approximately  5  to  6  tons  of  ore  a  day. 
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W.  Seguine. — With  100  amp.  per  sq.  ft.,  how  is  it  possible  to  operate 
on  that  zinc  at  the  temperature  of  84**  F.?  Does  not  the  temperature 
rise  to  an  extraordinary  degree? 

W.  C.  Smith. — Without  a  doubt  one  of  the  most  expensive  installa- 
tions in  the  plant  was  the  cooling  system.  The  electrol3rte  must  be  cooled 
after  each  pass  through  the  cells.  That  feature  required  more  experi- 
mental work  and  more  tearing  down  and  rebuilding  than  any  other  part 
of  the  plant.  A  fairly  simple  and  inexpensive  cooling  system  has  been 
developed. 

.    Hiram  W.  Hexon,  New  York,  N.  Y. — Is  there  any  claim  for  novelty 

• 

as  regards  the  use  of  glue?    The  Anaconda  copper  refinery  25  years  ago 
used  glue  to  obtain  a  denser  deposit  of  copper. 

W.  C.  Smith. — It  was  the  natural  thing  to  try.  First  the  copper 
refinery  used  glue,  then  the  lead  refinery,  it  was  the  natural  thing  for  the 
zinc  refinery  to  try  glue. 

E.  P.  Mathewson,  New  York,  N.  y. — The  men  at  Anaconda  were 
pioneers  in  commercializing  electrolytic  zinc.  The  later  workers,  who 
are  operating  at  Martinez,  have  discovered  that  they  can  get  along  with 
a  much  smaller  plant  by  using  a  much  higher  current  density.  That 
means  that  the  first  cost  of  the  plant  is  much  less  than  the  first  cost  of  the 
plant  at  Anaconda.  They  have  overcome  much  of  the  trouble  of  the 
impurities  and  can  use  much  more  impure  solutions  than  would  be 
possible  under  the  practice  of  the  Anaconda  people.  It  seems  likely  that 
the  production  of  zinc  by  strictly  furnace  methods  will  soon  be  a  thing  of 
the  past  except  where  electric  power  is  extremely  costly  or  fuel  very  cheap. 

E.  L.  JoRGENSEN,  Ncw  York,  N.  Y.  (written  discussion). — The  advan- 
tage gained  by  using  higher  current  densities,  as  worked  out  in  Martinez, 
Calif.,  would  be  increase  in  ampere  eflSciency,  because  the  reduced 
effect  of  impurities  in  the  electrolyte  permitted  the  use  of  impure  solu- 
tions, and  the  size  of  the  electrolytic  tank  house  could  be  decreased.  A 
careful  study  of  this  question  in  connection  with  the  electrolysis  of  copper- 
sulfate  solutions  shows  results  that  should  apply  in  a  general  way  to 
electrolysis  of  zinc. 

With  increased  current  density  follows  an  increase  in  cell  voltage 
and,  consequently,  an  increase  in  power  consumption.  In  the  elec- 
trolysis of  copper,  the  cost  of  the  electrolytic  tank  house  is  generally 
less  than  one-half  the  cost  of  the  power  installation.  As  the  electrolytic 
tank  house  is  decreased  in  size  the  power  plant  is  increased,  so  it  does 
not  necessarily  follow  that  a  great  saving  in  capital  expenditure  is 
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eflfected.  As  the  power  consumption  per  pound  of  zinc  produced  is 
increased,  thereby  increasing  the  operating  cost,  and  as  the  increased 
power  consumption  results  in  heating  the  solution,  necessitating  cooling 
and  increase  of  flow  to  avoid  excessive  temperatures,  a  point  will  be 
found  beyond  which  it  does  not  pay  to  go.  This  point  depends  entirely 
on  local  conditions.  "" 

It  would  seem  that  in  certain  localities  it  would  be  better  to  guard 
against  impurities  in  the  electrolyte  in  the  manner  practiced  by  the 
Anaconda  Copper  Mining  Co.  than  to  resort  to  the  use  of  extremely 
high  current  densities. 

In  the  electrolysis  of  zinc  any  power  required  in  excess  of  0.736757 
kw.-hr.  per  lb.  is  used  for  heating  solutions.  The  practice  at  Great 
Falls  shows  a  power  eflElciency  of  44.6  to  50.5  per  cent.,  and  at  Martinez 
of  41.6  per  cent.  If  the  electrolytic  power  is  produced  in  a  steam-power 
plant,  which  will  show  an  over-all  efficiency  of  only  15  per  cent,  or  less, 
we  have  an  over-all  efficiency  for  electrolysis  of  6  to  7  per  cent.  This 
may  suggest  opportunities  in  looking  for  another  method  for  the  recovery 
of  zinc  from  hydrometaUurgical  solutions. 

J.  O.  Elton  and  R.  B.  Caples  (authors'  reply  to  discussion). — The 
first  experimental  work  done  at  Anaconda  was  at  high  density.  The 
results  were  so  good  that  it  was  decided  to  try  out  this  method  thoroughly, 
but  after  a  thorough  trial  it  was  decided  that  high-density  work  was 
impractical.  Mr.  Mathewson  was  manager  of  the  Anaconda  plant  at 
that  time  when  the  10-ton  plant  was  designed  for  operation  at  30  amp. 
density  per  square  foot.  We  believe  we  are  safe  in  saying  that  every  com- 
pany making  electrolytic  zinc  has  at  one  time  or  another  investigated 
and  turned  down  high-density  methods.  There  is  a  vast  difference  be- 
tween a  small  plant  that  can  be  closed  down  and  overhauled  every  time 
something  goes  wrong  and  a  big  plant  that  must  run  every  hour  at  full 
capacity  to  fill  contracts  for  war  needs. 

Mr.  Mathewson  stated  that  a  much  smaller  plant  is  required  through 
the  use  of  high-current  density  and  that  therefore  the  first  cost  is  much 
less  than  for  a  plant  using  low  density.  Based  on  the  experience  of  an 
electrolytic-copper  refining  plant,  this  statement  sounds  reasonable  to 
any  one  who  has  not  had  much  experience  with  the  electrolytic  zinc  proc- 
ess. There  are  many  differences  between  electrolytic-copper  refining 
and  the  production  of  electroljrtic  zinc,  and  the  effect  on  the  process  of 
changes,  such  as  variations  in  ciurent  density,  present  entirely  different 
problems.  A  detailed  comparison  of  first  costs  for  zinc  plants  employing 
high  density  and  low  density  is  not  nearly  as  unfavorable  to  the  low- 
density  plant  as  might  at  first  appear.  The  difference  in  operating  and 
maintenance  costs  will  return  a  high  rate  of  interest  on  the  added  invest- 
ment required  for  the  low-density  plant.    As  no  high-density  plant  for 
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the  production  of  electrolytic  zinc  on  a  commercial  basis  has  yet  been 
built,  there  is  no  actual  basis  of  comparison  of. the  first  cost  of  such  a 
plant  and  a  low-density  plant.  A  comparison  of  costs  at  the  present 
time  is  therefore  really  a  comparison  between  what  may  be  reasonably 
expected  from  the  high-density  planJb,  based  on  small-scale  experimental 
data,  and  what  has  been  proved  to  be  true  for  a  full  sized,  commercial 
low-density  plant  after  several  years  of  successful  operation  under  trying 
conditions,  as  regards  labor  turnover,  securing  supplies,  etc. 

Roaster  Division, — From  data  published  regarding  zinc  recovery  in 
a  high-density  plant,  the  same  ^^uantity  of  material  must  be  roasted  for 
either  a  high-  or  a  low-density  plant.  Leaving  out  the  cost  of  magnetic 
separators,  separate  bins  for  the  magnetic  and  non-magnetic  portions, 
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and  other  equipment  necessary  to  conduct  this  step,  the  cost  of  the  roaster 
division  of  each  plant  is  the  same.  If  magnetic  separation  of  the  calcine 
is  used  in  the  high-density  plant,  the  cost  of  roasting  equipment  will  be 
that  much  higher. 

Leaching  Division, — The  floor  space  required  for  the  low-density 
plant  may  be  somewhat  greater  than  for  a  high-density  plant,  due  to 
the  elimination  of  thickeners  and  handling  less  solution.  More  floor 
space  for  filters  and  solution  storage  is  required  in  a  high-density  plant. 
The  net  difference  will  not  amount  to  a  large  sum  of  money.  A  high- 
density  plant  requires  lead-Uned  leaching  tanks,  mechanical  agitators, 
and  heating  coils  in  all  storage  tanks.  More  material  must  be  filtered 
under  pressure  and  at  high  temperature  and  quantity  and  temperature 
of  wash  water  must  be  carefully  watched.  A  large  boiler  installation  to 
supply  steam  for  heating  solutions  is  required.  The  cost  of  equipment 
in  a  high-density  plant  will  equal,  if  not  exceed,  that  necessary  for  a 
low-density  leaching  plant. 
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Electrolyztng  Division. — Entirely  different  arrangements  of  cells  are 
required  for  high-  and  low-density  plants.  In  the  former,  one  or  possibly 
two  cells  are  in  series  as  regards  solution  flow;  while  in  the  low-density 
plant  as  many  cells  as  required  may  be  connected  in  series  or  cascade. 
It  is  necessary  to  return  a  large  proportion  of  the  spent  electrolyte  to  be 
mixed  with  a  small  amount  of  new  solution  in  order  to  keep  down  the 
voltage  in  a  high- density  plant,  and  this  mixture  is  cooled  before  return- 
ing to  the  cells  to  keep  down  the  temperature  of  the  electrolyte.  An 
elaborate  system  of  lead  pipes,  pumps,  cooling  equipment  and  storage 
tanks  is  required  to  carry  out  these  operations.  In  a  low-density  plant, 
it  is  unnecessary  to  return  any  acid  solution  to  the  cells,  yet  a  practically 
uniform  voltage  drop  per  cell  is  maintained  throughout  the  cascade,  and 
the  only  cooling  equipment  necessary  is  a  small  lead  coil  in  some  of  the 
cells  in  each  cascade.  The  floor  space  required  for  a  high-density  plant 
is  greater,  in  proportion  to  the  number  of  cells,  due  to  greater  space  taken 
up  by  aisles  and  working  spaces,  and  a  larger  basement  is  required  to 
accommodate  the  piping  and  pumps  for  circulating  spent  electrolyte. 
Using  the  same  spacing  of  electrodes,  at  least  25  per  cent,  more  power- 
generating  equipment  is  required  for  a  high-density  than  for  a  low-density 
plant.  The  total  cost  of  electrolyzing  division  and  power  equipment  is 
little,  if  any,  in  favor  of  the  high-density  plant,  and  the  greater  power 
cost  so  increases  the  operating  cost  that  an  enormous  saving  in  first  cost 
must  be  obtained  to  justify  the  high-density  plant. 

Casting  Division. — The  costs  are  the  same  in  both  cases. 

Assuming  all  labor  and  supply  costs  to  be  equal  and  a  difference  of 
only  12^^^  per  cent,  in  power  consumption  in  favor  of  a  low-density  plant 
of  150  tons  of  zinc  daily  capacity,  where  power  costs  $30  per  horsepower- 
year,  there  is  a  saving  in  power  alone  of  over  $112,000  per  year,  which 
will  justify  the  expenditure  in  first  cost  of  $1,000,000.  There  is  no  doubt 
but  that  the  difference  in  first  cost  of  the  leaching  and  electrolyzing  divi- 
sions for  high-density  and  low-density  plants  of  this  size  would  be  less 
than  half  this  amount,  and  as  the  other  divisions  are  practically  equal 
in  first  cost  it  is  now  apparent  how  the  first  cost  will  justify  the  installa- 
tion of  a  high-density  plant.  The  total  cost  of  the  plants  is  not  deter- 
mined so  much  by  the  space  covered  as  by  the  cost  of  the  equipment 
covering  it. 

We  emphasize  the  effect  of  impurities  in  the  electrolytic  process,  stat- 
ing that  of  all  impurities  encountered  antimony  is  the  most  injurious. 
Mr.  Gepp  has  had  more  trouble  with  cobalt.  The  effect  of  impurities 
is  not  eliminated  by  merely  increasing  the  acidity  of  the  electrolyte  and 
increasing  the  current  density.  If  the  solution  is  cooled  sufficiently 
(increasing  power  consumption  and  operating  costs),  or  if  the  deposit  is 
stripped  at  short  intervals  (increasing  labor  cost),  or  if  proper  addition 
agents  are  employed  in  sufficient  quantity,  the  injurious  effects  of  copper, 
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arsenic,  antimony,  and  probably  cobalt,  are  considerably  lessened.  But 
why  resort  to  these  measures  instead  of  purifying  the  solution  sufficiently 
in  the  leaching  division?  It  is  necessary,  •with  unskilled  labor,  to  make 
the  process  as  nearly  fool-proof  as  possible  and  at  the  same  time  to  reduce 
the  operating  costs  to  a  minimum.  With  an  absolutely  pure  zincH9ulfate 
solution,  anyone  can  successfully  produce  electrolytic  zinc  under  nearly 
any  cell  condition  desired.  There  is  no  great  m3r8tery  or  difficulty  in 
eliminating  arsenic  or  antimony  from  solution  in  the  leaching  division, 
and  it  is  more  economical  than  increasing  power  and  other  electrolyzing 
costs  by  allowing  small  amounts  of  -these  impurities  to  go  to  the  electro- 
lyzing division,  necessitating  cooling  and  '^ doping"  of  the  electrolyte. 

Mr.  Smith  states  that  the  deposition  of  1  lb.  of  zinc  required  1.77 
kw.-hr.  under  test  conditions  at  the  Martinez  plant.  We  have  produced 
zinc  over  a  period  of  several  months  in  the  Great  Falls  plant  under  normal 
operating  conditions  with  a  consumption  of  approximately  IH  kw.-hr. 
per  lb.,  with  a  spacing  of  l^He  ii^*  from  face  of  anode  to  face  of  cathode 
against  l^e  i^-  At  Martinez.  With  the  closer  spacing  used  at  Martinez, 
the  power  consumed  at  Great  Falls  would  be  nearly  10  per  cent,  less, 
making  power  consumption  at  Martinez  under  test  conditions  25  per 
cent,  higher  than  at  Great  Falls  under  full-plant  operating  conditions. 
Mr.  Smith  gives  the  recovery  of  zinc  from  a  3ft-per  cent,  zinc  ore  as  87.6 
per  cent.  With  the  Anaconda  roasting  practice  and  leaching  system, 
this  recovery  can  be  duplicated  on  the  same  grade  of  ore  if  no  deduc- 
tion is  made  for  loss  of  zinc  in  purification  sludge  from  the  complete  re- 
moval of  copper  and  cadmiimi  solution,  that  is,  from  ore  to  gross  cathodes. 
If  sufficient  zinc  dust  is  added  to  completely  remove  all  cadmium  from 
solution  (0.01  gm.  cadmium  per  liter)  a  certain  amount  of  the  zinc 
recovered  as  cathodes  is  lost  in  the  purification  sludge.  Mr.  Smith  does 
not  give  the  cadmium  content  of  the  cathodes  produced  nor  the  amount 
of  cadmium  or  copper  in  the  ores  treated. 

The  amount  of  mist  given  off  from  the  cells  is  directly  proportional 
to  the  action  of  impurities  in  the  electrolyte;  and  with  a  pure  solution 
little  if  any  mist  is  given  oflf,  even  without  the  addition  of  glue.  The 
clarity  of  the  atmosphere  in  the  cell  room  is  a  good  indication  of  the 
amount  of  resolution  of  the  deposit  in  the  cells.  The  mist  is  largely  due 
to  escaping  hydrogen,  and  when  only  oxygen  is  being  given  off  from  the 
cells  the  gas  bubbles  are  large  and  bneak  quietly  at  the  surface  of  the 
solution.  The  use  of  glue  in  the  electrolysis  of  zinc-sulfate  solutions  at 
Anaconda  dates  back  to  1915;  varying  amounts  have  been  used  up  to 
the  present  time.  We  have  continually  striven  to  get  away  from  it  en- 
tirely by  producing  a  pure  solution.  One  objection  to  the  use  of  glue  is 
the  amount  of  chlorine  present,  causing  anode  corrosion,  but  the  chief 
objection  is  the  desire  to  avoid  using  any  solution  dope. 

Mr.  Bullock's  question  as  to  the  usual  amount  of  zinc  made  soluble 
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in  the  Great  Falls  roasters  can  best  be  answered  by  referring  to  the  last 
paragraph  of  page  706  and  to  Figs.  23, 24,  and  25.  The  curves  portray  the 
regular  practice,  as  the  samples  from  which  the  data  were  obtained  were 
taken  from  normally  operating  furnaces.  It  is  not  fair  to  compare  solu- 
bilities obtained  from  the  roasting  of  widely  differing  ores  or  concentrates; 
each  concentrate  is  a  problem  within  itself.  The  mere  fact  that  each 
contains  the  same  total  per  cent,  of  zinc  does  not  mean  that  equal  solu- 
bilities are  possible.  However,  it  is  possible  to  predict  the  solubility 
within  reasonable  limits.  In  general,  a  30-per-cent.  roasted  zinc  con- 
centrate from  a  complex  ore  should  contain  80  per  cent,  of  its  zinc  in 
soluble  form,  if  properly  ro3sted.  The  solubility  should  increase  %  per 
cent,  for  each  increase  in  grade  of  1  per  cent,  up  to  45  per  cent.  zinc. 
Above  45  per  cent,  the  increase  in  solubility  is  not  so  fast.  Correction 
must  be  made  for  the  sulfide  zinc  left  in  the  calcine,  after  which  the  bal- 
ance of  the  zinc  may  be  assumed  as  soluble,  either  as  oxide  or  sulfate. 
Fig.  38  gives  a  graphic  presentation  of  the  empiric  curves  with  the 
December,  1920,  daily  assays  indicated.  If  the  daily  assays  fall  near 
the  empiric  curve,  the  roaster  superintendent  feels  that  his  department 
is  doing  good  work.  Concentrates  high  in  insoluble  or  low  in  iron  sulfide 
will  give  better  solubilities  than  indicated  by  this  curve. 

The  leaching  process  originally  developed  and  used  in  the  pilot  plants, 
and  up  to  December,  1917,  at  Great  Falls  was  the  single  leaching  scheme 
described  by  Mr.  Bullock.  The  operating  costs  per  pound  of  zinc  re- 
covered at  the  zinc  plant  were  lower  with  this  process  than  they  have 
been  with  the  double  leaching  scheme,  but  the  recovery  was  approxi- 
mately 15  per  cent,  under  the  theoretical  and  the  residues  were  bulky, 
high  in  zinc  and  moisture,  and  greatly  increased  in  weight  due  to  the 
large  amount  of  calcium  carbonate  used,  which  came  down  as  hydrous 
calcium  sulfate.  It  was  also  necessary  to  add  several  tons  of  acid  per 
day  to  make  up  for  the  amount  neutrahzed  and  entrained  as  zino-sulfate 
solution  in  the  residue.  When  mining  costs,  residue  smelting  tolls, 
freight  on  ore  and  residues,  and  zinc  plant  costs  were  taken  into  considera- 
tion, the  double  leaching  scheme  showed  a  decided  advantage  when 
working  with  our  ore.  In  cases  where  the  residues  are  relatively  small, 
as  in  high-grade  concentrates  (50  per  cent,  or  higher),  or  when  the  resi- 
dues contain  no  other  metal  values,  it  is  doubtful  whether  it  would  pay 
to  use  the  double  leaching  scheme,  because  it  requires  more  labor  and 
equipment  and  repair  costs  are  undoubtedly  higher,  especially  on  the 
acid  filtering  equipment.  Careful  consideration  must  be  given  to  each 
problem  and  no  general  rules  can  be  laid  down. 

Mr.  Bullock's  comments  on  purification  are  sound  and  to  the  point. 
It  surely  pays  to  purify  in  a  commercial  plant.  Our  purification  process 
costs  less  than  $3  per  ton  of  zinc  produced,  although  copper  is  present  to 
the  extent  of  6  per  cent,  of  the  total  zinc,  and  so  far  has  prevented  the 
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building  up  of  any  known  impurity  in  the  system.  The  same  solution 
has  been  used  continuously  since  the  plant  was  started  in  September, 
1916.  Evaporation  losses  and  moisture  losses  have  been  made  up  by 
adding  wash  water  to  the  filters.  Practically  all  elements  are  present 
in  the  ores  treated,  at  least  traces  of  most  of  them  have  been  reported. 
Nickel  is  found  in  Butte  ore  and  cobalt  in  the  Coeur  d'Alene  ores.  Our 
success  with  electrolytic  zinc  is  due  to  the  fact  that  we  early  recognized 
the  necessity  for  intensive  purification  and  developed  an  inexpensive 
method  of  doing  it.  We  are  as  proud  of  the  fact  that  we  keep  our  solu- 
tions clean  as  that  we  keep  our  operating  plants  clean.  The  small  amount 
spent  in  purification  is  more  than  made  up  in  the  tank  room  saving  in 
power  alone. 

If  Mr.  Bullock  will  try  feeding  neutral  solution  to  each  cell  in  his 
S3r8tem,  it  will  be  unnecessary  to  return  any  acid  and  the  cell  voltage 
can  be  made  uniform  in  every  cell.  No  acid  return  system  is  necessary, 
and  all  feedpipes  can  be  made  of  iron.  The  saving  in  power  will  be  a 
large  item.  The  flow  is  much  easier  to  control  and  operating  and  repair 
costs  are  less. 
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Tooele  Flue-type  Cottrell  Treater 

Bt  a.  B.  Young,*  Tooele,  Utah 

(New  York  Meetinc  February.  1921) 

It  is  the  object  of  this  paper  to  describe  a  Cottrell  treater  that  was 
placed  in  operation,  in  April,  1919,  at  the  Tooele  plant  of  the  International 
Smelting  Co.,  for  the  purpose  of  recovering  solids  from  the  gases  from 
the  McDougall  roasting  furnaces.  Fundamentally,  the  treater  is  simply 
a  flue  containing  rows  of  vertical  plates,  forming  the  grounded  electrode, 
alternated  with  rows  of  small  horizontal  pipes,  fonning  the  negative 
electrode,  with  proper  provision  underneath  for  taking  away  collected 
dust.  There  are  advantages  in  construction  over  the  more  cumbersome 
types,  both  the  vertical-tube,  and  the  vertical-box,  particularly  in  the 
elimination  of  heavy  supporting  columns  and  massive  foundations,  giving 
a  much  lower  first  cost.  There  are  no  right-angle  turns  to  interfere 
with  gas  distribution;  consequently  there  is  greater  efficiency,  or,  in 
other  words,  a  greater  volume  of  gas  per  minute  can  be  effectively  treated. 
Another  advantage  of  the  horizontal  installation  over  the  vertical  is 
that  the  principle  of  the  selective  precipitation  of  the  various  components 
of  the  dust  and  fume  as  they  pass  along  the  electric  field  may  be  utilized. 
Since  the  treater  has  been  placed  in  operation,  the  results  have  been 
quite  satisfactory  and,  in  many  ways,  particularly  in  regard  to  the  volume 
of  gas  that  may  be  treated,  have  greatly  exceeded  expectations. 

Description 

In  the  original  design  of  the  flue  system,  the  flues  from  the  roasters 
delivered  their  gases  to  a  large  brick  dust  chamber  which  discharged  into 
another  flue  with  stack  connection,  as  shown  in  Fig.  1.  The  treater  is 
so  situated  that  the  gases  are  taken  by  it  directly  from  the  chamber  and 
discharged  again  into  the  flue.  The  complete  installation  comprises 
two  treater  units,  only  one  of  which  has  been  installed  at  present. 

The  treater  is  essentially  a  flue  10  ft.  high,  12  ft.  wide,  and  61  ft. 
long.  (3  by  3.6  by  18.5  m.).  Suspended  inside,  vertically  and  running 
lengthwise,  are  four  banks  of  No.  20  corrugated  iron  plates;  each  bank 
is  10  ft.  long,  making  an  effective  treater  length  of  40  ft.  '  The  spacing 
from  center  to  center  of  the  rows  of  plates  is  9J^  in.  (23  cm.)  giving  six- 
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teen  rows  of  plates  to  a  bank.  Midway  between  the  rows  is  a  row  of 
horizontal  ^-in.  (6.35-mm.)  pipes,  running  longitudinally;  the  vertical 
spacing  between  them  is  6  in.    The  plates  form  the  groimded  and  the 


^u^/ 


/20-0' 


Fio.  1. — Plan  op  plub  system,  showing  location  op  treater. 


pipes  the  negative  electrodes.  Allowing  for  the  thickness  of  the  plates 
and  the  area  of  the  pipe  sections,  the  treater  has  an  effective  cross-section 
of  113.5  sq.  ft.  (10.4  sq.  m.) 

Steel  hoppers  that  discharge  into  a  screw  conveyor  catch  the  [dust 
underneath;  ti\e  conveyor  delivers  into  a  small  bin  located  in  a  shaft 
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beneath  the  treater.    The  bio  may  be  emptied  ioto  reverberatory  furnace 

chaise  cars  upon  tracks  that  run  in  a  tunnel  under  the  large  dust  chamber. 

The  unit  is  divided  into  two  electrical  sections  constructed  in  a 

straight  line,  and  obviously  operating  in  tandem.     Each  section  contains 


Fia.  2.— Section  of  cottrrll  treater. 


two  10-f t.  (3-m  )  banks  of  plates,  or  an  effective  length  of  20  ft.  The  pipe 
electrodes  are  26  ft.  long  and  extend  through  both  banks  of  plates.  These 
pipes  are  supported  by  three  grids,  oue  on  each  end  and  one  ia  the  middle 
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between  the  two  banks  of  plates.  The  intermediate  supporting  grid  is 
necessary  to  keep  the  sag  of  the  pipes  within  allowable  limits.  The  grid 
is  built  up  with  IJ^-in.  (3-cm.)  pipes  that  have  been  bored  to  allow  the 
^-in.  pipes  to  pass  through,  and  is  suspended  from  a  beam  carried  on  post 
insulators.  A  box  encloses  the  insulators  and  the  beam  on  top  of  the 
treater  as  shown  in  Fig.  2  The  feed  wire  is  brought  into  this  box  through 
an  insulator  hushing.  Each  insulator  is  completely  enclosed  in  a  small 
compartment  which  protects  it  from  the  gas  stream. 

The  channel-iron  beam  that  rests  upon  the  insulators  passes  through 
ring  gaps  in  the  inside  walls  of  these  insulator  compartments.  The  ring 
gap  consists  of  an  annular  ring,  made  of  a  1^  in.  (3-cm.)  pipe  bent  into 
a  ring  with  the  ends  welded  together,  which  is  welded  to  a  round  opening 
in  the  wall,  and  a  short  length  of  10-in.  (25-cm.)  pipe  slipped  over  the 
beam,  making  a  2-in.  gap.  The  opening  inside  the  10-in.  pipe  is  filled 
with  cement. 

Each  row  of  corrugated  iron  sheets,  forming  the  plates,  is  suspended, 
with  the  corrugations  vertical,  frpm  the  top  by  means  of  two  angle  irons 
back  to  back,  which  make  a  slot  into  which  the  sheets  are  inserted  and 
secured  with  bolts.  Practically  the  same  arrangement  is  used  at  the 
bottom  as  a  guide  only.  The  sheets  are  not  bolted  to  the  bottom  angles, 
nor  are  they  fastened  to  one  another.  They  must  be  carefully  inspected 
before  being  put  in  the  treater  and  only  those  free  from  warp  used.  The 
top  of  the  treater  is  made  of  steel  plate;  and  the  side  walls  and  the  insu- 
lator house  is  %-in.  (9.6-mm.)  transite  board  mounted  on  steel  framework. 

Knocking  devices  are  provided  for  shaking  the  dust  from  the  plates 
and  pipes.  For  the  former,  there  are  four  knockers,  one  in  each  space 
between  insulator  boxes.  The  knocker  is  composed  of  a  shaft  running 
transversely  across  the  top  of  the  treater,  to  which  hammers  are  attached, 
one  for  each  row  of  plates.  The  shaft  is  partly  rotated  by  a  handle 
attached  to  it,  and  the  hammers  strike  the  angles  that  support  the  plates, 
first  on  one  side  of  the  shaft  and  then  on  the  other.  The  two  pipe  knock- 
ers are  similar  in  design  and  are  located  to  hit  the  under  side  of  the  middle 
grid  of  each  electrical  section.  Small  doors  in  the  sides  opposite  the 
grids  enable  a  man  to  enter  the  treater  to  make  repairs  if  necessary. 

The  treater  is  supplied  with  a  slide  damper  at  the  intake  by  means  of 
which  all  smoke  entering  can  be  shut  ofif,  and  with  a  butterfly  damper  at 
the  outlet.  There  is  a  butterfly  damper,  also,  in  the  section  of  the  old 
flue  used  as  a  bypass.  The  intake  is  also  provided  with  two  sets  of 
louvers,  one  having  vertical  and  the  other  horizontal  axes.  At  the  outlet 
there  is  one  set  with  horizontal  axes.  The  purpose  of  these  was  to  regu- 
late distribution,  but  so  far  they  have  not  been  used. 

Nine  hoppers  underneath  the  treater  collect  the  dust.  The  ends  as 
well  as  the  sides  of  these  hoppers  come  right  up  to  the  floor  line  and  each  is 
provided  with  a  vertical  baflJe,  which  extends  through  the  treater  from  the 
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floor  line  nearly  to  the  bottom  of  the  hopper  to  prevent  gas  from  sneaking 
through. 

Electbical  Equipment 

The  electrical  equipment  for  each  section  is  as  follows:  one  25  kv-a.; 
100,000  /  87,500  /  75,000  /  62,500  /  50,000  /  -220-volt  transformer;  one 
31-in.  disk-type  mechanical  rectifier;  one  synchronous  motor,  3-hp, 
1800-r.p.m.,  220-volt,  three-phase,  60-cycle,  for  driving  rectifier;  one 
373^  kv-a.,  2200  to  220-volt  transformer,  single-phase;  one  1.25-ohm 
grid  resistor  with  current-carrying  capacity  of  100  amp.,  divided  into 
seven  sections;  one,  2.75-kvna.,  60-cycle,  220-volt,  22- volt,  125-amp. 
motor-generator  induction  regulator;  three,  7 J^ -kv-a.,  2200  to  220-volt 
single-phase  transformers;  one  switchboard  panel  with  necessary 
meters,  etc. 

In  supplying  power,  the  procedure  at  this  treater  follows  that  of  the 
other  Cottrell  installations  of  the  Tooele  smelter,  t.e.,  to  step  c^own  one 
phase  from  the  smelter  main  power  line,  so  that  it  can  be  handled  on 
the  switchboard,  and  put  it  directly  on  the  treater  transformer,  using 
a  synchronous  motor  to  operate  the  rectifier.  No  motor-generator  sets 
are  used.  The  voltage  is  regulated  by  means  of  a  grid  resistor,  the  final 
adjustment  being  made  by  means  of  an  induction  regulator,  thereby 
gaining  much  closer  control  of  the  voltage  than  can  be  obtained  from  use 
of  the  grids  only. 

Opebation 

In  the  operatioif  of  the  treater,  the  pipes  and  plates  are  cleaned 
periodically.  During  the  few  minutes  required  for  this  work,  the  dampers 
at  each  end  of  the  treater  are  closed  and  the  gases  bypassed.    Accmnula- 

« 

tions  of  the  collected  dust  not  readily  removed  by  the  knockers  have  not 
been  found  to  interfere  with  electrical  conditions,  nor  with  treater  efii- 
ciency,  probably  due  to  its  acid  content  and  high  electrical  conductivity. 
After  some  time,  this  dust  forms  a  rather  thin  permanent  scale  upon  both 
plates  and  pipes  which  it  is  almost  impossible  to  remove  and  which  might, 
in  appearance,  be  compared  to  boiler  scale. 

A  niunber  of  aspiration  tests  have  been  made  to  determine  the 
recovery  obtained  by  the  treater  for  actual  gas  velocities  varying  from 
15  to  22  ft.  per  sec.  through  it.  Typical  recoveries  for  these  velocities 
(there  is  very  little  variation  in  this  range)  are  shown  in  the  following 
table: 

Pn  CaifT. 

Copper 98.2 

Lead 81.2 

Silver 96.6 

Gold 96.4 

Total  Recovery 93.97 

VOL.  LXIV. — 49. 
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Velocity  through  treater  (actual  conditions  of  temperature  and  pres- 
sure), 21.45  ft.  per  sec.  Volume  through  treater  (actual  conditions  of 
temperature  and  pressure),  146,004  cu.  ft.  per  min.  Temperature  at 
outlet,  average  260°  F.  (127°  C.)  Temperature  at  inlet,  average  280**  F. 
(138°  C.) 

The  uniformity  of  distribution  is  probably  responsible,  in  a  large 
measure,  for  the  efficiency  attained  with  the  high  velocity,  which  is 
approximately  the  equivalent  of  a  15  mi.  per  hr.  breeze.  The  upper 
limit  of  velocity  for  40  ft.  of  plate  electrode  has  not  been  determined,  but 
a  material  drop  in  recovery  has  been  noted  at  31  ft.  per  sec. 

Mention  has  been  made  of  the  fact  that  advantage  may  be  taken  of 
the  principle  of  selective  precipitation  in  this  type  of  Cottrell  treater 
where  the  composition  of  the  dust  or  fume  is  such  that  the  recovery  of 
several  products  is  possible.  Table  1  shows  the  distribution  of  the  vari- 
ous components  of  the  dust  drawn  from  the  successive  hoppers  under- 
neath. The  hoppers  are  numbered  from  the  intake  and  toward  the 
outlet. 

Table  1. — Analysis  of  Dust 


Hopper  Number 

Copper, 
Per  Cent. 

Lead, 
Per  Cent. 

1 

Silver, 
Ounces 
per  Ton 

6.84 

Gold, 
Ounces 
per  Ton 

Insol- 
uble, 
Per  Cent. 

Iron, 
Per  Cent. 

Sulfur, 
Per  Cent. 

lime. 
Per  Cent. 

1 

8.30 

3.2 

0.46 

19.7 

18.7 

14.3 

2.6 

2 

8.30 

3.7 

6.26 

0.44 

20.6 

17.1 

14.0 

2.6 

3 

7.60 

5.3 

6.82 

0.38 

20.0 

17.3 

14.0 

2.5 

4 

7.00  ^ 

6.8 

6.96 

0.34 

19.2 

16.3 

14.7 

2.3 

5 

6.00 

8.2 

5.94 

0.30 

16.8 

13.4 

14.7 

2.1 

6 

6.15 

11.6 

6,90 

0.27 

16.1 

12.3 

14.0 

2.2 

7 

4.55 

13.1 

5.36 

0.24 

13.6 

10.2 

15.5 

1.7 

8 

3.95 

15.6 

4.80 

0.19 

11.4 

8.7 

16.2 

1.5 

9 

3.80 

14.8 

4.30 

0.19 

1 

10.3 

8.4 

16.2 

1.7 

The  outstanding  features  are  the  constantly  decreasing  copper  values 
and  increasing  lead  values  along  the  treater  toward  its  discharge  end, 
with  the  result  that  a  portion  of  dust  collected  may  be  segregated  and 
smelted  for  its  lead  content.  An  examination  of  the  figures  for  iron 
and  insoluble  matter  bears  out  the  idea  that  there  is  a  marked  tendency 
to  precipitate  the  true  dust  particles  near  the  entrance,  and  that  the  more 
impalpable  fumes  must  travel  a  greater  length  through  the  electric  field 
before  being  caught. 

It  is  extremely  difficult  to  state,  with  any  degree  of  accuracy,  the 
power  input  into  the  treater,  other  than  that  it  is  much  lower  than  one 
would  expect  and  is  quite  variable.  For  normal  gas  volumes  (125,000 
to  150,000  cu.  ft.  per  min.),  the  input  of  power  will  average  close  to  8.4 
kv-a.  for  the  first  electrical  section  and  5.5  kv-a.  for  the  second.     Approxi- 
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mately  85  per  cent,  of  the  dust  caught  is  collected  by  the  first  and  15 
per  cent,  by  the  second  section.  Spheie~gap  peak  voltages  run  from 
30,000  to  35,000,  and  occasionally  higher;  they  are  usually  about  1000 
to  1500  volts  higher  in  the  second  than  in  the  first  section. 

Id  conclusion,  it  may  be  said  that  this  form  of  installation  has  proved 
admirably  adapted  to  these  particular  gases.  Its  ability  to  treat  a 
purely  fume  product  satisfactorily  is  an  unsolved  question,  no  data  being 
available  for  its  performance  in  this  regard.     However,  when  one  studies 


Fio.  4. — General  view  of  tooele  roaster  plant  cottrbll  treates. 

Fig.  4  and  compares  this  compact  Hue-like  building,  which  is  efficiently 
handliDg  150,000  cu.  ft.  of  gas  per  minute,  with  the  complex  towering 
structures  of  the  vertical  type  necessary  to  treat  this  amount,  one  is 
convinced  that  a  distinct  step  forward  has  been  taken. 

Credit  should  be  given  to  Mr.  O.  M.  Kuchs,  assistant  general  manager 
of  the  International  Smelting  Co.,  for  the  suggestion  of  the  horizontal 
electrode  and  the  use  of  pipe  for  this  purpose,  thereby  making  the  adapta- 
tion of  the  plate-type  treater  to  a  horizontal  flue  feasible;  to  Mr,  R.  B. 
Sumner,  mechanical  superintendent  of  the  Tooele  smelter  for  its  design; 
and  to  Mr.  B.  L.  Sackett,  superintendent  of  the  lead  plant  at  the  Tooele 
smelter  for  the  experimental  work  done  in  its  development. 

DISCUSSION 
Hakkt  V.  Welch,*  Los  Angeles,  Calif,  {written  discussion) .—The 
basic  requirement  in  the  electrostatic  process  of  electrical  precipitation 
*  Western  Precipitation  Co. 
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is  that  gases  containing  solid  particles  in  suspension  are  forced  to  pass 
through  an  electrical  field  consisting  of  an  insulated  high-potential  wire, 
or  other  type  of  discharge  member,  and  a  grounded  platO;  or  other  type 
of  collecting  member.  Commercial  operation  and  efficiency  of  precipi- 
tation are  secured  by  electrical  and  structural  arrangements  to  provide 
the  maximum  value  of  the  variable  factors  modif3ring  the  degree  of 
precipitation.    That  is  to  say: 

1.  A  unidirectional .  flow  of  high-potential  current  is  vastly  more 
efifective  in  precipitation  than  a  high  potential  alternating-current  flow. 

2.  Superior  precipitation  is  secured  with  the  discharge  wire  or  member 
of  negative  polarity. 

3.  Maximum  efficiency  is  secured  by  operation  at  the  highest  practical 
voltage;  that  is,  at  a  voltage  just  below  the  point  at  which  continuous 
arcing  takes  place. 

4.  The  voltage  gradient  between  the  discharge  electrode  and  the 
grounded  electrode  should  be  as  steep  as  the  condition  of  the  gases  and 
deposit  will  permit.'  Poor  precipitation,  in  general,  is  secured  at  5000 
volts  drop  per  linear  inch  but  few  plants  are  able  to  continuously  exceed 
a  voltage  gradient  of  15,000  volts  per  linear  inch.  Average  plant 
voltages  for  continuous  operation  range  between  7000  and  14,000  volts. 

5.  Dust  and  fumes,  in  general,  show  greatly  different  characteristics 
of  precipitability;  one  explanation  may  be:  Dust  particles,  in  comparison 
with  fume  particles,  are  of  enormous  size  and  possess  angles,  faces,  and 
edges;  as  a  result  they  easily  receive  a  static  charge  and  are  attracted 
by  the  receiving  electrode,  to  which  they  adhere  and  of  which  they 
become  an  integral  part,  so  far  as  electrical  conditions  are  concerned. 
Fume  particles,  however,  are  totally  different  in  nature;  they  are  formed 
by  the  chilling  to  a  solid  form  of  a  metallic  carrying  vapor  by  contact 
with  surfaces  or  walls.  They  are,  at  first,  almost  infinitesimally  smaU, 
probably  amorphous,  and  possibly  spherical  in  form.  These  minute 
particles  apparently  condense  a  film  of  air  or  gas  about  themselves,  or 
possibly  absorb  gases,  which  greatly  modify  their  electrical  precipitation 
characteristics.  Analysis  of  various  fume  samples  (which  also  contain 
more  or  less  dust)  have  indicated  a  condensed-air  content  of  from  ^  to 
4  per  cent,  by  weight. 

Fume  particles  are  much  more  difficult  to  precipitate  than  simple 
dust.  One  requirement  seems  to  be  the  necessity  of  a  greatly  increased 
current  input,  which  is  dissipated  from  the  discharge  electrode  and 
provides  the  means  for  the  voluminous  ionization  necessary  to  charge 
the  fume  particles.  It  seems  probable  that  the  charging  of  suspended 
particles  is  effected  by  the  addition  or  adsorption  of  ions  by  the  floating 
particles,  and  that  where  fume  is  encountered,  the  condensed  envelope 
of  gas  around  a  fume  nucleus,  or  particle,  increajses  greatly  the  difficulty 
of  ionic  charging  and  that  a  greater  quantity  of  current  must  be  dissipated 
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into  the  gases  for  fume  collection  than  is  required  for  dust.  In  com- 
mercial practice,  increased  ionization  of  gases  has  been  secured  by 
decreasing  the  size  of  the  discharge  member;  that  is,  by  using  fine  wires 
rather  than  heavy  wire,  light  chain,  bars,  or  small  pipes. 

Two  strikingly  different  effects  due  to  precipitated  film  of  fume  upon 
the  walls  of  the  collecting  pipes  or  plates  have  been  observed  where 
the  gases  are  neutral  in  character  (for  example,  metallurgical  fumes 
containing  much  zinc  and  lead)  and  where  the  temperature  has  been 
too  high  to  speak  of  relative  humidity,  or  where  the  humidity  of  the 
gases  has  been  below  40  to  60  per  cent,  of  saturation.  In  the  one  case 
the  deposit,  noted  particularly  in  a  lead  smelter,  apparently  blanked 
off  a  good  portion  of  the  surface  of  the  collecting  electrode,  and  through 
certain  spot  areas  and  points  on  the  collecting  surface  caused  intensely 
active  ionization  or  current  flow  points,  or  localized  areas,  which  neutral- 
ized the  relative  ratio  of  the  superficial  area  of  discharge  to  collecting 
electrodes  and  induced  ''back  ionization"  or  "back  discharge '^  from  the 
collecting  electrode.  The  result  of  this  back  discharge  was  a  heavy 
current  flow  between  the  discharge  terminal  (wire  or  small  chain)  and 
the  collecting  terminal  (plate  or  pipe)  with  a  consequent  drop  in  effective 
potential  gradient  to  a  point  below  which  effective  precipitation  is 
secured.  The  second  effect  was  noted  in  a  laboratory  test  with  zinc- 
oxide  fume  in  a  dry  gas  and  at  common  stack  temperature.  The  deposit 
was  so  coherent  and  so  effective  an  insulator  that  as  the  deposit  formed 
the  current  reading  decreased  and  the  potential  increased  until  so  little 
ionization  resulted  that  effective  precipitation  was  no  longer  obtainable. 

Since  with  basic  fumes,  such  as  are  produced  in  lead  smelters  and 
zinc-oxide  plants,  it  is  usually  impracticable  to  secure  an  acid  condition 
of  the  gases,  good  precipitation  has  been  secured  by  cooling  and  humidify- 
ing the  gases  and  fumes  by  water  sprays.  The  moisture  content  of 
the  gases,  when  present  at  from  40  to  60  per  cent.,  or  higher,  of  saturation, 
apparently  adversely  affects  the  condensed  gas  envelope  surrounding  the 
fume  particles,  rendering  them  more  susceptil)le  to  ionization  and  thus 
yielding  a  precipitated  deposit  which  functions  electrically  as  integral 
with  the  collecting  electrode. 

6.  Power  input  into  a  given  treater  varies  greatly  with  the  physical 
conditions  of  gas,  suspended  particles  encountered,  and  temperature 
prevailing.  For  any  specific  installation  and  constant  condition  as  to 
gas,  suspended  particles,  and  temperature,  the  input  may  be  said  to 
increase  with  the  total  length  of  effective  discharge  electrode  and  to 
decrease  as  the  diameter  of  the  discharge  electrode  is  enlarged. 

7.  In  the  study  and  design  of  Cottrell  precipitators,  it  has  been  found 
that  the  length  of  effective  discharge  electrodes  per  unit  is  more  a  measure 
of  the  capacity  of  that  unit  than,  for  example,  the  cross-sectional  area  or 
the  superficial  surface  exposed  by  the  collecting  electrode.    As  a  corollary 
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to  the  above,  so  loog  aa  the  proper  ratio  of  volume  of  gas  treated  to 
discharge  electrode  provided  is  maintained,  the  size  of  pipe  or  plate 
spacing,  within  reasonable  limits,  is  immaterial;  and  so  long  as  the  gas 
velocity,  which  will  vary  inversely  as  the  spacing,  does  not  rise  until 
the  mechanical  scouring  effect  is  sufficient  to  remove  appreciable  quanti- 
ties of  the  precipitated  deposit.  Experience  with  cement-plant  potash 
fumes  has  indicated  that  loss  due  to  the  scouring  action  becomes  appreci- 
able around  gas  velocities  of  8  to  16  ft.  per  sec.  and  rapidly  increases 
with  increased  gas  velocity. 


Fig.  5. — Lonoitudihal  section  of  cottiibll  tbeatbb  at  poBTLAin>  cement  e>i.ant. 


8.  Efficiency  of  precipitation  is  greatly  affected  by  the  distribution 
of  the  gas  velocity  throughout  the  effective  cross-sectiona)  areas  of  the 
Cottrell.  The  maximum  efficiency  is  secured  with  uniform  gas  velocity: 
uneven  gas  velocity  through  plate  or  pipe  always  results  in  lower  col- 
lectioUj  even  when  the  mean  velocity  is  satisfactory. 

The  precipitator  described  by  Mr.  Young  takes  advantage  of  the 
various  principles  developed  for  precipitation  work.  It  provides  a 
high  ratio  of  linear  feet  dischai^e  wire  per  quantity  of  gas  treated;  and 
as  the  suspended  particles  are  practically  free  from  fume,  are  more  or 
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lesB  coarse,  and  are  carried  in  a  gas  stream  containing  sufficient  acidity 
to  facilitate  the  precipitation  operation,  it  is  possible  to  use  fairly  large 
diameter  discbarge  electrodes,  wbich  make  possible  their  easy  and  satis- 
factory arrangement  in  a  horizontal  position.  The  construction  of 
treaters    in    series    has    both    advantages    and    disadvantages.    The 


Fio.  6. — Crosb-bbction  or  cottrbll  tbbatkr  at  a  Portland  cement  plant. 

advantages,  as  Mr.  Young  points  out,  lie  in  the  simplicity  of  gas  dietri- 
bution,  avoidance  of  turns  and  deflections  of  the  gas  stream,  and  uniform- 
ity of  velocity  through  all  parts  of  precipitator  apparatus.  A  construc- 
tion having,  in  general,  these  same  advantages  was  utilized  in  the 
construction  of  the  Cottrell  treater  for  the  Riverside  Portland  Cement 
Co.  at  Crestmore ,  Calif. 
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Ab  Bhown  in  Figs.  5  to  7,  vertical  hanging  discharge  wires  were  used. 
Vertical  wires  permit  the  incorporating,  in  a  horizontally  operating 
treater,  of  small  baffle  angles  on  the  walls  between  the  discharge  wire  to 
prevent  "creepage"  of  the  collected  material  along  the  plates  in  a 
direction  parallel  with  the  gas  flow  at  comparatively  low  gas  velocity, 
and  of  checking  the  "scouring"  effect  where  higher  gas  velocities  are 
utilized.  Vertical  discharge  members  permit  greater  flexibility  in  the 
diameters  of  the  discharge  members;  in  the  tests  and  plant,  the 
diameters  of  theae.members  have  varied  from  a  few  hundredths  of  an 
inch  to  several  inches. 


Fio.  7. — Plan  of  cottrbll  treateb,  btc. 

The  disadvantages  in  a  series  operating  Cottrell  plant  are:  In  order 
to  effect  repairs  in  one  unit,  the  entire  Cottrell  precipitator  must  be 
taken  out  of  commission;  the  removal  of  the  deposited  dust  from  the 
plates  or  pipes  by  rapping  is  effected  in  a  gas  stream  moving  at  high 
velocity,  which  results  in  final  losses  to  the  stack.  Cottrell  units  oper- 
ating in  parallel  at  approximately  98  per  cent,  efficiency,  will  fall  to  ap- 
proximately 90  per  cent,  efficiency  when  one-half  of  the  unita  are  cut 
out  for  rapping  or  repairs  and  each  unit  is  receiving  approximately 
twice  its  normal  volume  of  gas.  In  general,  a  number  of  units  are 
operated  in  parallel,  each  unit  in  turn  being  shut  off  by  dampers  and 
the  deposit  shaken  down.  With  fumes  and  fine  dusts,  the  quiescent 
gas* zone,  afforded  by  closed  inlet  and  outlet  dampers  to  a  precipitator 
unit,  seem  most  essential  for  efficient  and  satisfactory  collection  into  the 
hoppers.  For  the  conditions  at  the  International  Smelter  plant,  the 
Tooele  flue-type  Cottrell  yields  remarkably  good  results,  and  credit  is 
due  the  officials  and  technical  staff  for  their  thorough  preliminary  teat 
work  and  excellent  plant  construction. 


DISCUSSION 


777 


Fractional  or  selected  precipitation,  which  functions  in  a  most 
advantageous  manner  at  the  Tooele  plant,  has  been  noted  in  several 
other  installations  of  the  plate  type.  The  main  sections  of  the  treater 
at  the  Riverside  Portland  Cement  Co.'s  plant  consists  of  four  sets  of 
screen  plates  in  series.  Four  samples  to  each  plate  are  taken  in  progress- 
ive series  across  the  plates,  making  sixteen  in  all.  These  show 
the  progressive  decrease  in  lime  content  and  increase  of  potash  content 
given  in  Table  2  and  in  Fig.  8.  *  The  potash  content  is  largely  in  the  form 
of  fume,  so  its  collection  is  not  effected  as  easily  as  the  dust  is  thrown 
from  the  dust-laden  gas  stream.  Analyses  by  hoppers  also  indicated  a 
marked  selective  action  upon  the  potash  collection,  as  follows: 

,    HorPBB  No.  PsB  Cbnt.  KsO 

1 lto4 

2 • 6  to  8 

3 9  to  12 

4 13  to  16 

Table  2. — ArKdysis  of  Diist  Samples  From  LorigUvdal  Section  of  Plate- 
type  Precipitatore-  in  Cement  Factory 


Sample 


Plate  Section 


Per  Cent.  CaO 


Per  Cent.  K,0 


1 
2 
3 
4 

5 
6 
7 

8 

9 
10 
U 
12 


I 


11 


III 


46.5 
44.3 
39.3 
35.65 

39.7 
29.1 
26.9 
33.9' 

32.8 
31.8 
30.7 
28.7 


3.61 
3.86 
4.30 
6.11 

7.63 
6.66 
7.24 
7.34 

9.96 

8.40 

9.80 

13.04 


13 
14 
15 
16 


IV 


25.4 

•20.9 

22.4 

17.7 


15.98 
16.02 
19.32 
18.90 


Y.  A.  Rule,  El  Paso,  Texas  (written  discussion). — The  writer  sug- 
gested the  plate-type  treater  to  Mr.  O.  M.  Euchs,  in  1916,  while  assistant 
superintendent  of  the  Tooele  smelter.  Realizing  the  expense  of  construct- 
ing the  pipe  treater  and  its  limitations  in  recovering  variable  amounts 
of  fume^and  dust  under  different  gas  speeds  and  temperatures,  it  was 
thought  that  if  sets,  or  banks,  of  plates  were  arranged  in  a  flue  so  that  the 
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gases  would  receivea8erialtreatment,allsolidB,praoticallypoeBible,could 
be  removed.  For  a  gas  from  which  the  solids  are  hard  to  recover,  aa  many 
sets  of  plates  as  necessary  would  be  used;  in  the  case  of  ao  easily  treated 
gas,  the  current  could  be  cut  off  from  one  or  more  of  these  sets.  In  the 
placing  of  the  plates  and  wires  (or  pipes),  the  distance  between  plates  and 
wires  does  not  have  to  follow  rigid  rules  of  construction  for  the  plates 
and  wires  can  be  set  in  grid  form  so  that  the  spacii^  can  be  regulated  at 
the  will  of  the  operator. 


Fio.  8. — Akalybih  Abi 

In  localities  where  steel  is  expensive  or  other  semi-non-destructible 
building  material  is  cheaper,  the  flue  of  rectangular  croBS-sectiOD  will 
answer  very  well,  but  the  effect  of  acid,  moisture,  and  heat  must  always 
be  kept  in  mind  when  choosing  the  material  to  be  used. 

To  make  the  arrangement  of  the  plate  type  of  treater  plant  most 
convenient,  two  flues  of  the  same  cross-section  leading  from  a  chamber 
and  joined  beyond  the  last  set  of  plates  in  each  flue  can  be  used.  Out- 
side of  the  additional  length  of  flue  and  plate  sets,  the  one  power  house 
operates  on  the  gases  continuously  through  either  flue. 


DISCUSSION  779 

This  type  of  treater  should  be  much  more  adjustable  to  the  treatment 
of  gases  than  the  pipe  treater  and  will  probably  cost  30  to  50  per  cent,  less 
for  construction  and  operation  when  large  plants  are  to  be  considered. 

A.  A.  Heimbod,  New  York,  N.  Y. — To  handle  about  20,000  cu.  ft. 
of  gas  at  a  temperature  of  about  1000®  F.  requires  nearly  30  tons  of  steel 
for  the  structure  itself,  casing  and  supports;  about  120,000  bricks  for 
the  lining  of  the  precipitator,  and  about  30  tons  of  interior  parts  (that 
is,  collecting  and  discharging  electrode  system,  roof  and  supporting 
members)  alsO  15  tons  of  castings,  parts  used  on  the  interior  members 
which  are  subjected  to  the  extremely  high  temperature. 

The  power  consumption  depends  on  whether  fume  or  dust  is  collected. 
In  one  plant,  where  only  dust  particles  were  treated,  the  power  con- 
sumption was  not  more  than  3  kw.  In  another  plant,  having  exactly 
the  same  kind  of  precipitator,  where  the  collected  mitterial  was  fume, 
the  power  consumption  jumped  from  3  to  nearly  10  kilowatts. 
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Effect  of  Temperature,  Deformation,  Grain  Size  and  Rate 
of  Loading  on  Mechanical  Properties  of  Metals 

Bt  W.  p.  Stkes,*  Cleveland,  Ohio 

(New  York  Meeting.  February*  1^21) 

Thus  investigation  was  undertaken  primarily  to  establish  the  relations 
existing  between  temperature  and  mechanical  properties  in  molybdenum, 
nickel,  and  an  aluminum-copper  alloy.  Molybdenum  (m.p.  2500^  C.) 
was  chosen  because  it  is  partly  similar  to  tungsten  and  partly  similar  to 
the  common  ductile  metals.  Also  it  is  known  to  furnish,  by  proper 
treatment,  a  desirable  material  to  use  in  studying  relation  of  grain  size 
and  physical  properties.  The  molybdenum  used  was  of  the  quality  that 
is  drawn  into  wire  0.003  in.  in  diameter  for  use  as  filament  supports  in 
incandescent  lamps;  chemical  analysis  shows  less  than  0.1  per  cent,  of 
impurities. 

Nickel  belongs  to  the  same  class  as  iron.  Its  melting  point  is  1450° 
C.  and  an  allotropic  change  at  about  370^  C.  results  in  a  loss  of  magnetism 
above  that  temperature.  This  feature  made  nickel  doubly  valuable  for 
the  purposes  of  these  tests.  The  nickel  used  was  obtained  from  the 
Driver-Harris  Co.  as  0.090  in.  (2.3-mm.)  wire,  annealed;  analysis  showed 
99.8  per  cent,  nickel  and  0.150  per  cent.  iron. 

Aluminum  is  one  of  the  low  melting-point  metals.  Some  tensile 
tests  at  elevated  temperatures  have  been  reported  by  Bengough  but  the 
possibility  of  learning  more  with  the  low  temperature  and  sensitive 
apparatus  available  recommended  this  metal.  The  samples  marked  Al 
are  an  aluminum-copper  alloy  that  contains  3  per  cent,  copper,  0.42 
per  cent,  iron,  and  0.21  per  cent,  silicon.  The  presence  of  the  copper 
somewhat  comphcates  the  analysis  of  the  results;  but  the  action  of  copper 
in  aluminum  has  been  studied  so  that  its  influence  might  have  been  fore- 
told, in  part  at  least.  The  material  and  analyses  were  furnished  by  the 
Aluminum  Castings  Co. 

The  nickel  wire,  which  was  deformed  at  400^  C,  was  drawn  under  a 
bath  of  molten  lead  and  through  a  die,  which  also  was  immersed  in  the 
bath.  A  thermocouple  was  suspended  in  the  molten  metal  to  indicate 
the  temperature.    Hot  oil  was  used  as  the  heating  bath  for  drawing  the 


*  Metallurgist,  Cleveland  Wire  Diy,,  National  Lamp  Woiks. 
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aluminum  wire  at  175°  C.  This  temperature  was  controlled  by  a  mer- 
cury thermometer.  The  heat  in  both  cases  was  supplied  by  gas  burnere. 
The  interpretation  of  the  curves  shown  is  based  on  the  amorphous- 
cement  theory  and  the  hypothesis  of  a  temperature  of  equal  cohesion  for 
any  metal. 

Methods  of  Tests  and  Description  of  Apparatus    - 

In  this  investigation  measurements  were  made  of  the  tensile  strenEth, 
reduction  of  area,  and  elongation  (per  cent,  in  2  in.).     No  accurate 


method  of  determining  the  elastic  limit  was  available.     The  apparatus 
used  was  described  by  Jeffries.^ 

Fig.  1  shows  the  furnace  used  for  tests  at  temperatures  above  240°. 


■  Zay  JefTries:  Efloct   of  Temperature,  Deformation,  and    Grain    Size  c 
Mechanical  Properties  of  Metab.     TTtma.  (1919)  60,  474. 
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It  consists  of  an  Alundum  tube,  1  in.  (2.54  cm.)  inside  diameter  and  12 
in.  long,  wound  with  niohrome  ribbon  and  filled  into  a  steel  cylinder  with 
heat  insulation  butween  the  tube  and  cylinder  as  shown.  The  test  piece 
is  secured  in  the  jaws  and  drawn  into  position  by  a  wire  passed  through 
the  furnace  from  above.  A  flange  on  the  bottom  clamp  fits  snugly  into 
a  seat  at  the  bottom  of  the  furnace,  a  hinged  plate  is  then  closed  under 
the  base  of  the  fiange;  at  the  top  of  the  heating  tube,  the  extension  of 
the  upper  clamp  passes  snugly  through  a  hole  in  the  furnace  covering. 
The  atmosphere  witbin  the  furnace  is  thus  easily  brought  to  the  desired 
temperature  without  interference  by  external  air  currents. 

AH  tests  at  temperatures  above  600°  C.  were  conducted  with  the  test 
piece  in  an  atmosphere  of  argon  gas  to  prevent  any  harmful  effect  of  oxi- 
dation. For  tests  at  lower  temperatures  the  furnace  is  replaced  by  the 
steel  tube  shown  in  Fig.  2. 


Fia.  3. — Ni-1,     NicKEt.  REDUCED  03  per  cent,  by  workikq  at  roou  tbupbbature. 

X250. 

All  specimens  were  marked  by  scratching  the  surface  with  diamond 
points  set  exactly  2  in.  (5.08  cm.)  apart.  The  wire  was  then  fitted  into  the 
clamps,  leaving  about  2K  in.  between  the  upper  and  the  lower  beads. 

Two  rates  of  loading  were  used  with  most  of  the  specimens.  The 
slow  one,  by  which  the  upper  jaw  was  lifted  at  the  rate  of  0.125  in.  per 
min.,  and  the  rapid  one  by  which  it  was  moved  1  in.  per  min.  All  tests 
in  which  the  rates  of  loading  were  different  are  so  designated  in  the  tables. 

Liquid-air  Tests. — The  tube  and  clamps  enclosing  the  test  pieces 
were  immersed  in  a  vacuum  jar  containing  liquid  air.  After  the  piece 
was  cooled  to  the  temperature  of  the  liquid,  as  indicated  by  the  cessation 
of  boiling,  the  load  was  applied  and  the  piece  broken.  The  jar  of  liquid 
air  was  then  replaced  by  one  full  of  warm  water,  to  make  possible  the 
rapid  removal  of  clamps  and  test  piece. 

Tests  at  —50°  C. — This  temperature  was  attained  by  the  use  of  ether 
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and  carbon-dioxide  snow,  contained  in  a  vacuum  jar.  The  temperature 
varied  about  10°  C.  on  either  side  of  —50°  C.  during  the  series  of  tests. 
These  temperatures  were  measured  with  a  pentane  thermometer. 

Tests  at  100°,  and  200°  to  240°  C— To  maintain  a  temperature  of  100° 
C,  the  test  specimen  was  kept  immersed  in  boiling  water  contained  in  a 
vessel  upon  an  electric  hot  plate  supported  on  the  frame  of  the  testing 
machine. 

In  the  tests  at  200°  and  240°  C.  melted  crisco  was  used  as  a  heating 
bath.  The  liquid  was  contained  in  a  vessel  upon  an  electric  hot  plate 
and  the  temperature  was  determined  by  a  mercury  thermometer. 

Measurement  of  Elongation. — The  wires  were  marked  by  scratches 
2  in.  apart;  after  a  piece  broke  in  tension  the  length  between  marks  was 


measured.  Very  few  breaks  occurred  at  the  marks  and  in  most  cases 
these  have  been  discarded.  The  elongation  was  only  slightly  affected 
by  a  break  outside  the  marks,  but  these  breaks  have  not  been  included  in 
the  tables. 

Reduction  of  Area  Medsurements. — The  diameters  at  the  point  of  break 
wore  measured  under  a  microscope  and  a  micrometer  eyepiece  at  a  magni- 
fication of  30  diameters.  The  reduction  of  area  was  computed  from  the 
mean  of  several  measurements.  These  measurements  may  be  subject 
to  an  error  of  5  per  cent. 

Description  of  Material  Tested 

Mu-l. — Molybdenum  wire  0.025  in.  in  diameter  produced  by  swaging 
a  rod  0.125  in.  to  0.035  in.  and  drawing  from  0.035  in.  to  0.025  in.  diam- 
eter. Theworking  temperatures  were  gradually  lowered  from  about  1300° 
C.  at  the  larger  sizes,  to' about  1000°  Cat  the  smaller  sizes;  this  represents 
a  93  per  cent,  reduction  of  cross-section  by  working. 
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FiG.  8. Mo-3.  MOLTBDEHUU  AN- 
NEALED AT  0.040  IN.  AND  DRAWN  TO  0.025 
IN,  DIAMETER.        X  250. 


Fia.    9.— Mo-5.       0.025-in.     molyb-  Fig.    10.— Mo-6.       0.025-in.    uoliv- 

DBNPM  WIRE  AI^NEALED  IN  HYDROGEN  AT  UBNDM    WIRE    ANNEALED    TO    GIVE  8TBUC- 

90    PER    CENT.    OF  ITS   FOSION   AUPBRAGE  TURE  OF  FINE  GRAINS;  35,000  GKAINa  PER 

FOR    5    sec;    1100    GRAINS     PER    SQUARE  aqUARE  UILLIMETER.        X  500. 

X  250. 
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Mo-2. — Same  material  and  degree  of  working  as  Mo-1.  Tempera- 
tures of  working  ranged  from  800°  C,  at  the  start,  to  a  black  heat  at  the 
finish. 

Mo^. — Molybdenum  wire  drawn  from  0.045  in.  to  0.025  in.  diameter 


FBCT  SrnGBST  ANI80TBOPIC  C 


Fig.  13. — Fractdrb  in  tensile  Fig.  14. — Section  through  fracthhb  op 
test  at  boom  tbuperattjbb  op  m0i.ybdenom  wire  (mo-5)  broken  in 
coarse-grain   molybdenum  (mo-7);    tension   at  300°   c;   path  op  hdprdre 


AUiNG^GBAIN  BiiUPJDARy.       X  100. 

at  temperatures  of  1300°  C.  to  1000°  C.     The  reduction  by  working  on 
this  material  is  70  per  cent. 

Mo-4. — Same  material  and  dcKree  of  working  as  Mo-3;  temperature 
of  working  ranged  from  800°  C.  to  black  heat. 
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Mo-5. — Molybdenum  wire  0.025  in,  in  diameter  annealed  by  heating 
in  hydrogen  for  5  sec.  at  90  per  cent,  of  the  amperage  required  for  its 
fusion.  There  are  about  1 100  grains  to  the  square  millimeter ;  the  average 
diameter  of  the  grains  is  0.030  mm.  (0.001 1  in.) ;  see  F 


Flo.  17. — Reduction  of  * 

DENUU    (Mo-7).       A    AND 

A  POSITION  A.     Edge  o-6  ii 

PLBTG  REDUCTION  IN  DIRECTION  OF  O.VE  AXI8. 


Fig.   ] 


-Mo-1-200. 


Mo-G. — Molybdenum  wire  0,025  in.  in  diameter  annealed  for  3  sec.  in 
hydrogen  at  65  per  cent,  of  its  fusion  amperage.  The  grain  size  is  ex- 
tremely small;  there  being  about  35,00()  grains  to  the  square  millimeter; 
the  average  diameter  of  the  grains  is  0.0053  mm.  (0.0002  in,) ;  see  Fig.  10. 

Mo~7. — Molybdenum  wire  0.025  in.  in  diameter.  The  extremely 
large  grains  in  this  wire  were  produced  in  the  following  manner:  At 
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0.027  in.  diameter  the  wire  was  equiaxed  by  heating  in  hydrogen  for  5 
sec.  at  90  per  cent,  of  its  fusion  amperage.  This  wire  was  then,  at  a  low 
red  heat,  drawn  through  a  0.026-in.  die  and  its  cross-section  reduced 
about  14  per  cent,  The  wire  was  again  heated  in  hydrogen.  Many  of 
the  grains  extend  completely  across  the  diameter  of  the  wire  and  may  be 
0.5  in.  in  length;  see  Fig.  19.  The  average  diameter  of  the  grains  may  be 
taken  as  0.34  mm.  (0.013  in.);  see  Fig.  11. 


A^i-1.— Nickel  wire  0.025  in.  in  diameter  was  produced  by  drawing 
at  room  temperature  from  0.095  in.,  the  reduction  being  93  per  cent.;  see 
Fig.  3. 

JVt-2.— Same  as  Ni-1  but  annealed  at  0.025  in.  for  130  min.  at  800"  C; 
the  resulting  structure  is  shown  in  Fig.  5. 

Ni-2, — Nickel  wire  drawn  from  0.040  to  0.025  in.  in  diameter  at  room 
temperature;  a  reduction  by  working  of  61  per  cent.  The  annealed  wire 
0.040  in.  in  diameter  is  shown  in  Fig.  4a  and  when  drawn  to  0.025  in. 
diameter  in  Fig.  46. 
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Ni-5. — Same  as  Ni-3  but  drawn  at  400°  C. 

AlA. — Wire  of  aluminum-copper  alloy  drawn  from  0.090  to  0.025  in. 
in  diameter  at  room  temperature;  a  reduction  of  93  per  cent. 

Al-2, — Same  as  Al-1  but  annealed  at  400°  C.  for  15  rain. 

Al-3, — Wire  of  aluminum-copper  alloy  drawn  from  0.040  to  0.025  in. 
in  diameter  at  room  temperature;  a  61  per  cent,  reduction. 

Al-4i. — Same  as  Al-3  but  drawn  at  a  temperature  of  175°  C. 

Al'7. — Same  as  Al-1  but  annealed  at  0.025  in.  in  diameter  for  30  min. 
at  300°  C. 


Table  1. — Mechanical  Properties  at  Various  Temperatures  of  Nickel  Wire 

(Ni'l)  Drawn  Cold  from  0.095  to  0.025  In. 


Teet  Mark 

Temp., 
Degrees 

Tensile  g 
Poun< 
Squar« 

strength, 
1b  per 
B  Inch 

Raoid 
Loading 

Elongation, 

Per  Cent,  in 

2  In. 

, 

Reduction 

of  Area, 

Per  Cent. 

Slow        Rapid 
Loading    Loaning 

Remark! 

Slow 
Loading 

Slow 
Loading 

Rapid 
Loading 

Ni-l-L-A 

-185 

1 

155,000 

3.12 

•      54 

Ni-l-L-D 

162,000 

2.30 

52 

Ni-l-R-A 

25 

133,000 

1.06 

58 

Ni-l-R-B 

135.000 

1.06 

58 
f 

Ni-1-lOO-A 

100 

129.000 

0.80 

52 

Ni-1-lOO-B 

1 

132.000 

1.15 

56 

Ni-l-200-A 

200 

1 
121,000  , 

0.00 

52 

Ni-l-200-B 

122,000 

0.00 

52 

Ni-l-300-A 

300 

110,000 

0.00 

58 

Ni-l-300-B 

122,000 

0.00 

52 

Ni-l-400-A 

400 

107,000 

0.00     1 

1 

56 

Ni-l-400-B 

109,000 

1 

0.00 

55 

Ni-l-500-A 

500 

87,000  ; 

0.80 

63 

Ni-l-600-B 

92,000 

0.80 

60 

« 

Ni-l-600-A 

600 

83,000' 

0.80 

55 

1 

Argon 

Ni-l-600-B 

83,000 

0.80 

60 

atmoepho-e 

Ni-l-700-A 

700 

22,000 

18.5 

82 

Ni-l-700-B 

1 

27,000 

1 
1 

11.5 

80 

Ni-l-800-A 

800 

.    13,000 

16.5 

65 

Ni-l-800-B 

1 
j 

16,000 

15.5 

52 

Ni-l-900-A 

900 

1 

8,500 

20.0 

Ni-l-900-B 

r 

Ni-1-lOOO-A 

1050 

1 

1 
1 

5,700 

' 

25.0 

52 

W.    p.   SYKEft 
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Table  2. — Mechanical  Properties  at  Variotia  Temperaiurea  of  Nickel  Wire 
{Niri)  Drawn  ColdfromO.095  to  0.026  In.  and  then  Annealed  at  800^  C. 


Twt  Mark 

Temp., 

Tensile  Strength, 
Pounds  per 
Square  Inoh 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Area, 

Per  Cent. 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Ni-2-L-A 

-186 

86,000 

22.0 

68 

Ni-S-L-C 

82,000 

22.0 

68 

Ni^B-A 

26 

60,000 

22.0 

76 

Ni-2-R.C 

62,000 

.     23.6 

1 

76 

Ni-2-lOO-B 

100 

66,000 

20.3 

73 

Ni-S-lOO-C 

67,000 

20.3 

71 

Ni^200-A 

aoo 

60.000 

16.6 

68 

Ni-2-200-B 

61,000 

18.7 

76 

Ni-2-800-A 

800 

50,000 

18.0 

Ni-2.aoa-B 

61,000 

14.0 

79 

Ni-2-300-D 

60,000 

17.0 

75 

1 

Ni-2-40(>-A 

400 

43,000 

17.25 

75- 

• 

Ni-3-400-B 

47,000 

19.6 

80 

Ni-3-60a-A 

600 

34,000 

19.6 

76 

1 

Ni-2^00-B 

86,000 

20.0 

76 

Ni-2-600-A 

000 

36,000 

16.5 

65 

Argon 

Ni-2-600-B 

29,000 

19.6 

60 

atmosphere 

Ni-2-700-A 

700 

17,000 

16.5 

60 

Ni-2.700-B    . 

21,000 

14.0 

1 

60 

Ni-2^00-A 

800 

13,000 

16.6 

46 

.     Ni-2-80Q-B 

17,000 

16.6 

48 

Ni-2^Q00-A 

900 

9,000 

16.5 

^ 

30 

Ni.34K)0.B 

11,000 

20.0 

48 

Ni-2.1000-A 

1000 

7,000 

26.6 

. 

48 

Ni-2-lOOO-B 

9.000 

19.0 

43 

1 

Mechanical  Properties  of  Nickel  Wires 

Tensile  Strength 

The  maximum  tensile  strength  developed  by  the  four  samples  of  nickel 
wire  is  shown  by  Ni-1,  which  has  been  reduced  93  per  cent,  by  working  at 
room  temperature.  At  the  temperature  of  liquid  air,  it  possesses  a 
tensile  strength  of  158,000  lb.  per  sq.  in.  This  maximum  value  may  be 
regarded  as  the  result  of  the  following  factors:  First,  the  comparatively 
large  amount  of  amorphous  metal  that,  by  the  severe  working,  has  been 
generated  at  the  slip  planes  of  the  original  grains  of  crystalline  material; 
second,  the  cohesion  of  this  amorphous  network,  so  placed  as  to  form  a 
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Table  3. — Mechanical  Properties  of  JVi-2  (Annealed  Nickel)  Wire  at 

Temperatures  between  270**  athd  370**  C. 


T«t  Mark 

Temp., 
Degrees 

Tensile  Strencth, 
Pounds  per 
Square  Inch 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Area, 

Per  Cent. 

Slow 
Loading 

Rapid 
Loaoing 

Slow 
Loading 

Rapid 
Loading 

>    Slow 
Loading 

Rapid 
Loading 

Ni-2-270-B 
Ni-2-270-A 

Ni-2-380-A 
Ni-2-33a-B 

Ni-2-370-A 
Ni-2'^70-B 

270 
330 
370 

49.000 
48.000 

47.000 

49.000 

49,000 
47.000 

16.6 

.15.8 
16.6 

16.00 
17.00 

16.75 

79 

75 

83 

79 
80 

Table  4. — Mechanical  Properties  at  VarioiLS  Temperatures  of  Nickel  Wire 

(ATi-S)  Drawn  Cold  from  0.040  to  0.025  In. 


Test  Mark 

Temp., 

Tensile  Strength, 
Pounds  per 
Square  Inch 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Area, 

Per  Cent. 

Remarks 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Ni-3-L-A 

-185 

146,000 

3.15 

60 

1 

. 

Ni-S-L-B 

1 

147.000 

3.15 

54 

Ni-3.R-A 

26 

125.000 

1.86 

70 

Ni-3-R-C 

124,000 

1.06 

70 

Ni-3-lOO-A 

100 

122,000 

0.8 

65 

Ni-3-lOO-C 

123,000 

0.8 

75 

Ni-3.200-A 

200 

116,000 

0.0 

60 

Ni-3-200-B 

116.000 

0.8 

67 

Ni.3-300-A 

300 

1 

111.000 

0.0 

76 

Ni.3-30Q-B 

112.000 

0.8 

76 

1 

Ni.&^00-A 

400 

96,000 

0.8 

73 

Ni-3-400-B 

98.000 

0.8 

75 

Ni-3-600-A 

500 

85»000 

0.8 

60 

Ni-3-600-B 

85,000 

0.8 

76 

Ni-3-OOO-A 

600 

83.000 

0.8 

65 

Argon 

Ni-^-600-B 

83,000 

0.8 

60 

atmosphere 

Ni-3-700-A 

700 

20.000 

20.3 

50 

Ni-S-700-B 

• 

27.000 

17.0 

71 

Ni-3-800-A 

800 

17,000 

20.5 

45 

Ni-d-800-B 

19.000 

18.0 

40 

W.   p.   8TKES 


791 


Table  5.^— Mechanical  Properties  at  Various  Temperatures  of  Nickel  Wire 

Drawn  from  0.040  to  0.025  In.  at  400**  C. 


Twt  Mark 

Temp., 

TennilA  Strength, 
Pounds  per 
Square  Inoh 

Elongation, 

Fer  Cent,  in 

2  In. 

1 

Reduction 

of  Area, 

Percent. 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Ni^L-A 

-185 

129.000 

3.15 

55 

Ni-5-L-B 

130.000 

4.80 

45 

Ni^B-A 

25 

110,000 

3.12 

73 

Ni-6.B-C 

113.000 

3.12 

73 

Ni-ft-lOO-A 

100 

104.000 

2.35 

73 

Ni-5-lOO-O 

104.000 

3.10 

78 

Ni-ft-200-A 

200 

98,000 

2.35. 

73 

Ni-5.200-B 

98.000 

2.85 

78 

Ni-5-300-A 

300 

86,000 

1.55 

68 

Ni-6-dOO-B 

88.000 

1.55 

68 

Ni>«400-A 

400 

77.000 

1.60 

• 

63 

Ni.5-400-B 

• 

80,000 

, 

2.35 

65 

Ni-5-fiOO-A 

500 

69.000 

1.60 

73 

Ni-6-600-B 

71,000 

2.35 

76 

Ni-5-aOO-A 

600 

68.000 

1.60 

.  68 

Argon 

Ni.6-4XX>-B 

62.000 

1.60 

68 

atnyoephera 

Ni.5-700-A 

700 

18,000 

13.0 

47 

Ni-ft-700-B 

22,000 

21.5 

60 

Ni-6-800-A 

800 

11.000 

18.00 

48 

Ni-ft-800^ 

• 

1     18,000 

18.00 

, 

43 

long  path  of  rupture,  has  been  increased  by  the  lowering  of  the  tempera- 
ture to  —185**  C.  In  sample  Ni-3,  which  has  been  deformed  at  room 
temperature  only  two-thirds  as  much  as  Ni-1,  maybe  seen  the  direct  effect 
of  this  deformation  factor.  The  decrease  in  the  amount  of  amorphous 
reinforcement  has  lowered  the  maximum  tensile  strength  from  158,000 
to  148,000  lb.  per  sq.  in.  By  increasing  the  temperature  of  deformation, 
but  maintaining  it  below  the  anneaUng  temperature,  the  tensile  strength 
is  further  decreased.  Ni-5,  Fig.  21,  was  subjected  to  the  same  amount 
of  working  as  Ni-3,  but  at  a  higher  temperature  (400^  C).  Copper'  and 
molybdenum  behave  in  the  same  manner.  On  the  other  hand,  iron, 
when  deformed  at  400^  C,  exhibits  an  increased  tensile  strength  when 
tested  between  room  temperature  and  600^  C.  At  liquid-air  tem- 
peratures this  effect  apparently  disappears.'  The  increase  in  tensile 
strength  thus  produced  in  iron  may  be  attributed  to  the  allotropic  trans- 
formation at  about  400^  C.     Deformation  in  the  range  of  increased  tensile 


'Jeffries:  Op,  cU. 
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Table  6. — Mechanical  Properties  at  Various  Temperatures  of  Molybdenum 
Wire  (Afo-l)  Swaged  and  Drawn  Hot  (1300^  -  lOW  C.)  from 

0.125  to  0.025  In, 


Test  Mark 

Temp., 
-185 

Tensile  Strength. 
Pounds  per 
Square  Inch 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Area. 

Per  Cent. 

1 

Remarks 

Slow 
Loading 

212.000 

Rapid 
Loading 

Slow 
Loading 

1 

Rapid 
Ijoading 

Slow 
Loading 

Rapid 
Loading 

i 

Mo-1-L-A 

1 
0.00 

0.00      I 

• 

Mo-l-L-B 

208,000 

0.00 

J 

0.00      1 

Mo-l-R-A 

25 

1 
148.000  1 

• 

4.70     ! 

68       1 

1 

Mo-l-R-B 

153.000 

5.49 

^ 

1 

' 

Mo-1-lOO-A 

100 

131.000 

1.65 

71 

1 

Mo-1-lDO-B 

133,000 

3.15 

76 

Mo-l-200-A 

200 

120.000 

0.80 

75       1 

Mb-l-200-B 

120,000 

0.80 

75 

Mo-l-300-A 

300 

104.000 

0.80 

79 

. 

Mo-l-300-B 

108.000 

0.80 

83 

■ 

Mo-1-40(>-A 

400      ; 

100,000 

0.80 

87 

Mo-l-400-B 

102.000 

0.80 

87 

Mo-l-500-A 

500 

98.000 

<0.5 

89 

• 

Mo-l-500-B 

1 
1 

100.000 

<0.5 

87 

Mo-l-600-A 

1 
600 

1 
96.000 

<0.5 

88 

Argon 

Mo-l-600-B 

1 

98.000 

<0.5 

88 

atmoepbere 

Mo-l-700-A 

700 

88.000 

<0.5 

89 

1 

Mo-1-70(>-B 

1 

90,000 

<0.6 

90 

Mo-l-900-A 

78,000 

<0.5 

.     88 

f 

• 

strength  might  well  increase  the  strength  of  the  metal  at  other  tempera- 
tures. 

The  curve  for  annealed  nickel  (Ni-2);  Fig.  20,  shows  a  decided  dis- 
continuity between  250**  and  350**  C,  when  the  fall  in  tensile  strength 
ceases.  This  is  slightly  lower  than  the  temperature  usually  given  for 
the  loss  of  magnetic  properties  in  nickel;  as  shown  by  the  elongation- 
temperature  curve^  Fig.  22^  there  is  a  transformation  range  of  at  least 
100^.  In  the  case  of  iron,  the  increase  in  tensile  strength  at  200^  C.  is 
as  much  as  25  per  cent.  Nickel  shows  no  such  increase,  hence  it  is  not 
surprising  that  the  nickel  deformed  at  400^  C.  does  not  gain  in  strength 
at  lower  temperatures,  as  does  the  iron. 

Redv^ion  of  Area  of  Nickel  Wire 

Fig.  24  shows  the  reduction  of  area  of  annealed  and  cold-worked 
nickel  throughout  the  temperature  range  employed.    Both  curves  seem 


W.    p.   8YKES 
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Table  7. — Mechaniccd  Properties  at  Varioi^  Temperatures  of  Molybdenum 
Wire  (Afa-2)  Swaged  athd  Drawn  (SOO**  C.  -  Black  Heat)  from 

0.126  to  0.025  In. 


Test  Mark 

Temp., 
Degrees 

Tentile  Strength, 
Pounds  per , 
Square  Inch 

Elongation. 

Per  Cent,  in 

2  In. 

Reduction 

of  Area, 

Percent. 

Rem'arks 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Raoid 
Loading 

MO-2.E-A 

25 

154,000 

■ 

5.70 

65 

Mo-2-BrD 

156.000 

6.10 

65 

Mo-2-lOa-C 

100 

144.000 

1.55 

68 

Mo-2-lOO-D 

149,000 

2.35 

70 

• 

M0-2.2OO-A 

200 

137,000 

0.80 

70 

M0-2-2OO-B 

• 

140,000 

0.80 

73 

M0-2-3OO-A 

300 

130,000 

0.80 

79 

Mo-2^00-B 

132,000 

0.80 

79 

1 

M0.2-4OO-A 

400 

125.000 

0.80 

79 

M0-2-4OO-B 

127,000 

o.eo 

80 

M0-2-6OO-A 

600 

117.000 

<0.5 

83 

M0-2-5OO-B 

117.000 

<0.5 

85 

M0-2-6OO-A 

600 

111,000 

<0.6 

85 

Argon 

MO-2-600-B 

112.000 

<0.5 

87 

i 

atmosphere 

M0-2-7OO-A 

700 

107,000 

<0.5 

87 

( 

M0-2-7OO-B 

109,000 

1 

<0.5 

;  87 

! 

M0-2.9OO-A 

900 

1 

94.000  j 

1 

<0.5 

90 

t 

1 

to  be  governed  by  some  modification  acting  between  100**  and  500°  C. 
The  general  trend,  however,  shows  increased  reduction  as  the  tempera- 
ture rises  from  -  185**  to  600**  C.  The  peak  of  Ni-1  at  700**  C.  should  be 
attributed  to  a  fine-grained  structure  at  the  lowest  temperature  of 
annealing.  As  the  temperature  increases,  the  resulting  coarser  grain 
developed  opposes  a  high  reduction  at  the  point  of  fracture.  Also  the 
annealed  sample  attains  its  greatest  reduction  of  area  in  the  temperature 
range  corresponding  to  the  rise  in  elongation. 

The  temperature  of  the  transformation  point  in  nickel  is  apparently 
determined  by  the  impurities  present.  In  a  recently  published  paper,* 
'  Browne  and  Thompson  in  describing  the  physical  properties  of  nickel 
cite  nine  values  with  the  chemical  analysis  for  each.  They  range  from 
340**  C.  for  the  purest  nipkel  to  310**  C.  in  the  case  of  a  95  per  cent,  nickel. 
Our  present  conception  that  allotropy  occurs  only  in  crystaUine  material 
is  borne  out  by  the  behavior  of  the  nickel  wires  under  consideration.     The 


*D.  H.  Browne  and  J.  F.  Thompson:  Physical  Properties  of  Nickel.     Bull,  163 
(Sept.,  1919). 
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Table  8. — Mechanical  Properties  at  Varioris  Temperatures  of  Molybdenum 
Wire  (Jlf  0-3)  Swaged  and  Drawn  Hot  (1300**  -  lOW  C.)  from 

0.045  to  0.025  In. 


Test  Mark 

Temp., 
Depees 

Tensile  Strength, 
Pounds  per 
Square  Inch 

Elongation. 

Per  Cent,  in 

2  In. 

Redaction 

of  Area. 

Per  Cent. 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Mo-3-L-A 

-185 

140.000 

0.00 

0.00 

Mo-3-L-B 

140.000 

0.00 

0.00 

Mo-3-R-A 

95 

115,000 

9.«0 

58 

Mo-3-R-€ 

119.000 

11.00 

68 

Mo-3-lOO-A 

100 

105.000 

6.30 

64 

Mo-3-lOO-B 

110,000 

9.40 

64 

• 

M0-3-2OO-A 

200 

95,000 

2.30 

70 

M0-3-2OO-B 

98,000 

4.50 

73 

M0-3-3OO-A 

300 

92,000 

0.80 

79 

M0-3-3OO-B 

95,000 

0.80 

82 

M0-3-4OQ-A 

400 

86.000 

0.80 

82 

M0-3-4OO-B 

90,000 

0.80 

84 

M0-3-5OO-A 

600 

82,000 

<0.5 

86 

Mo-d-500-B 

82.000 

<0.5 

84 

Mo-3-eOOA 

600 

80,000 

<0.5 

88 

Argon 

M0-3-6OO-B 

81,000 

<0.5 

88 

atmoaphov 

M0-3-7OO-A 

700 

75,000 

<0.6 

90 

M0-3-7OO-B 

77,000 

<0.5 

88 

Mo-a-^OO-A 

000 

65,000 

<0.6 

variations  in  both  tensile  strength  and  elongation  in  the  critical  tempera- 
ture range  are  most  apparent  in  the  case  of  the  annealed  nickel. 

Elongation  of  Nickel  Wire 

Indications  of  an  allotrope  in  nickel  are  much  more  strikingly  shown 
by  the  elongation  curve  for  annealed  nickel  (Ni-2),  Fig.  22.  The  elonga- 
tion falls  normally  as  the  temperature  rises  froiri  25**  to  200**  C,  when  a 
change  appears  to  set  in  resulting  in  increased  elongation  over  a  range  of 
about  300**  reaching  the  maximum  at  500**  C.  As  the  temperature 
rises  above  500**  C,  the  curve  falls  until  recrystallization  sets  in  between 
600**  and  700°  C. 

At  liquid-air  temperatures,  there  is  a  slight  drop  in  ductility  in  an- 
nealed nickel  (Ni-2).  This  sample,  as  shown  in  Fig.  5,  possesses  a  fairly 
large  grain  size,  which  fact  would  indicate  a  decrease  in  ductility  at 
— 185**  C;  in  this  respect  it  is  analogous  to  iron.'' 

^Jeffries:  Op.  cit. 
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Table  9. — Mechanical  Properties  at  Various  Temperatures  of  Molybdenum 
Wire  (MoA)  Swaged  and  Drawn  (800**  C.  —  Black  Heat)  from 

0.045   to  0.025  In. 


Test  Mark 

Temp., 
Degrees 

Tensile  Strength, 
Pounds  per 
Square  Inch 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Area. 

Per  Cent. 

Remarks 

Slow 
Loading 

Raoid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Iioading 

'  Mo-4-L-A 

• 
-185 

146.000 

0.00 

.0.00 

Mo-4-L-B 

143,000 

0.00 

0.00 

Mo-4-R-A 

25 

121,000 

> 

6.25 

53 

Mo-4-R-C 

. 

116,000. 

6.25 

50 

Mo-4-lOO-C 

100 

108.000  ; 

5.00 

56 

Mo-4-lOO-D 

104,000 

3.20 

50 

M0-4.2OO-A 

200 

06.000 

0.80 

73 

M0-4-2OO-B 

08.000 

0.80 

70 

MO-4-300-A 

300 

05.000 

<0.5 

75 

M0-4-3OO-B 

07.000 

0.80 

77 

M<>.4-400-A 

400 

05,000 

<0.5 

81 

M0-4-4OO-B 

05.000 

<0.5 

81 

M0-4-5OO-A 

500 

80.000 

<0.5 

85 

M0-4-5OO-B 

00.000 

<0.5 

85 

M(Hl-60a-A 

600 

85,000 

<0.5 

88 

Argon 

M0-4-6OO-B 

87.000 

<0.5 

88 

atmosphere 

M0-4-7OO-A 

700 

87,000 

<0.5 

80 

M0-4-7OO-B 

87,000 

<0.5 

00 

Of  the  three  samples  of  worked  nickel,  Ni-1,  which  was  worked  the 
most,  as  shown  in  Fig.  22,  increases  in  ductility  down  to  the  lowest 
temperature  of  test;  the  increase  is  less  in  Ni-3,  Fig.  23,  and  Ni-5.  In 
fact,  Ni-5,  which  was  deformed  at  400**  C,  seems  to  have  its  maximum 
elongation  at  a  temperature  slightly  above  that  of  liquid  air. 

All  of  the  worked  samples  become  less  ductile  as  the  temperature 
rises  to  300^  C,  but  the  force  that  is  so  manifest  in  the  annealed  nickel 
between  200°  and  500°  shows  itself.  Even  those  samples  of  which  the 
behavior,  because  of  previous  working,  is  controlled  by  the  amorphous 
phase,  slightly  regain  their  ductility  at  300°  and  400°  C.  This  is  first 
effected  in  Ni-3  and  Ni-6  in  which  the  crystalline  material  suffered  the 
least  rearrangement.  Between  600°  and  700°  annealing  sets  in,  causing 
a  rapid  rise  in  ductility,  which  continues  up  to  1000°  C.  Fig.  6  shows  the 
raicrostructure  of  Ni-1  after  the  tensile  test  at  700°  C.  The  small  grain 
size  explains  the  rapid  rise  in  the  elongation  curve  between  600°  and  700° 
C.     Price  and  Davidson*  give  650°  C.  as  the  temperature  of  rapid  soften- 

This  volume,  415. 
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Table  10. — Mechanical  Properties  at  Various  Temperatures  of  Molybdenum 
Wire  (Afo-5)  Annealed  to  give  Medium  Grain  Size 


Test  Mark 

T«mp., 
Dcmes 

Teniile  Strength, 
Pounds  per 
Square  Inoh 

Elongation, 

Per  Cent,  in 

2  In. 

Reduotion 

of  Area. 

Percent. 

Remarics 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Mo-5-L-A 

-186 

96,000 

0.00 

0 

Mo-5-L-B 

89.000 

0.00 

0 

Mo-5-R-A 

25 

68.000 

0.00 

0 

Mo-6-R-C 

63.000 

0.00 

0 

M0-&-IOO-A 

100 

59.000 

9.00 

0- 

M0-5-IOO-B 

61.000 

6.80 

0 

Mo^200-A 

200 

58.000 

12.60 

0. 

MO-5-200-B 

68.000 

10.50 

0 

Mo-S'^OO-A 

800 

49.000 

22.60 

66 

» 

M0-5-8OO-B 

53.000 

20.50 

40 

Mo-S-400-A 

400 

49,000 

7.00 

46 

M0-6-4OO-B 

62.000 

1 

8.60 

60 

M0-5-5OO-A 

600 

49.000 

4.70 

60 

• 

M0-6-6OO-B 

1   51,000 

1 

7.80 

65 

d 

Mo^600-A 

600 

50.000   ' 

7.80 

68 

Argon 

M0-5-OOO-B 

51.000 

6.00 

70 

atmoepbere 

Mo-6-70a-A 

700 

51.000 

7.00 

73 

M0-5-7OO-B 

51.000  : 

( 

6.20 

73 

Mo-6-90a-A 

900 

48.000   1 

2.10 

Mo-6-00(KB 

t 

50.000 

6.20 

% 

• 

M0-5-C-A  ' 

-60 

83.000 

0.00 

0 

•  Slight  local  reductions  not  at  fracture. 

^  Fracture  largely  transorystalUne. 

« Necking  more  regular  in  outline  than  at  400°. 

'  Necking  eitends  over  considerable  length. 


ing  and  fall  in  tensile  strength  of  nickel.  Fig.  6  should  be  compared  with 
their  Fig.  3,  which  shows  nickel  annealed  at  650°  C.  after  73  per  cent- 
reduction  by  rolling. 

From  750**  to  1050°  C,  the  decrease  in  scleroscope  hardness  is  from 
9.5  to  6.5.  The  elongation  of  Ni-1  increases  over  this  same  temperature 
range  from  16  to  about  25  per  cent.  The  grain  size  developed  during 
the  application  of  load  at  1000°  C.  in  the  case  of  Ni-2  is  extremely  large 
(see  Fig.  7).  The  constant  application  of  load  and  continuous  deforma- 
tion above  700°  C.  is  doubtless  responsible  for  this  rapid  grain  growth. 
Its  Effects  will  be  observed  most  in  the  decrease  in  area  reduction  above 
700°  C,  Fig.  24. 
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Table  11. — Mechanical  Properties  at  Various  Temperatures  of  Molyb- 
denum Wire  (Mo^)  Annealed  to  give  Extremely  Sm^ll  Grain  Size 


Test  Mark 


Temp.. 


Tensile  Strensth. 
Poundfl  per 
Square  Inoh 


EloncatioB. 

Per  Cent,  in 

2  In. 


Slow 
Loading 


Rapid 
Loading 


Slow 
Loading 


Rapid 
Loading 


Reduction 

of  Area. 

Per  Cent. 


Slow 
Loading 


Ramd 
Loading 


Remarks 


Mo-O-L-A 
Mo-6-L-B 

Mo-6-C-A 

Mo-6-RrA 
Mo-6-R-B 

Mo-6-lOO-A 
Mo-6-lOO-B 

M0-6-2OO-A 
Mo-d-200-B 

MO-d-800-A 
Mo-e-800-B 

M0-6-4OO-A 
Mo-<MOO-B 

M0-6-6OO-A 
M0-6-6OO-B 

M0-6-6OO-A 
M0-6-6OO-B 

MO-6-700-A 
M0-6-7OO-B 

M&>6-900-A 


-186 

162.000 
149.000 

-60 

161.000 
149.000 

26 

126,000 

120,000 

100 

114.000 

117,000 

200 

106.000 

106,000 

800 

96.000 

97.000 

400 

88.000 

90,000 

600  , 

80,000 

82,000 

600 

79,000 

79,000 

700 

76,600 

77,600 

900 

71,000 

0.80 
0.00 

11.00 
12.60 

20.00 


17.80 


14.00 


9.40 


7.00 


6.26 


2.36 


2.36 


1.80 


22.00 


22.00 


19.60 


10.20 


8.00 


6.26 


3.90 


3.16 


0 

0 

66 


66 


68 


78 


86 


86 


89 


90 


93 


93 


70 


70 


78 


86 


88 


90 


90 


93 


Argon 
atmosphere 


Mechanical  Properties  of  Molybdenum  Wires 

The  samples  of  molybdenum  were  prepared  to  furnish  evidence  of  the 
influence  of  degree  and  temperature  of  working.  It  was  desired  espe- 
cially to  ascertain  the  influence  of  grain  size  in  a  metal  of  the  class  of  mo- 
lybdenum and  tungsten.  The  temperatures  of  test  are  well  below  that  of 
equal  cohesion  for  molybdenum.  In  the  scale  of  metals  this  metal  holds 
a  position  between  tungsten  and  those  metals  represented  by  nickel  and 
iron.  The  behavior  of  tungsten,  as  reported  by  Jeffries,  will  be  often 
used  as  a  basis  of  comparison  in  the  following  discussion. 


Tensile  Strength  of  Molybdenum  Wire 

Unlike  tungsten^  molybdenum  does  not  decrease  in  tensile  strength 
between  room  and  liquid-air  temperatures.    The  combined  influence  of 
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Table  12. — Mechanical  Properties  at  Various  Temperatures  of  Molyb- 
denum  Wire  {Mo-7)  Treated  to  Develop  Extremely  Large  Grains 


Test  Mark 

Texnp., 
Degrees 

Tensile  Strength, 
Pounds  per 
Square  inch 

Elongation, 

Per  Cent,  in 

2  In. 

Redaction 
of  Area, 
Per  Cent. 

Slow 
Loading 

Rapid 
Loaaing 

Slow 
Loading 

Rapid 
Loaaing 

Slow 
Loading 

Rapid 
Loading 

M0-7.L-A. 

-185 

102.000 

0.00 

0 

M<>.7-L-.B 

03.000 

0.00 

0 

Mo-T-R-A 

25 

42.500 

3.15 

0 

M0-7-R-B 

42,500 

3.15 

0 

M0-7-IOO-A 

100 

36,000 

3.00 

0 

Mo-7-lOO-B 

34,000 

4.70 

0 

M0-7-2O&-A 

200 

28.000 

8.70 

0 

• 

M0-7-2OQ-B 

28,000 

7.50 

0 

M<>-7-30O-A 

300 

31.000 

10.20 

100 

••Wed«e"  at 

Mo-7^00-B 

33,000 

11.00 

100 

fraoture 

M0-7-4OO-A 

400 

27.500 

6.25 

100 

M0-7-4OO-B 

28,500 

10.10 

100 

M0-7-5OO-A 

500 

27,000 

3.10 

100 

M0-7-6OO-B 

28,000 

3.90 

• 

100 

M0-7-6OO-A 

600 

28»000 

2.35* 

100 

Argon 

M0-7-6OO-B 

20,000 

3.90 

100 

atmoq>liere 

M0-7-7OO-A 

700 

30,000 

3.15 

100 

M0-7-7OO-B 

30,000 

3.15 

100 

M0-7-9OO-A     • 

900 

20.500 

3.10 

100 

*  Local  reductions  not  at  fracture. 


heavy  working  and  low  temperatures  produces  a  maximum  tensile 
strength  of  210,000  lb,  per  sq.  in.  in  Mo-1  at  -185°  C;  see  Fig.  25. 
Mo-1  and  Mo-2  were  both  reduced  96  per  cent,  by  working,  but  Mo-1 
was  worked  at  a  temperature  about  400°  above  Mo-2;  the  colder  worked 
is  the  stronger  in  all  cases. 

Mo-3  and  Mo-4,  both  reduced  70  per  cent,  by  working,  developed 
only  about  75  per  cent,  of  the  maximum  strength  of  the  more  severely 
worked  metal.  As  before  the  hotter  worked  is  the  weaker  at  all  tem- 
peratures of  test.  Mo-5,  Mo-6,  and  Mo-7  are  the  annealed  wires  of 
different  grain  size.  Figs.  9,  10,  and  11  illustrate  their  respective 
structures.  Mo-6,  which  has  the  smallest  grain,  is  the  strangest  at 
all  temperatures.  The  others  are  of  about  the  same  strength  at  — 185° 
C.  but  the  tensile  strength  of  the  wire  with  the  largest  grain  size  falls 
at  room  temperature  to  about  two-thirds  that  of  the  wire  with  the 
intermediate  grain  size.    Between  1000°  and  900°  C,  however,  the 
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Table  13. — Mechanical  Properties  at  Various  Temperatures  of  Aluminum 
Wire  (Al-l)  Drawn  Cold  from  0.090  to  0.025  In. 


Test  Mark 

Temp., 
DeareeB 

TenBile  Strencth, 
Poundfljper 
Square  Inch 

Elongation, 

Per  dent,  in 

2  In. 

Reduction 

of  Area, 

Per  Cent. 

Remarks 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

AI-l-L-A 

-186 

64,000 

5.00 

1 

26       ! 

AI-l-UB 

62.000   1 

7.00 

1 

30       I 

Al-l-C-A 

-   50 

49.000 

3.10 

1 

Al-l-C-B 

•  51,000 

3.90 

38 

Al-l-C-C 

50.000 

4.80 

SO 

Al-l-R-A 

25 

49,000 

1.06 

25 

Al-l-R-B 

50,000 

3.00 

40 

AH-R-C 

52,000 

4.70 

38 

Al-l-R-D 

51.000 

3.90 

25 

Al-l-R-F 

• 

49.000 

. 

1.55 

Al-l-lOO-A 

100 

42,000 

» 

0.80 

20 

Al-1-lOO-B 

46,000 

1.55 

35 

AH-IOO-C 

44.000 

1.55 

30 

A1-1-200-A 

200 

26.500 

6.25 

56 

a 

A1-1-200-B 

• 

29.000 

4.00 

50 

A1-1-200-E 

27.000 

6. BO 

AI-1-240-A 

240 

17.500 

lD.90 

62 

h 

A1-1-240-B 

26,500 

5.50 

62 

A1-1-300-A 

300 

17,300 

7.60 

68 

A1-1-300-B 

21.500 

3.10 

60 

AI-1-400-A 

400 

16,000 

9.40 

1 

80 

A1-1-400-B 

20,000 

7.80 

80 

A1-1-600-A 

500 

6,100 

12.00 

1 

92 

A1-1-600-B 

5,500 

28.00 

' 

98 

A1-1-630-A 

630 

500 

6.00 

0.00 

•  Registered  load  fell  to  16.000  during  1  min.  of  pulL 

*  Registered  load  fell  to  13.000  during  1  min.  of  puU. 

tensile  strengths  of  the  two  samples  of  coarser  grain  remain  practi- 
cally constant.  The  few  points  that  lie  off  the  curves  must  be  due  to 
some  slight  and  unavoidable  variation  in  grain  size  between  specimens. 
This  flatness  in  the  tensile-strength  curve  shows  how  sUghtly  the  crystal- 
line phase  decreases  in  tensile  strength  as  the  temperature  rises.  The 
tensile  strength  above  900°  C.  should  not  drop  suddenly  until  the  tem- 
perature approaches  the  melting  point.  Tensile  strength  is  a  complex 
property,  while  the  elastic  Umit  is  the  measure  of  cohesion.  The  elastic 
limit  probably  decreases  more  rapidly  than  the  tensile  strength  with  rise 
in  temperature.  The  curve  for  Mo-7,  Fig.  26,  shows  the  tensile  strength 
of  molybdenum  composed  almost  completely  of  the  crystalline  phase. 
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Table  14. — Mechanical  Properties  at  Various  Temperatures  of  Aluminum 

Wire  (Al-2)  Annealed  at  400''  C.  for  15  Min. 


Tfst  Mark 

Temp., 
Degrees 

Tensile  Strencth, 
PoundB  per 
Squ&re  Inch 

Elongation,              Reduotlon 
Per  Cent,  in                of  Area. 

2  In.                     Per  Cent. 

• 

Remarks 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

A1-2-L-B 
A1-2-2-D 

A1-2-R-A 
A1-2.R-B 
A1-2-R-C 
A1-2.R-D 
Al-2-R^ 
A1-2-R-H 

A1-2-100-A 
A1-2-100-B 
A1-2-100-C 

A1-2-200-A 
A1-2-200-B 
A1-2-200-C 
A1-2-200-E 

A1-2-300-A 
A1-2-300-D 
A1-2-300-C 
A1-2-300-B 


A1-2-40O-A 
A1-2-400-B 

A1-2-500-A 
Al-2-60(X-B 

Al-2-aOO-A 
A1-2-600-B 

Al-2-63a-A 
Alr2-630-B 
A1-2-03O-C 

AI-2-62Q-A 
AI-2-e20-B 


-185     ,   41,000 


25     I   29.500 
29,500 


41,000 


28,000 


100 


26.500 

28.000 

200     .    18.000 

17,600 

I 
300     I   16,300 

8.500 


29.000 
29.000 

28.500 


27,600 


22,000 
20,000 

16,500 
10.000 


18.50 


16.50 
20.00 


16.50 

18.50 
18^75 
26.00  ' 
24.10 


34.00 


14.00 
20.00 

14.00 


18.75 


44 


65 
60 


58 


70 
70 


64 


69 


I 


12.50 


24.00 


16.40 


20.00 


17.00 


24.00 


69 


90 
95 


84 
84 


A      and      D 

in     fornaoe 

1  min. 
B      and      C 

in     furnace 

5  min. 


400        12,000 


500 


600 


630 


5.000 


3.000 


11,500 


6,000 


3.500 


1.000 
500 
500 


17.00 


19.00 


17.00 


620 


1,000 


I      1.000 


12.5 


19.00 


20.00 


17.00 

1.55 
0.00 
0.00  I 


15.50  > 


91 


84 


94 


0 


95 


96 


94 

0 
0 
0 


84 


Lone    reduc- 
tion 


NoTB. — All  reduotions  of  area  above  300"  extend  over  some  length,  with  exception  of  tb 
600*  C.  as  marked. 

Elongation  of  Molybdenum  Wires 

In  their  behavior  as  regards  ductility;  molybdenum  and  tungsten 
approach  each  other.  At  liquid-air  temperatures,  elongation  in  both  is 
lacking;  from  their  comparative  elongations  at  room  temperature,  however 
it  may  be  assumed  that  molybdenum  will  retain  its  ductility  at  a  lower 
temperature  than  tungsten. 
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Table  16. — Mechanical  Properties  at  Variolas  Temperatures  of  Aluminum 
Wire  (AlrS)  Drawn  Cold  from  0.040  to  0.025  In. 


•Test  Mark 

Temp., 
Deo^eea 

Tensile  Strength, 
Pounds  per 
Square  Inch 

Elongation, 

Per  Cent,  in 

2  In. 

Reduction 

of  Areik 

Per  Cent. 

« 

Remarks 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

A1-3-L-A 
A1-3L-B 

A1-3-R-B 
A1-3-R-D 

A1-3-100-B 
Al-3-100  D 

Al-3-20a-A 
A1-3-200-B 

Al-3-24a-A 
Al-3-24aB 

A1-3-30O-A 
AI.3-300-G 

A1-3-400-A 
A1-3-400-B 

A1-3  500-A 
AI-3-500-B 

-185 
25 
100 
200 
240 
300 
400 
500 

59,000 
51.000 
45.000 
27,000 
20.000 
16.000 
13.000 
4,700 

59.000 
51.000 
46.500 
31,000 
28.000 
17,000 
17,000 
5,600 

7.80 
3.12 
2.35 
7.50 

10.20 
7.00 
9.40 

26.5 

5.60 
3.12 
3.12 
3.15 
8.60 

10.10 
8.60 

16.5 

35 
52 
50 
63 
73 
73 
85 
05 

52 
52 
60 
70 
75 
88 

« 

Mo-1,  the  most  severely  worked  sample,  at  room  temperature  has  an 
elongation  of  6  per  cent.;  Mo-3  and  Mo-4,  which  were  less  severely 
worked,  possess  greater  elongation  at  this  temperature.  Of  these  two 
the  hotter  worked  wire  shows  the  higher  ductility,  the  same  as  copper 
and  nickel.  Tungsten,  after  an  equal  amount  of  deformation,  breaks 
with  no  elongation  at  room  temperature;  after  a  deformation  equal  to  that 
of  Mo-1,  tungsten  shows  a  6  per  cent,  elongation  at  room  temperature. 

After  a  70  per  cent,  reduction,  tungsten  is  brittle  at  room  temperature; 
molybdenum  shows  an  elongation  of  from  7  to  10  per  cent.  The  tung- 
sten, however,  has  a  maximum  of  12  per  cent,  elongation  at  200®  C.  A 
93  per  cent,  deformation  reduces  the  maximum  elongation  at  any  tem- 
perature of  both  tungsten  and  molybdenum,  but  at  the  same  time  it 
imparts  to  the  metal  the  ability  to  retain  ductility  at  lower  temperatures. 
On  this  basis  the  direction  of  the  elongation  curves  has  been  determined 
in  Fig.  28;  the  elongation  curves  for  annealed  molybdenum  wires  are 
shown  in  Fig.  27.  These  curves  show  the  relation  between  the  grain 
size  and  the  elongation  throughout  the  temperature  range  studied. 

Mo-6,  the  average  diameter  of  the  grain  of  which  is  0.0002  in., 
attains  its  maximum  elongation  at  room  temperature;  the  elongation 
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Table  16. — Mechanical  Properties  at  Various  Temperatures  of  Aluminum 
Wire  (AM)  Drawn  at  176^  C.  from  0.040  to  0.025  In. 


Test  Mark 


A1-4L>B 
A1-4-L-C 

A1-4-R-B 
A1-4-R-D 

A1-4-100-C 
AM-lOO-E 

A1-4-200-A 
A1-4-200-B 

A1-4-240-A 
AI-4-240-B 

AM-SOO-A 
A1-4-300-B 

A1-4-400-A 
A1-4-400-B 


Temp., 
Desri 


Tensile  Strength, 
Pounds  per 
Square  Inch 


Slow 
Loading 


Rapid 
Loading 


Elongation, 

Per  Cent,  in 

2  In. 


Slow        Rapid 
Loading    Loaaing 


i 

!    -185 

60.000 
61,000 

25 

49.000 

49,000 

3.15 

100 

42,000 

41.000 

1.55 

200 

26.100 

31.000 

5.5 

240 

23.000 

31,000 

6.25 

300 

10.000 

22.000 

7.00 

400 

8.000 

12,000 

13.25 

4.75 
7.80 


8.15 


2.35 


3.15 


3.90 


6.25 


9.40 


Reduction 

of  Area, 

Per  Cent. 


Slow 


Loading   L< 


66 


62 


62 


73 


!       75 


92 


Rapid 


Kapid 
oading 


Remarka 


falls  off  rapidly  to  zero  at  — 185°  C.  At  room  temperature  Mo-5,  which 
has  an  intermediate  size  of  grain,  breaks  with  no  elongation  and  a  fracture 
largely  intercrystalline.  At  300°  C,  this  structure  deforms  in  tension 
with  about  22  per  cent,  elongation,  which  is  equal  to  that  of  the  smallest 
grain  size  at  300°  lower.  The  fracture  is  through  the  grains,  as  shown  by 
Fig.  14.  At  300°,  also,  the  wire  having  the  largest  grain  size,  Mo-7, 
attains  its  maximum  elongation,  which  is,  however,  only  about  one-half 
as  great  as  in  the  two  foregoing  samples.  The  drop  in  its  elongation 
curve  on  either  side  of  300°  is  less  abrupt  than  in  the  case  of  the  wire 
having  finer  grain  All  three  curves  flatten  decidedly  above  400°,  as  do 
the  tensile  strength  curves.  The  ductility  of  the  wire  having  the  smallest 
grain  has,  at  700°,  fallen  below  the  other  two  and  is  decreasing  slowly 
at  900°. 

The  path  of  rupture  in  the  wire  of  largest  grain  size  follows  the  grain 
boundary  almost  without  exception  at  and  below  200°  C. ;  at  300°,  it 
becomes  decidedly  transcrystalline.    See  Figs.  13  and  19. 


Reduction  of  Area  of  Molybdenum  Wires 

As  shown  in  Fig.  30,  the  reduction  at  the  point  of  fracture  increases 
steadily  with  the  temperature  rise  for  the  worked  samples,  Mo-1  and 
Mo-3.    In  neither  case  does  the  metal  possess  the  ability  to  flow  at 
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Table  17. — Mechanised  Properties  cU  Various  Temperatures  of  Aluminum 
Wire  {Al-7)  Annealed  at  300**  C.  for  30  Minutes 


Test  Mark 

Temp., 

Tensile  Strength, 
Pounda  per 
Square  Inch 

Elongation. 

Per  Cent,  in 

2  In. 

Reduction 

of  Area, 

Per  Cent. 

Remarka 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

Slow 
Loading 

Rapid 
Loading 

A1-7-L-A 

-186 

37.000 

23.60 

44 

AJ-7-L.B 

30.000 

20.00 

44 

A1-7-C-A 

-   60 

24.000 

16.60 

70 

A1-7-C-C 

25.000 

16.00 

72 

AI-7-R-A 

26 

21,000 

7.30 

73 

A1-7-R-B 

23,000 

14.00 

76 

AJ-7-R-C 

22,000 

8.10 

• 

AJ-7-R-D 

22.000 

7.10 

62 

m 

A1.7-R-E 

22,600 

11.80 

A1-7-R-P 

23.600 

13.30 

70 

» 

A1-7-100-B 

100 

22.600 

18.4 

76 

• 

A1-7-100-C 

22,000 

17.26 

76 

A1-7-100-D 

22,600 

16.6 

r 

Al-7-lOe-E 

21,000 

14.00 

A1-7-100-F 

22,000 

14.00 

» 

Al-7-100^ 

21,600 

7.30 

72 

• 

A1-7-100-H 

21.000 

. 

7.30 

72 

m 

A1-7-200-A 

200 

11.700 

13.30 

V 

A1-7-200-B 

17,600 

10.20 

A1-7-200-C 

11.700 

23.00 

Al-7-30<>-A 

300 

9,600 

16.60 

90 

AI-7-80O-B 

12,000 

22.00 

94 

A1-7-400-A 

400 

6.300 

23.60 

96 

A1-7-40Q-B 

6,600 

22.00 

97 

Al-7-50<>.A 

600 

6,000 

16.60 

93 

A1-7-500-B 

4.600 

29.00 

97 

A1-7-600-A 

eoo 

3,000 

22.00 

96 

A1-7-600-B 

2,600 

26.00 

98 

AI'7-240-A 

240 

9.000 

26.00 

A1-7-240-B 

11.000 

14.00 

•  Load  applied  at  0.5  in.  per  min. 

*  Load  applied  at  2.0  in.  per  min. 

— 185®  C,  where  both  elongation  and  reduction  are  zero  but  where  they 
attain  the  highest  tensile  strength.  Hence  we  may  conclude  that  the 
elastic  limit  has  become  nearly  equal  in  magnitude  to  the  resistance  to 
rupture  of  the  amorphous  phase. 

At  room  temperature  Mo-1,  the  wire  reduced  93  per  cent.,  develops 
necking  to  a  higher  degree  than  Mo-3,  which  was  reduced  only  70  per  cent. 
Above  600°  C,  both  approach  the  same  value,  which  tends  to  remain 
constant  at  about  90  per  cent. 
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Mo-6  resembles  closely  a  heavily  worked  wire;  see  Fig.  29.  At 
—60^  C.  its  reduction  in  area  at  fracture  is  55  per  cent.,  while  its  elonga- 
tion is  about  10  per  cent.  Both  of  these  properties  are  the  result  of  a 
large  number  of  crystalline  units  bound  together  by  a  fine  network  of 
amorphous  material.  The  crystalline  phase  can  be  deformed  by  suffi- 
cient load,  which  is  transmitted  through  the  amorphous  cement.  At 
lower  temperatures,  the  elastic  limit  or  resistance  to  deformation  of  the 
crystaUine  phase  has  so  increased  that  before  any  deformation  begins 
rupture  occurs  along  the  grain  boundaries.  The  path  of  rupture,  while 
shorter  than  in  the  case  of  Mo-1,  is  much  more  intricate  than  in  the  two 
samples  of  coarser  grain.  A  comparison  of  their  respective  tensile  strengths 
at  — 185®  C.  will  emphasize  this  fact. 
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Figs.  20  and  21. — Tbnbilb  stbength-tempbrature  cubvss  for  nickel  wires 


Mo-5,  the  wire  having  the  intermediate  grain  size,  first  shows  a  reduc- 
tion at  about  200°  C,  but  the  necking  increases  up  to  800®,  where  it  tends 
to  assume  a  constant  value,  though  one  considerably  lower  than  the 
smaller  grain  size;  see  Fig.  29.  The  fracture  is  decidedly  intercr3r8talline 
below  100**  C.  but,  at  300®,  passes  through  the  grains  which  have  been 
distorted  by  the  load.  The  change  in  the  position  of  the  fracture  in  the 
wire  of  large  grain  size  (Mo-7)  is  marked  by  a  sudden  rise  in  the  curve 
representing  the  per  cent,  reduction  of  area.  At  200®  C,  the  wire  breaks 
at  the  grain  boundary;  at  300®  C.  it  breaks  through  the  grain.  Above 
300®,  as  far  as  the  tests  were  carried,  the  fracture  remained  transcrystalline. 
The  reduction  of  area  above  300®  took  the  shape  of  a  wedge  having 
100  per  cent,  reduction  in  one  plane  and  no  reduction  in  the  plane  at  right 
angles  to  the  first;  Fig.  12  shows  two  views  of  this  fracture,  Fig.  17  shows 
the  form  of  fracture  more  clearly.  Many  of  the  grains  in  the  region  of 
the  fracture  showed  this  directional  reduction  in  one  plane,  while  the 
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diameter  at  the  grain  boundary  remained  unreduced.  This  surface 
effect  was  easily  noticeable  with  the  naked  eye  and  a  longitudinal  section 
of  such  a  wire  is  shown  in  iFig.  19. 

In  an  aggregate  of  grains  under  tension  each  grain  tends  to  reduce  in 
cross-section  100  per  cent,  in  one  plane  and  none  at  all  in  the  plane  at 
right  angles  to  the  first.  Because  of  difference  in  orientation,  the  reduc- 
tion tendencies  of  adjoining  grains  will  tend  to  counteract  each  other. 
Consequently,  the  greater  the  number  of  grains  in  a  cross-section  the 
greater  will  be  the  total  reduction  at  the  point  of  fracture,  but  the  reduc- 
tion in  such  an  aggregate  will  always  be  less  than  in  a  cross-section  com- 
posed of  a  single  grain.  The  effect  of  orientation  opposing  the  reduction 
in  .adjoining  grains  is  illustrated  in  Fig.  19.    Here  the  greatest  reduction 
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Fia&  22  AND  23. — Elonoation-tempebaturb  curves  for  nickel  wire. 

occurred  in  the  middle  of  the  grains  while  the  grain  boundary  has  suffered 
no  reduction.  Here  also  is  an  illustration  of  the  shift  in  path  of  rupture 
caused  by  a  slight  change  in  temperature. 

This  same  intercrystalhne  brittleness  is  apparent  in  equiaxed  tungsten 
up  to  200°  C.  In  tungsten,  as  small  a  grain  as  that  in  Mo-6  would  have 
no  elongation  at  room  temperature.  Jeffries  attributed  this  brittle- 
ness to  internal  stress  due  to  a  difference  in  the  coefficients  of  expansion 
of  the  crystalline  and  amorphous  phases.  The  same  explanation  will 
cover  the  behavior  of  molybdenum,  though  the  stress  is  developed  at 
lower  temperatures  in  the  latter  case. 

The  tensile-strength  curves  of  molybdenum  have  been  extended 
downward,  by  dotted  Unes,  below  Uquid-air  temperatures,  in  Fig.  25. 
This  fall  in  strength  might  be  expected  to  occur  at  some  temperature 
slightly  lower  than  — 185**  on  the  basis  of  the  fall  in  tensile  strength  of 
tungsten  between  25*"  C.  and  -185°  C.« 


*  Jeffries:  Op.  isiX, 
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Mechanical  Properties  of  Aluminum-copper  Allot 

The  aluminum-copper  samples  furnish  an  .alloy  of  the  solid-solution 
type.  Because  the  solubility  of  CuAlj  varies  with  the  temperature,  the 
properties  of  this  alloy  at  all  temperatures  might  be  expected  to  differ 
somewhat  from  those  of  the  pure  metals.  Pure  aluminum  melts  at  658^ 
C.  and  the  3  per  cent,  of  copper  lowers  the  melting  point  to  about  648**  C. 


Tensile  Strength  of  Aluminum  Wires 

The  tensile-strength  curves  in  Figs.  31  and  32  show  a  drop  from  liquid- 
air  temperatures  to  near  the  melting  point  in  the  worked  and  annealed 
samples.    A  slight  flattening  of  the  curve  seems  to  occur  through  abqut 
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100®  near  room  temperature.  A  suggestion  of  this  same  feature  will  be 
found  in  the  tensile-strength  curves  for  worked  copper  occurring  at 
about  150®  to  250°  O?  Whether  or  not  such  action  is  to  be  considered  a 
general  rule  in  all  metals  near  their  equicohesive  temperature  is  yet  to  be 
determined;  with  iron  and  nickel  the  effects  of  allotropy  may  mask  this 
discontinuity  in  the  curves. 

The  degree  of  deformation  has  made  little  difference  in  the  tensile 
strengths  at  room  temperature,  though  at  — 186®  the  sample  reduced  93 
per  cent.  (Al-1)  begins  to  show  an  increase  in  strength  over  Al-3,  which 
was  reduced  61  per  cent.  Al-4,  which  was  reduced  61  per' cent,  at  175® 
C,  is  almost  identical  with  Al-3,  which  was  reduced  the  same  amount  at 
room  temperature;  even  at  liquid-air  temperature  the  tensile  strength  of 
the  two  may  be  considered  equal,  perhaps'  the  usual  differences  might 
develop  as  the  temperature  fell  still  lower.    The  constant  difference  in 

^Jeffries:  Op.  dX, 
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tensile  strength  and  elongation  between  the  two  annealed  wires  (Al-2 
and  Al-7)  may  be  ascribed  to  a  probable  contrast  in  grain  size.  In  the 
case  of  each  sample,  the  tensile  strength  drops  very  rapidly  between  300° 
and  200"  C. 

Elongation  of  Aluminum  Wires 

The  elongation  curves,  Fig.  33,  of  the  annealed  wires  show  an  enormous 
fall  from  — 185°  C.  to  room  temperature,  when  they  begin  to  rise.  The 
rate  of  loading  above  100°  C.  has  a.  decided  bearing  on  the  elongation 
values,  and  even  at  room  temperature  these  fail  to  check  consistently. 

The  elongation  drops  rapidly  at  630°  C.  The  specimens  that  deter- 
mined this  point  on  the  curve  were  loaded  merely  by  the  weight  of  the 
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lower  jaw  and  its  fitting  and  suspended  in  the  furnace  at  a  temperature 
of  about  550"  C.  The  temperature  was  slowly  raised  until  fracture 
occurred  with  no  elongation  and  no  reduction  of  area.  The  only  concrete 
evidence  of  intercrystalline  fracture  is  given  in  Fig.  16  which  shows  the 
two  ends  of  the  fracture.  From  the  evidence  submitted  by  Rosenhain 
and  Swen,^  it  is  safe  to  assume  that  this  fracture  is  intercrystalline. 

In  contrast  to  the  annealed  wires,  those  that  have  been  reduced  by 
working  fall  in  elongation  from  — 185°  C.  to  100°  C.  and  then  rise  stead- 
ily up  to  500"  C.  This  rise  in  elongation  takes  place  in  both  the 
annealed  and  cold-worked  samples  of  the  alloy.  It  begins  first  in  the  an- 
nealed wire  and,  at  100°  higher,  in  the  cold-worked.     In  thiB  respect  the 


■  Walter  RoBenhain  &nd  Donald  Even:  Intercrystalline  Cohesion  in  Metals 
Jnl.  Inst.  Metala  (1912)  8,  149. 
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alloy  behaves  in  a  similar  manner  to  nickel  and  iron.  In  all  three  cases 
the  rise  in  elongation  is  most  pronounced  in  the  annealed  samples.  A 
decided  drop  in  elongation  at  630^  is  also  noticed  in  the  case  of  Al-l, 
though  the  loading  was  made  in  the  usual  continuous  manner  and  un- 
doubtedly some  deformation  took  place  before  the  wire  had  attained  the 
temperature  indicated. 

Reduction  of  Area  of  Aluminum  Wires 

Following  the  general  type  of  such  curves  the  reduction  of  area  rises 
continuously  from  —185°  to  near  the  melting  point;  see  Fig.  34.  The 
discontinuity  in  the  tensilenstrength  curves  near  ropm  temperature  is  also 
evident  here.  In  the  case  of  Al-2,  the  rapid  rise  in  reduction  between 
200°  and  300°  C.  indicates  definite  annealing  temperature  in  this  range. 


14 


IS 


10 


8« 

o 

■4 


s 


a 

Uo.8 

70 Jl  Bed, 

hot 

n 

^Mo.4    70S  I 

Lca,  nov 

(ed.  c«Id         1 

4 

\ 

1 

\ 

\ 

{ 

1 

t 

\ 

V 

1 

A 

\ 

Aw 

\'' 

""  "< 

w 

V 

/i 

N 

^ 

Jli\ 

*^ 

S 

^ 

-100  0    100  200  300  400 600  000700  800  000 IflOC 
Temp«catun,  D«gr«et  0 

Fig.  28. — Elongation-tbmpera- 
ttjre    curves    for     molybdenum 

WIRES. 


-100  0    100  200  300  400  SOO  000  700  8V  BOO  ICM 
Tanpetatur*.  D«gro«i  0 
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perature CURVES  FOR  MOLTBDENUM 
WIRES. 


Huntington,*  in  his  report  on  tensile  tests  of  pure  aluminum  between 
room  temperatures  and  650®  C,  described  a  sudden  drop  to  zero  in  both 
elongation  and  reduction  curves  at  the  melting  point.  The  same  action 
occurred  in  this  case.  On  the  other  hand  the  elongations  of  his  specimens 
of  rolled  aluminum  begin  to  increase  at  room  temperature,  without  the 
drop  to  100**  that  is  shown  in  Fig.  33. 

The  features  displayed  by  the  material  used  in  these  tests  may  well  be 
ascribed  to  the  action  of  the  copper  content  of  the  alloy.  Moreover,  we 
are  working  with  a  metal  close  to  its  equicohesive  temperature,  which 
cannot  be  far  from  200°  C. 


*A.  K.  Huntington:  Effect  of  Temperature  on  Tensile  Tests  of  Copper  and  its 
Alloys.    Jrd.  Inst.  Metals  (1912)  8,  126. 
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Effect  of  Variation  in  Rate  of  Loading  Upon  Elongation  and 

Tensile  Strength 

It  is  generally  conceded  that  tensile  strength  and  elongatfon  may 
be  considerably  influenced  by  the  rate  at  which  the  load  is  applied  to 
the  test  piece.  The  scheme  followed  throughout  this  series  of  tests  and 
the  form  of  record  submitted  were  adopted  with  a  view  to  determining 
the  extent  of  this  factor. 

In  Fig.  37  are  plotted,  for  Ni-2,  the  elongation  values  at  each 
temperature  for  the  two  rates  of  loading  employed.  The  increase  in 
elongation  accompanying  rapid  loading  is  less  noticeable  at  the  lower 
temperatures  but  grows  as  the  temperature  rises  and  reaches  a  maximum 
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Fig.  31. — Tensile  strength- 
temperature  CURVES  FOR  aluminum- 
copper  ALLOY. 
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at  900°  C,  about  200**  above  the  lowest  temperature  of  recrystallization. 
The  temperature  range  where  the  element  of  time  assumes  such  impor- 
tance that  the  slowly  loaded  wire  stretches  considerably  more  than  that 
loaded  eight  times  as  rapidly  should  be  noted.  This  range  might  be  safely 
assigned  a  value  of  150°  C.  and  within  it  lies  the  actual  temperature  of 
recrystallization. 

The  maximum  reduction  of  area  in  worked  nickel  occurs  at  the  same 
temperature  as  the  increased  elongation  by  slow  loading.  Identical 
features  mark  the  curves  thus  plotted  for  the  worked  alloy,  Fig.  35.  The 
difference  in  favor  of  rapid  loading  at  room  temperature  disappears  below 
200°;  between  200°  and  400°,  greater  elongation  occurs  with  slow  loading 
but  at  500°  the  rapidly  loaded  specimen  stretches  28  per  cent.,  which  is 
more  than  twice  as  much  as  that  loaded  slowly. 

Fig.  36  shows  the  difference  in  tensile  strength  due  to  different  load- 
ing rates  in  AI-1.     Rapid  loading  results  in  higher  values  for  tensile 
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strength  at  all  temperatures  below  500^  C;  the  greatest  difference  is 
apparent  between  200°  and  400*^,  corresponding  to  the  range  noted  in  the 
elongation  curves.  Tables  13  to  17  show  that  this  effect  of  loading  rate 
upon  tensile  strength  is  more  noticeable  in  the  worked  samples  than  in 
the  annealed. 

In  Fig.  38,  an  attempt  is  made  to  illustrate  the  behavior  of  the  test 
specimens.  The  curve  marked  A1-1-200-A  represents  the  gradual  in- 
crease in  registered  stress  up  to  the  maximum  in  about  20  sec.  of  loading. 
With  a  constant  rate  of  loading,  the  stress  slowly  falls  for  40  sec.  until 
fracture  occurs  at  about  60  per  cent,  of  the  maximum  load.  By  increas- 
ing the  rate  of  loading  eight  times,  the  registered  stress  reaches  a  maxi- 
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ALLOY. 


mum  in  about  5  sec.  and  gradually  falls  off  through  10  sec,  fracture  oc- 
curring at  a  stress  10  per  cent,  below  the  maximum. 

At  600®  C,  this  flowing  of  the  metal  under  stress  gives  rise  to  a  time- 
stress  curve  A1-2-600-A.  The  rise  is  more  gradual,  consuming  60  sec, 
while  the  fall  requires  80  sec.  The  piece  fractures  at  17  per  cent,  of  the 
maximum  load  of  the  test  piece. 

The  results  are  an  elongation  of  17  per  cent,  or  more  in  some  cases  and 
a  95  per  cent,  reduction  of  area.  The  reduction  extends  over  a  consider- 
able length  and  is  represented  in  Fig.  15.  Bengough^®  says  "  The  unstable 
vitreous  amorphous  material  of  Beilby's  plays  a  far  more  fundamental 
part  in  determining  the  mechanical  properties  of  metals  and  alloys  than 
has  hitherto  been  suspected"  and  again  ''In  some  cases  the  mechanical 
properties  of  metals  at  high  temperatures  could  be  best  explained  by  the 

^''G.  D.  Bcngough:  Discussion  on  Intercrystalline  Cohesion  in  Metals.  Jni. 
Inst.  Metals  (1912)  8,  180. 
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authors'  (Rosenhain  and  Ewen)  view  that  the  cement  persisted  up  to  high 
temperatures  in  the  neighborhood  of  the  melting  point.  For  instance  a 
certain  brass  pulled  out  to  a  fine  point,  just  like  glass  would  do.  In 
other  cases,  especially  with  cast  metals,  this  did  not  happen  at  all;  the 
elongation  was  low  and  numerous  cracks  developed  at  varying  distances 
from  the  point  of  fracture. " 

The  behavior  of  zinc  in  tensile  tests  between  room  temperature  and 
200°  C.  has  been  described  by  Mathewson,  Trewin,  and  Finkeldey,"  who 
reproduce  (from  Martens)  the  stress-deformation  curve  for  zinc  tested 
at  room  temperature.  They  state  that  ''permanent  set  increases  after 
each  stage  of  loading  even  in  the  case  of  very  small  loads."    There  is  a 
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rapid  decrease  in  load  as  the  time  of  test  progresses,  the  load  at  the  end 
of  10  min.  having  fallen  to  70  per  cent,  of  the  maximum  stress  registered. 
Thus  zinc  in  tension  at  room  temperatures  exhibits  features  noticeable 
in  the  aluminum-copper  alloy  at  about  200**  C.  The  curves  show  that 
the  tensile  strength  of  zinc  declines  rapidly  at  room  temperature;  the 
flattening  of  this  curve  sets  in  at  about  100^  C.  It  might  be  predicted 
that  the  tensile-strength  curve  would  continue  to  rise  steeply  as  far  as 
— 100®  C.  before  changing  its  rate  of  increase.  The  elongation  of  zinc 
seems  to  increase,  in  general,  as  the  temperature  rises  above  25®  C.  (the 
lowest  temperature  studied).  Above  150°  C,  the  elongation  drops, 
as  does  that  of  aluminum  under  steadily  applied  load  above  500®  C. 
Aluminum  and  zinc  furnish  excellent  examples  from  which  to  judge  of 
the  properties  of  metals  in  the  vicinity  of  their  equicohesive  temperatures 
or  the  range  just  below  and  including  their  ''annealing"  temperatures. 

^^C.  H.  Mathewson,  C.  S.  Trewin,  and  W.  H.  Finkddey:  Some  FropertieB  and 
ApplicatioDB  of  Rolled  Zinc  Strip  and  Drawn  Zino  Rod.    This  volume,  305. 
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General  Considerations 

According  to  Bengough^^  the  elongation  curve  for  copper  falls  abruptly 
from  a  high  value  at  900®  C.  to  zero  at  1050°.  A  fracture  the  same  nature 
as  the  intercrystalline  fracture  of  aluminum  at  630**  C.  seems  to  have 
occurred.  The  curve,  though,  shows  an  inflection  between  800°  and 
900°  C,  which  the  author  is  not  able  to  explain;  this  no  doubt  is  due  to 
a  variable  rate  of  loading.  In  regions  of  rapid  grain  growth,  much  above 
the  annealing  temperature,  the  rate  of  loading  will  so  seriously  disturb 
the  uniformity  of  elongation  figures  as  to  practically  prohibit  the  drawing 
of  a  single  curve  in  this  region.    Jeffries^'  has  shown  a  range  in  elongation 
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due  to  difference  in  loading  rates  and  grain  size  that  meets  the  conditions 
existing  in  higher  temperature  ranges. 

Some  curves  plotted  by  Huntington^*  for  a  copper-nickel  alloy,  showing 
tensile  strength,  elongation,  and  reduction  between  room  temperature 
and  500°  C,  exhibit  discontinuities  at  about  430®  C.  The  values  for 
each  of  these  properties  increase  at  this  temperature,  though  the  curves 
are  drawn  to  omit  the  actual  values.  This  range  happens  to  be  near  the 
critical  temperature  for  the  transformation  in  nickel  and  the  seeming 
irregularities  in  the  curves  mentioned  may  well  be  attributed  to  the  15 
per  cent,  of  the  nickel  in  the  alloy. 

Bengough  applies  the  term  "temperature  of  recuperation"  to  the 
temperature  above  which  the  decrease  in  tensile  strength  becomes  less 

^'G.  D.  Bengough:  A  Study  of  the  Properties  of  Alloys  at  High  Temperatures. 
Jnl  Inst.  Metalfl  (1912)  7. 
"  Op.  cU. 
"  Op.  cU, 
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rapid  with  rising  temperature;  that  is,  the  tensile-strength  curve  flattens 
decidedly.  It  is  stated  that  above  this  temperatiu-e  worked  and  an- 
nealed metal  have  the  same  tensile  strength,  while  below  it  the  worked 
metal  is  the  stronger.  At  temperatures  above  that  of  "recuperation" 
the  metal  resembles  a  viscous  liquid  of  very  low  strength  and  great  duc- 
tility.   It  is  described,  also,  as  ''the  lowest  temperature  at  which  it  is 
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possible  to  harden  a  metal  by  working."  The  diagram  given  by  Ben- 
gough  seems  to  place  the  ''temperature  of  recuperation"  considerably 
above  the  actual  annealing  temperature,  so  that  his  last  definition  is  not 
strictly  in  accord  with  his  curves. 

The  gradual  decrease  in  tensile  strength  above  the  annealing  tempera- 
ture is  explained  by  the  tensile-strength  curves  of  the  coarse-grained 
specimens  of  molybdenum,  Fig.  25.  In  these  samples,  the  tensile  strength 
does  not  decrease  appreciably  over  a  range  of  800^  C. 

When  a  metal  is  deformed  continuously  above  its  annealing  tempera- 
ture, the  amorphous  metal  generated  at  once  recrystallizes.     During  this 
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cycle  the  metal  under  load  will  elongate  through  flow  of  the  amorphous 
as  well  as  deformation  of  the  crystalline  material.  At  a  temperature  well 
above  that  of  annealing,  rapid  loading  augments  this  combined  flow  and 
deformation  and  results  in  high  elongation. 

Conclusions 

Evidence  has  been  produced  to  establish  the  types  of  curves  that 
represent  variation  in  tensile  strength,  elongation,  and  reduction  of  area 
with  variation  in  temperatures  for  all  metals.  These  basic  curves  are 
subject  to  variations  produced  by  any  allotropic  change  that  may  take 
place  in  the  metal  under  consideration. 

Excluding 'allotropic  changes  and  other  specific  characteristics,  all 
metals  possess  the  same  fundamental  properties  and  those  exhibited  by 
any  one  metal  are  functions  of  the  temperature  at  which  the  observa- 
tions are  made. 

The  maximum  reduction  of  area  by  fracture  in  tension  occurs  in  a 
piece  of  metal  in  which  single  grains  occupy  the  entire  cross-section.  In 
the  case  of  two  aggregates,  the  one  of  smaller  grain  size  sufifers  the  greater 
reduction. 

The  ultimate  result  of  decreasing  temperature  is  a  complete  loss  of 
ductility  and  probably  eventually  a  reduction  in  tensile  strength. 
Brittleness  is  first  observed  in  metals  having  equiaxed  structures.  The 
smaller  the  grain  size  of  a  sample  the  lower  is  the  temperature  to  which 
ductility  is  preserved. 

Deformation  of  a  metal  below  its  annealing  temperature  makes  its 
maximum  ductility  at  any  temperature  below  that  of  working  less  than 
that  of  the  same  metal  in  the  unworked  condition.  But  the  worked 
sample  will  retain  its  power  of  elongation  to  a  lower  temperature. 

DISCUSSION 

Zay  Jeffries,  Cleveland,  Ohio. — The  results  of  six  metals,  especially 
when  the  variety  of  the  metals  tested  is  considered,  gives  much  more 
conclusive  evidence  regarding  generalities  than  the  results  on  three. 
The  metals  now  given  these  general  tests  are  tungsten,  iron,  copper, 
molybdenum,  nickel,  and  aluminum.  The  crystal  structures  involved 
represent  the  two  main  types,  with  tungsten,  molybdenum,  and  iron 
as  body  centered  cubic;  and  copper,  nickel,  and  aluminum  as  face 
centered  cubic. 

Lead,  copper,  aluminum,  platinum,  gold,  silver,  and  nickel  crystallize 
in  the  face-centered  cubic  lattice.  It  is  characteristic  of  these  metals 
that  they  hold  their  ductilities  to  very  low  temperatures.  All  of  these 
metals  are  ductile  in  liquid  air  when  annealed.  The  body-centered 
metals  become  brittle  at  a  higher  temperature  on  cooUng  than  the  face- 


DISCUSSION  815 

centered.  Tungsten  and  molybdenum  are  entirely  brittle  in  liquid  air; 
iron,  as  ordinarily  produced,  in  the  annealed  condition  is  brittle  in  liquid 
air.  One  specimen  of  nearly  pure  iron  had  about  11  per  cent,  elongation, 
in  liquid  air;  it  had  been  annealed  at  such  a  temperature  as  to  be  very 
fine  grained.  Mr.  E.  C.  Bain  and  I  have  found  that  manganese  steel 
is  face-centered  cubic  but  iron  at  room  temperature  is  body-centered. 
Hadfield  has  observed  that  manganese  steel  is  very  ductile  in  liquid  air, 
which  bears  out  the  general  conclusion  that  the  face-centered  metals 
retain  their  ductiUties  at  lower  temperatures  than  the  body-centered. 

Another  generality  that  can  be  drawn  from  these  tests  is  that  whether 
the  metal  is  face-centered  or  body-centered,  working  at  a  certain  tem- 
perature below  the  recrystaUization  point  and  testing  at  a  still  lower 
temperature  increases  ductiUty.  That  action  is  not  a  function  of  the 
crystal  structure  but  a  function  of  plastic  deformation. 

Although  we  have  not  studied  specifically  the  eflfect  of  change  of 
temperature  on  hexagonal  metals,  like  zinc  and  magnesium,  these  metals 
harden  at  a  faster  rate  during  deformation  than  the  cubic  metals. 

Another  generality  that  seems  to  hold  pretty  well  is  that  the  rate  of 
change  of  physical  properties  of  metals  with  changing  temperature  is 
somewhat  a  function  of  the  weight  of  the  atom.  The  rate  of  change  of 
aluminum  and  magnesium  is  quite  large;  these  metals  have  light  atoms. 
The  rate  of  change  in  metals  with  heavy  atoms,  such  as  gold,  platinum, 
and  lead,  is  small.  That  generality  should  hold  owing  to  the  mechanism 
of  the  atomic  motion  as  related  to  temperature  itself. 

W.  H.  Bassett,  Waterbury,  Conn. — Will  you  explain  a  little  further 
the  face-centered  and  body-centered  cubic  crystallization? 

Za,y  Jeffries. — In  the  body-centered  lattice,  the  elementary  cube 
consists  of  an  atom  at  each  corner  and  an  atom  in  the  center  of  the  cube. 
In  the  face-centered  lattice,  the  elementary  cubic  unit  consists  of  an 
atom  at  each  corner  and  an  atom  in  the  center  of  each  face  of  the  cube, 
and  these  structures  repeat  throughout  the  mass  of  any  one  crystal. 
Both  structures  are  in  the  isometric  or  the  cubic  system;  in  mineralogy 
the  face-centered  corresponds  most  nearly  to  the  octohedral  structure. 

F.  E.  Carter. — The  composition  of  the  nickel  is  given  as  99.8;  is 
that  nickel  plus  cobalt? 

W.  P.  Sykes. — Yes;  no  attempt  was  made  to  analyze  the  cobalt,  but 
it  was  about  0.5  per  cent. 
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Treatment  Tests  on  Ores  of  Consolidated  Coppermines  Co. 

By  Robert  Linton,*  New  York,  N.  Y. 

(New  York  Meetmg,  February,  1921) 

In  1898,  Joseph  L.  Giroux  and  J.  A.  Snedaker  organized  the  Pilot 
Knob  Copper  Co.  and  began  developing  the  Pilot  Knob  mine  at  Kim- 
berly,  Nev.,  for  high-grade  copper  ores,  carrjdng  good  gold  and  silver 
values,  that  the  formation  had  disclosed.  At  that  time  the  nearest  rail- 
road was  over  150  mi.  distant.  The  high-grade  ores  did  not  prove  to  be 
extensive  at  this  point — at  least  to  the  depth  (240  ft.)  to  which  the  work 
was  carried — but  development  of  neighboring  claims  indicated  extensive 
deposits  of  sulfide  porphyry  ore  of  concentrating  grade  lying  at  shallow 
depth,  and  deeper  deposits  of  direct-smelting  oxidized  ores  occurring  in 
limestone  near  the  limestone-porphyry  contact.  The  properties  passed 
through  the  hands  of  several  organizations,  with  only  meager  develop- 
ment, until  acquired  in  1913  by  Consolidated  Coppermines  Co.,  whose 
holdings  now  comprise  3480  acres  of  mining  claims  in  the  Robinson  dis- 
trict. Since  that  time  development  has  been  prosecuted  more  actively; 
and  for  the  purpose  of  determining  the  most  efficient  and  economical 
method  of  treating  the  ores,  considerable  testing  work  has  been  done 
during  the  past  three  years,  both  in  the  laboratory  and  in  actual  mill 
operations. 

At  first,  the  shipments  were  of  ore  high  enough  in  grade  to  be  profit- 
able even  with  the  long  wagon  hauls  to  the  railroad  and  prevailing 
freight  and  smelting  charges.  In  1905,  a  blast  furnace  and  a  concentra- 
tor were  erected  at  Kimberly.  On  account  of  insufficient  ore  supply,  the 
blast  furnace  was  never  blown  in  and  later  was  dismantled.  The  con- 
centrator as  originally  equipped  was  operated  for  only  about  two  months, 
both  because  the  ore  supply  at  that  time  was  not  sufficient  and  because 
gravity  concentration  did  not  yield  satisfactory  extraction.  The  loca- 
tion and  arrangement  of  the  mill  further  entailed  high  operating  costs. 

In  1908,  the  Nevada  Consolidated  Copper  Co.  began  to  mill  success- 
fully, on  a  large  scale,  its  sulfide  porphyry  ores,  which  are  similar  in 
character  to  the  adjacent  Coppermines  ores.  After  that  time,  all  of 
the  ores  and  concentrates  produced  by  Coppermines  Company  were 
smelted  and  a  considerable  part  of  the  Coppermines  low-grade  ores  con- 
centrated at  the  Steptoe  works  of  the  Nevada  Consolidated  Co. 

*  Vice  President  and  Managing  Director,  Consolidated  Coppmnines  Co. 
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No  records  of  production  prior  to  1906  are  available,  but  the  amount 
was  very  small.  From  1906  to  1911  inclusive,  returns  from  sales  of  ore 
amounted  to  $35,590.35.  In  1912,  shipments  of  ore  to  the  Steptoe  Reduc- 
tion Works  was  conunenced  and  production  of  copper  since  then  has 
been  as  follows: 


Pounds 

COPPBB 

1912 3,768,521 

1913 6,550,088 

1914 : 1,742,979 

1915 !   1,803,366 


Pounds 
Copper 

1916 973,248 

1917 9,801,252 

1918 16,768,481 

1919 3,897,934 


I 


Crusher 


Ore  Btns 


I 


I 


t'€M4p  Trommel 


Coarse 
Rolls 


Two9x3j 
Trommels 


Three 
W/lfley 
Tables 


SxSTiwrmif/ 


3A  Wilf/ey  Tables 

4  mi f  ley  Slimers 
6  Frue  Vanners    . 


Wpiter  Returmd 
to  Rolls  "*" 


I 


Set  fling 
Tanks 


Slimes 
SeHlingTtmki 


Classifier   ) 


Water  Returned  io 
^nner  Qiitribi/hr 


Fig.  1. — Flow  sheet  of  old  concentrator. 


Results  Obtained  with  First  Concentrator 

The  old  concentrator,  which  was  put  into  operation  in  November, 
1908,  and  operated  about  two  months,  produced  concentrates  that  were 
sold  for  $26,570.09.  No  details  of  the  mill  nm  are  on  record.  The  mill 
followed  the  lines  for  water  concentration  in  general  use  at  that  time;  the 
flow  sheet  was  about  as  shown  in  Fig.  1. 
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Results  of  Water  Concentration 

From  1912  to  1919,  considerable  tonpages  of  porphyry  ore  from  the 
Coppermines  properties  were  concentrated  at  the  Steptoe  works,  in  which 
operation  water  concentration  was  used  exclusively.  A  summary  of  the 
results  is  given  in  Table  1. 

Table  1. — Summary  of  Results  of  Water  Coruientration 

1012   1013   1914    1915    1016     1917     1918    1919 

Grade  of  ore,  per  cent. .   1.975  1.73     1.49       1.59       1.54      1.355     1.545   1.385 
Grade  of  concentrates..  12.50  10.20     10.60     10.20      8.21      9.84     10.28 

Ratio  of  concentration.  1 1 . 7 :1 10 .  76 :1 10 .  22 :1 10 .  20 :1  10 .  12 :1 10 .  02: 1 1 1 .  88  :i 

Copper    recovery,    per 
cent 71.165.7    59.30     61.60     60.00    59.86    64.00     62.49 

Details  of  Rbsults  for  Year  1919 

Dry  tons  ore  concentrated 80013              Grade  of  ore 1 .  385 

Dry  tons  concentrates  produced   6735              Grade  of  concentrates 10. 278 

Ratio  of  concentration 11 .  88  into  1   Grade  of  tailings 0 .  567 

Degree  of  concentration 7 .  42  into  1   Per  cent,  recovery 62. 49 

Analtses 

Orb  Goncbntbatbs  Orb      Comcbntratbs 

Cu,  per  cent 1.376  10. 14  CaO,  per  cent 0.7  1.2 

SiO,,  per  cent 63.6  26.6  S,  per  cent 2.7  23.2 

AlaOi,  per  cent 11.8  6.8  Au,  oz 0.011  0.083 

Fe,  percent 5.0  23.9  Ag,  oz 0.045  0.222 

These  results  probably  represent  the  best  that  could  be  done  with 
water  concentration. 

Classification  and  Composition  op  Ores 

Three  classes  of  copper  ores  have  been  developed  on  the  Kimberly 
properties: 

1.  Disseminated  sulfides  in  porphyry  occurring  in  large  continuous 
masses,  which  can  be  mined  at  low  cost  either  by  underground  methods  or 
by  steam  shovel  from  open  pits.  The  copper  is  in  the  form  of  chalcocite 
with  some  associated  pyrite. 

2.  Heavy  sulfide  ore,  in  which  the  copper  occurs  chiefly  as  chalcopy- 
rite,  with  considerably  higher  pyrite  contents.  The  ore  lies  in  porphyry 
on  or  near  the  limestone  porphyry  contact.  In  the  Old  Glory  mine, 
developed  ore  averages  3.21  per  cent,  copper.  In  the  Taylor  mine,  little 
development  work  has  been  done,  but  there  is  promise  of  a  considerable 
tonnage  of  ore  that  will  average  around  3  per  cent,  copper  and  $2  of 
gold  and  silver.  Churn  drilling  and  underground  development  in  the 
vicinity  of  the  Old  Glory  mine  indicate  quite  an  additional  tonnage  of 
high-sulfur  ore  of  lower  copper  contents. 


ROBERT  LINTON 


819 


3.  Oxidized  ores  in  limestones,  occurring  as  replacements  along  or 
near  the  limestone-porphyry  contact.  These  ores  have  been  developed 
only  in  the  Alpha  mine,  where  they  occupy  a  leached  and  altered  zone 
that  has  been  developed  for  a  maximum  length  of  about  1000  ft.  (304  m.) 
and  a  maximum  width  of  about  500  ft.,  in  which  the  oxidized  ores  have 
been  followed  by  underground  workings  and  diamond  drilling  from  the 
800-ft.  level  to  1550  ft.  below  the  collar  of  the  shaft.  The  copper  minerals 
are  chiefly  cuprite,  chalcocite,  and  melaconite,  with  some  admixture  of 
azurite,  malachite,  and  native  copper.  The  orebodies  are  irregular  in 
size  and  shape  and  lie  along  much  larger  limonitic  masses,  which  carry 
small  or  fractional  percentages  of  copper.  There  have  been  mined  and 
shipped  from  the  Alpha  mine  about  90,000  tons  of  ore  that  average 
7.42  per  cent,  copper.  In  addition  quite  a  tonnage  of  oxidized  porphyry 
ores  overlies  the  sulfides;  besides,  there  are  in  the  Alpha  mine  oxidized 
ores  lower  than  smelting  grade.  No  plan  for  treating  these  lower  grade 
oxidized  ores  has  as  yet  been  worked  out:  Analyses  of  the  ores  mined 
and  treated  are  given  in  Tables  2  and  3. 


Table  2. — Composition  of  Disseminated  Porphyry  Ore 


1014 


Morris 
Brooks 


Cu,  per  cent 1 .  564 

SiOs,  per  cent 66.0 

AlsOi,  per  cent.. .  ;  12.9 

Fe,  percent |    4.2 

CaO,  per  cent 1.2 

S,  per  cent 

Au,  08 


2.1 
0.016 
Ag,  oz 0.032 


1019 


Morris 
Brooks 


1.376  1.441 
63.6  .85. b 
3.6 
3.8 
2.4 
3.2 
0.02 
0.08 


Table  3. — Composition  of  Direct  Smelting  Oxidized  Ore,  Alpha  Mine 


1017 


Cu,  per  cent 8 .  88 

SiO,,  per  cent 41.80 

AljOi,  per  cent ^  15. 56 

Fe,  per  cent I  13 .  30 

CaO,  per  cent '  140 

S,  per  cent 0.50 

Au,  ounce '  0.005 

Ag,  ounce ,  0.11 


1018 

7.26 

36.00 

23.60 

10.40 

1.40 

0.41 

0.005 

0.13 


1010 


7.8 
34.90 
21.70 
12.40 

0.80 

0.30 

0.0004 

0.008 
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Neither  the  Old  Glory  nor  the  Taylor  ores  have,  as  yet,  been  mined  in 
quantity,  but  sampling  indicates  the  composition  shown  in  Table  4. 

Table  4. — Composition  of  Old  Glory  and  Taylor  Ores 


Old  Glory 


Taylor 
First  ClasB 


Taylor 
Second  Claaa 


Cu,  per  cent 

Insoluble,  per  cent. 

Fe,  percent 

S,  per  cent 

AU,  0J5 

Ag,  oz 


Remodeled  Mill  and  Results  Obtained 

In  the  summer  of  1916,  the  General  Engineering  Co.,  of  Salt  Lake 
City,  Utah,  was  engaged  to  make  tests  on  the  porphyry  sulfide  ores  to 
determine  their  adaptability  to  flotation.  These  tests,  which  were  made 
with  the  Callow  pneumatic  flotation  machine,  satisfied  the  General 
Engineering  Co.  that  the  ore  was  entirely  amenable  to  flotation;  so  it 
recommended  that  the  mill  be  remodeled  in  accordance  with  the  results 
obtained.    A  summary  of  the  tests  is  as  follows : 

1.  974  gm.  of  the  ore  was  ground  in  a  ball  mill  to  pass  48-mesh,  2  lb. 
per  ton  of  oil  being  added.  The  oil  mixture  used  was :  General  Engineer- 
ing Co.,  No.  89,  50  per  cent.;  No.  78,  25* per  cent.;  No.  2,  25  per  cent. 
The  pulp  was  then  treated  in  a  Callow  cell  and  the  flotation  tailings 
retreated  on  a  small  Wilfley  table,  with  the  following  results: 

Total  Copfbb        Oxxdisbd  Ck>ppBK 

Heads  by  assay,  per  cent 1 .41  0. 107 

Heads  calculated  from  products,  per  cent 1 .  48  0. 114 

Flotation  concentrates,  per  cent 16. 10  0. 18 

Flotation  tailings,  per  cent 0.348  0. 109 

Table  concentrates,  per  cent 3. 79  0. 26 

Table  tailings,  per  cent 0.294  0. 107 

Combined  concentrates,  per  cent 14. 05  0. 193 

Final  tailings,  per  cent 0.294  0. 107 

Ratio  of  concentration 11.6  into  1 

Recovery,  total,  per  cent 81 .  86 

Recovery,  oxides,  per  cent 14 .  51 

2.  978  gm.  of  the  ore  was  ground  in  a  ball-mill  to  pass  48-me3h,  with 
sodium  sulfide  added  at  the  rate  of  4  lb.  per  ton,  and  the  same  proportion 
and  mixture  of  oils  used  in  the  first  test.  As  before,  the  pulp  was  treated 
in  a  Callow  cell  and  the  flotation  tailings  retreated  on  a  Wilfley  table; 
the  results  were  as  follows: 
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Total  Coppkb        Oxiduxd  Coppbb 

Heads  by  assay,  per  cent 1 . 41  0. 107 

Heads  calculated  from  products,  per  cent 1 .48  0. 116 

Flotation  concentrates,  per  cent 12. 57  0. 18 

Flotation  tailings,  per  cent 0.246  0. 109 

Table  concentrates,  per  cent 4. 65  0. 29 

Table  tailings,  per  cent 0.20  0. 107 

Combined  concentrates,  per  cent 11 . 90  0. 19 

Final  tailings,  per  cent 0.20  .   0. 107 

Ratio  of  concentration 9 .  14  into  1 

Recovery,  total,  per  cent 87 .  95 

Recovery,  oxides,  per  cent 17 .  85 


In  December,  1916,  additional  tests  were  run  on  a  second  lot  of  ore, 
which  assayed  2.74  per  cent,  total  copper,  0.315  per  cent,  oxidized  copper. 
The  ore  was  crushed  to  48  mesh  with  a  mixture  of  equal  parts  of  coal- 
tar  creosote  and  light  Pensacola  pine  oil.  The  screen  analysis  was  as 
follows: 

Pbr  Cbnt. 

Through  35  mesh  100.00 

Retained  on    48  5 .  88 

Retained  on    65  13.72 

Retained  on  100  10 .  97 


Retained  on  150 

Retained  on  200 

Through  200 


Pbb  Cent. 
16.46 
11.76 
41.71 


Five  tests  were  run,  treating  the  pulp  in  a  Callow  cell  and  retreating 
the  tailings  on  a  Wilfiey  table,  with  the  following  results: 


1 

2 

3 

4 

6 

Copper  assay  flotation  concentrates 
per  cent 

11.94 

22.83 

14.36 
0.79 

74.89 

20.41 

21.78 

20.71 

0.66 

78.14 

■ 

18.30 

20.93 

18.88 

0.63 

79.31 

19.57 

26.40 

21.08 

0.58 

80.81 

21.15 

Copper  assay  table  concentrates, 
per  cent 

20.36 

Copper   assay   combined   concen- 
.  trates,  per  cent 

20.97 

Copper  assay  tailings,  per  cent 

Recovery  copper,  per  cent 

0.60 
79.90 

The  oil  varied  from  5  lb.  per  ton  in  the  first  test  to  2]^  lb.  in  the  last. 
The  five  tests  are  figured  from  five  sets  of  concentrate  and  tailing  samples 
taken  at  intervals  of  approximately  1  hr.  during  mill  run.  The  final 
tests  showed  the  following  results.  Heads,  2.70  per  cent.  (0.315  oxides); 
tailings,  0.73  per  cent.;  ratio  of  concentration,  9.67  into  1;  recovery, 
total,  per  cent.,.  75.83.  The  anialysis  of  concentrates  was:  copper,  19.8 
per  cent.;  iron,  18.58  per  cent.;  insoluble,  35.11  per  cent. 

In  line  with  these  tests,  the  concentrator  was  remodeled  to  use 
pneumatic  oil  flotation,  followed  by  retreatment  of  flotation  tails  on 
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Wilfley  tables.  Its  capacity  was  500  tons  per  day  at  first,  but  later  it  was 
increased  to  1000  tons  per  day;  the  flow  sheet  is  shown  in  Fig.  2. 
Two  runs  were  made:  the  first  from  February  to  December,  1917;  the 
second  from  March,  1918  to  January,  1919.  There  were  treated  as 
follows: 


Year 


1917... 
1918. . . 
1919... 

Total 


Tons  ore 


144,204 

246,417 

17,662 


Grade 
Per  Cent. 


1.69 
1.23 
1.44 


Copper  pro- 
duced 
Pounds 


3,320,727 

4,628,774 

471,605 

8,321,106 


From  the  time  when  the  mill  was  started  in  February,  1917,  to  August, 
1918,  various  combinations  of  coal  tar,  coal-tar  creosote.  No.  80  Pensacola 
pine  oil,  and  No.  4  Barrett  light  flotation  oil  were  employed,  with  lime 
to  maintain  the  circuit  alkaline.  The  details  of  the  operations  are  shown 
in  Table  5. 

Table  5. — Details  of  Mitt  Operations^  February^   1917  to  August^  1918 

\ — r \ n : — m m 1 


§ 


a 
S 

o 

1^ 


Pounds  Oils  Used  per  Ton 
Ore 


1 


s 

6 


o 

:z: 


S 

u 

a 


Egg 

_  O  »H 

.2       ^ 
•♦*  -■  _r 


I 


H 


|8Q 


1^ 


s 


'S3 


1017 

May 

12.4:1 
10.0:1 
10.2:1 
10.0:1 

1.30 
1.36 
1.40 
1.62 

0.00 
0.16 
0.28 
0.24 

0.027  1  0.12 
0.17     1  0.065 
0.21     '  0.032 
0.21 

2.30 
3.40 
2.36 
2.60 

76,8 
30.0 
72.6 
72.4 

13.80 
12.32 
18.62 
16.50 

60.7 
70.1 
71.0 
78.7 

6.20 
4.64 
4.25 
4.02 

2.76 

June 

3.18 

July 

3.22 

August 

3.20 

September 

10.4:1 

1.65 

0.28 

0.26 

3.36 

76.1 

18.42 

83.0 

4.33 

3.07 

October 

11.4:1 

1.44 

0.21 

0.18 

3.77 

78.1 

15.40 

82.2 

4.50 

3.00 

November. . . . 

13.4:1 

1.26 

0.16 

0.16 

3.16 

72.2 

16.20 

75.6 

3.60 

3.10 

December 

12.1:1 

1.26 

0.15 

0.08 

3.68 

70.6 

16.10 

77.4 

3.30 

3.00 

1018 

March 

16.0:1 

1.18 

0.13 

0.10 

3.26 

74.6 

15.20 

73.6 

3.20 

2.0 

April 

18.2:1 

1.33 

0.15 

0.16 

3.62 

62.4 

11.30 

65.8 

3.8 

3.0 

May 

17.7:1 
13.7:1 
21.6:1 

0.06 
1.00 
1.10 

0.18 
0.35 
0.27 

0.06 
0.03 

2.58 
1.38 
1.86 

56.3 
64.1 
55.0 

13.10 
17.00 
17.30 

72.8 
84.8 
>5.8 

4.7 
6.7 
7.4 

3.0 

June 

3.3 

July 

3.0 

August 

20.4:1 

1.17 

0.28 

1.63 

64.7 

20.18 

76.0 

6.1 

3.15 

It  will  thus  be  seen  that  the  results  of  operation  were  fully  up  to  that 
indicated  by  the  preliminary  tests  of  the  General  Engineering  Co.,  when 
the  difference  of  the  grade  of  the  ore  is  taken  into  consideration. 

In  the  summer  of  1918,  Mr.  J.  M.  Callow,  President  of  the  General 
Engineering  Co.,  suggested  to  the  writer  the  use  of  the  patented  "X-Y 
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Reagents, "  which  reagents  —  X-cake  (alpha  +  beta  naphthylamine)  and 
xylidin  (nitrol) — were  being  succiBSsf ully  used  as  a  substitute  for  flotation 
oils.  Accordingly  the  use  of  this  treatment  was  begun  on  Sept.  1,  1918. 
There  was  a  marked  increase  in  the  recovery  of  sulfides,  both  of  copper 
and  of  iron,  and  a  corresponding  decrease  in  the  silica  and  alumina  con- 
tents. The  moistujce  of  the  concentrates  coming  off  the  filters  was  re* 
duced  almost  one  half.  The  use  of  the  reagents  was  continued  until  the 
mill  was  closed  down.  Table  6  shows  the  details  of  operations  during 
this  period. 

Table  6. — Details  of  Mill  Operations,  September,  1918  to  January,  1919 


Ratio 

of 

Conoen- 

tratiim 

ReacentB  Uaed, 

Pounds  per 

Ton 

Lime 

Prop. 

of 
Flota- 
tion 
Cone. 

Copper 
Aaeay 

of 
Cone. 

Mill 
Recov- 
ery 

« 

79.3 

Per  cent. 
on  48 
mesh 

5.6 

Pulp 
Y  Dennty 

X-Cake 

Xylidin 

Sept...... 

61.2:1 

0.225 

0.115 

1.58 

77.9 

18.0 

3.87 

Oct 

21.1:1 

0.129 

0.08 

1.87 

77.6 

20.65 

83.3 

5.33 

3.42 

Not 

19.6:1 

0.121 

0.082 

2.52 

78.8 

20.06 

81.5 

5.4 

3.40 

Dec 

17.5:1 

0.13 

0.076 

2.99 

74:8 

18.85 

[     78.0 

7.28 

3.40 

Jan 

18.7:1 

0.155 

0.99 

2.82 

79.8 

21.0 

86.2 

6.85 

3.55 

For  comparison,  the  results  in  1918  with  oils  and  with  X-Y  reagents 
are  as  follows: 

Coal-tar  Reagents 


Copper,  '    Gold, 
Per  0». 

Cent. 


Silver, 
Oi. 


SiOt. 

Per 

Cent. 


AltOi, 

Per 

Cent. 


Iron, 

Per 

Cent. 


I 


CaOt 

Per 

Cent. 


Sulfur, 

Per 

Cent. 


Analyiit  mill  heads. . . 

AnalyuB  mill  tails 

Analysis  concentrates. 
Recoveries 


1.186 
0.277 
13.623 
78.22 


0.018 
0.009 
0.140 
52.95 


0.059 
0.039 
0.329 
38.11 


87.1 
91.5 
27.3 
2.14 


1.5 

1.1 

7.2 

82.81 


3.5 
2.2 
20.9 
40.84 


2.1 
2.2 
1.3 
4.24 


2.1 
0.5 
22.9 
75.65 


Ratio  of  concentration,  14.68  into  1;  per  cent,  of  HjO  in  concen- 
trate, 17.15;  cost  of  flotation  reagents  per  ton  milled,  7.46  cents. 


X-CAKE  AND  Xylidin 


Copper, 
Per 

Cent. 


Gold. 
Os. 


Silver, 
Os. 


8iO«, 

Per 

Cent. 


A1,0^ 

Per 

Cent. 


Iron, 
Per 


CaO. 
Per 


Cent.     Cent. 


Sulfur, 

Per 

Cent. 


Analysis  mill  heads. .' 

1.336 
0.206 
18.33 
82.31 

0.019 
0.006 
0.210 
69.80 

0.07 
0.04 
0.436 
40.34 

85.9 
90.1 
13.5 
0.97 

2.5 

2.3 

4.5 

12.02 

3.7 
2.1 
27.6 
46.61 

2.5 
2.6 
0.3 
0.64 

2.6 

An^lvvis  mill  tails .,..,,  r ,,,  - 

0.5 

Analysis  concentrates. 

32.1 

Recoveries 

80.70 

Ratio  of  concentration,  19.00  into  1;  per  cent,  of  HiO  in  concen- 
trate, 9.39;  cost  flotation  reagents  per  ton  ore  milled,  15.6  cents. 

Notwithstanding  the  considerably  higher  cost  per  ton  of  X-Y  reagents, 
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an  actual  per  ton  saving  was  made  by  their  adoption  for  the  reason  that 
a  higher  ratio  of  concentration  was  obtained  and  consequently  a  higher 
grade  of  concentrate.  This  reacted  in  favor  of  lower  costs,  as  follows: 
First,  a  smaller  tonnage  of  concentrate  was  handled  in  the  mill  (filtered, 
etc.).  Second,  a  smaller  tonnage  of  concentrate  was  treated  by  the 
smelter,  cutting  freight  and  treatment  charges  per. ton  almost  in  two. 
Third,  the  higher  grade  of  concentrate  was  made  largely  by  the  elimina- 
tion of  colloidal  matter,  giving  a  more  granular  product.  This,  combined 
with  the  smaller  tonnage  to  he  handled,  made  it  possible  to  filter  the  con- 
centrate in  one  shift  with  one  or  two  filters,  whereas  with  the  old  concen- 
trate, produced  with  coal-tar  reagents,  three  shifts  with  three  filters 
were  necessary  to  handle  the  concentrate  produced.  Fourth,  owing  to 
the  more  granular  nature  of  the  concentrate,  as  compared  with  that  pro- 
duced with  coal-tar  reagents,  a  thicker,  dryer  cake  was  produced  by  the 
filters,  thus  saving  freight  on  moisture. 

Tests  of  Orb  in  Minerals  Separation  Machine 

In  the  spring  of  1918,  Mr.  Frederick  Laist,  of  Anaconda,  Mont., 
was  called  into  consultation  on  the  metallurgy  of  the  Coppermines  ores. 
Under  his  direction,  a  series  of  tests  was  run  in  an  outside  testing  plant, 
using  a  Minerals  Separation  type  of  apparatus.  The  complete  analysis 
of  the  ore,  which  was  a  10-ton  lot  shipped  from  the  Morris-Brooks  mine, 
is  given  in  Table  7. 

Table  7. — Analysis  of  Ore  from  Morris^Brooks  Mine 

Cu,  total,  per  cent . .   1 .  29  Zn Trace  Insoluble,  per  cent. .  84 . 4 

Cu,  oxide,  per  cenfc. .  0.03  FeO,  per  cent...  6.6  AlsOs,  per  cent 9.8 

Ag,  oz.  per  ton 0 .  10  S,  per  cent 2.7  AbsOi,  per  cent 0.21 

Au,  per  cent Trace  CaO,  per  cent. .   1.7  Sb|Oi,  per  cent Trace 

Pb,  per  cent Trace  MgO,  per  cent.   1 . 3  Mn,  per  cent nil 

Tests  of  this  ore  were  run  in  July  and  August,  1918,  and  again  in 
April  and  May,  1919.  Oxidation  had  been  going  on  in  the  ore,  which  had 
been  lying  exposed  to  the  weather,  so  that  the  proportion  of  copper  as 
oxide  had  risen  from  0.03  to  0.18  per  cent.  Probably  for  this  reason  the 
recoveries  in  1919  were  not  quite  as  high  as  in  1918,  when  the  tests  were 
made  on  fresh  ore.  Four  tests  were  run  in  1918  and  eight  in  1919,  using 
from  762  to  1497  lb.  of  ore.  In  1918,  the  pulp  was  floated  in  a  twelve- 
cell  Minerals  Separation  machine  used  as  a  rougher  and  the  concentrates 
cleaned  in  a  single-cell  machine.  During  the  winter  of  1918-19,  the 
twelve-cell  machine  was  arranged  so  that  three  cells  could  be  used  as 
cleaners;  the  1919  tests  were  run  in  this  modified  machine,  with  the 
further  object  of  determining  whether  or  not  the  working  temperature 
could  be  reduced,  which  had  been  indicated  in  the  first  tests.  It  was 
found  that  by  using  a  combination  of  65  per  cent,  coal  tar,  30  per  cent, 
crude  pine  oil,  and  5  per  cent,  steam-distilled  pine  oil,  good  results  were 
obtained  down  to  55°  F.    Slightly  better  results  were  obtained  at  75°  F. 
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but  the  increased  recovery  would  not  justify  the  cost  of  heating.  The 
classifier  overflow  and  tailings  samples  were  taken  automatically  once 
every  minute  over  the  four-  to  five-hour  testing  period.  The  total  con- 
centrate was  cleaned  and  sampled.  The  results  are  given  in  Tables  8 
and  9. 

Table  8. — '* Roughing*^  Test  Results  Obtained  on  12-^:eU  Minerals  Separation 

Machine  in  Jvly  and  Av^ustj  1918 


Test  Number. 


Feed,  total,  pounds 

Cu,  per  cent 

Concentrates,  pounds 

Cu,  per  cent 

Insoluble,  per  cent 

SiOi,  per  cent 

FeO,  per  cent 

AljOj,  per  cent 

CaO,  per  cent 

S,  per  cent 

AsjOa,  per  cent 

Ratio  of  concentration 

Tailings,  Cu,  per  cent 

Recovery,  Cu,  by  assays,    per 

cent 

Density   of   circuit,   per   cent. 

solids 

Temperature  of  circuit,  degrees 

F 

Reagents,  lb.  per  ton  of  feed, 

NaOH 

To  elevator  oil  No.  1 

To  middlings,  oil  No.  2 


2.0 

0.95 

0.42 


The  cleaning  tests  indicated  that  the  following  results  could  be  ex- 
pected: Feed,  1.29  per  cent,  copper;  concentrates,  13.08  per  cent,  copper; 
concentrates,  25.00  per  cent,  insoluble;  tailings,  0.16  per  cent,  copper; 
recovery,  88.8  per  cent. 

Oil  No.  1  cftntained  65  per  cent,  coal  tar,  30  per  cent.  Pensacola 
crude  pine  oil,  and  5  per  cent,  steam-distilled  pine  oil.  Oil  No.  2  con- 
tained 50  per  cent,  coal  tar,  45  per  cent.  Pensacola  crude  pine  oil,  5  per 
cent,  steam-distilled  pine  oil. 

The  conclusions  were  that  a  concentrate  could  probably  be  made 
carrying  20  to  25  per  cent,  insoluble,  a  tailing  carrying  0.15  per  cent, 
copper,  and  a  recovery  of  88  per  cent.  Some  tests  with  the  Callow  pneu- 
matic cell  were  made  at  the  same  testing  plant,  but  the  results  were  much 
less  satisfactory,  requiring  about  twice  the  quantity  of  reagents  and  yield- 
ing tailings  carrying  about  twice  the  copper,  as  the  Minerals  Separation 
machine. 
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Table  9.— Teats  Obtained  on  Modified  12-CeU  M.  S.  Machine,  1919 


Test  Number. 


16 


18 


19 


Feed,  total,  poundB 

48-meBh,  per  cent 

Copper,  per  cent 

Oxide  copper,  per  cent 

Rough  concentrates: 

Copper,  per  cent 

Insoluble,  per  cent 

Clean  concentrates,  pound 

Copper,  per  cent 

Insoluble,  per  cent 

FeO,  per  cent 

Sulfur,  per  cent 

Tailings: 

Copper,  per  cent 

Oxide  copper,  per  cent 

Ratio  of  concentration 

ReooTery  copper,  per  cent. 
,  By  aBsays,  sulfide  copper 

By  assays 

Density  of  circuit,  per  cent,  solids. 

Temperature  of  mill,  degrees  F 

Ten\perature  of  clean  concentrates . 

Temperature  of  circuit 

Reagents,  pounds  per  ton: 

NaOH,  to  mill 

To  elevator 

To  clean  concentrates 

Oil  No.  1  to  mill 

Oil  No.  1  to  elevator 

Oil  No.  1  to  middlings 

Oil  No.  2  to  middlings 


702 
6.0 
1.20 
0.14 

7.75 
57.8 
42.4 


023 
2.7 
1.37 
0.27 

7.70 
66.2 
66.1 


1123 
2.8 
1.24 
0.16 


1311 
4.8 
1.30 
0.15 


0.60  10. 
62.7    53. 


23 


020 
2.8 
1.27 
0.17 


24 


1264 
4.7 
1.81 
0.18 


06  11.50 
2    37.8 


17.6014.72 


31.7 
24.7 
21.2 

0.21 
0.10 
18.0 

90.2 

83.5 

28.8 

50 

60 

60 


36.6 
24.5 
20.6 

0.20 
0.09 
14.0 

90.7 

86.6 

24.4 

57 

86 

73 


70.6  ;68.0 
17.86  20.19 
34.4    29.6 
23.0    24.8 
19.6    22.3 


2.00!   2.00 


1.14    0.93 


0.12 


0.83 


0.19 
0.09 
15.9 

91.2 

85.7 

16.7 

50 

48 

51 

2.00 

0.60 
1.05 

0.39 


0 

0 

10 


26 
10 
3 


86.8 
81.1 
21.0  i23.8 


53.6 

16.73 

16.2 

35.4 

32.9 

0.25 
0.09 
17.2 

85.3 
81.6 


25      28 


987 
3.2 
1.20 
0.19 


10.12    9 

41.7  40. 

66.8  58. 
17.67  16. 
12.8 
37.5 
33.8 


15. 
36. 
32. 


58 
51 
54 

2.00 

0.60 
0.95 


0.20 


88 
86 
74 


2.00 

0.65 
0.30 


0.28    0. 

0.08|  0. 

18.0    16. 


83.3 
79.9 

65 

100 

72 


2.00 


0.49 
0.22 


44 

8 

8 

70 

0 

0 

3 

26' 
10 
8 


937 

1.8 

1.25 

0.19 

8.42 

48.2 

61.1 

13.73 

25.3 

32.3 

28.2 

85.0 
79.6 

82 
82 
64 


0.27 
0.10 
15.3 

85.0 

80.0 

28.0 

63 

64 

60 


2.00    2.00 


0.45    0.74 
0.42!  0.45 


CONCLITSIONS 

The  results  of  the  various  test  runs  made  on  the  Coppermines  porphjrry 
ores,  both  in  the  testing  plants  with  small  capacity  apparatus  and  in  the 
Kimberly  mill  on  a  scale  of  500  to  1000  tons  per  day  have  demonstrated: 

1.  That  a  recovery  of  85  per  cent,  can  be  made  from  ore  averaging 
1.4  per  cent,  copper,  with  a  ratio  of  concentration  of  at  least  15  into  1, 
and  with  concentrates  that  carry  less  than  10  per  cent,  moisture. 

2.  That  the  concentrates  produced  will,  in  combination  with  suitable 
proportions  of  Alpha  oxidized  ore  and  heavy  sulfide  ore  or  concentrates, 
provide  a  very  advantageous  mixture  for  reverberatory  smelting,  re- 
quiring the  addition  of  little,  if  any,  barren  flux. 

3.  That  the  most  advantageous  smelting  mixture  can  be  obtained 
by  treating  daily  2000  tons  of  disseminated  porphyry  ore,  150  tons  of 
heavy  sulfide  ore,  and  150  tons  of  Alpha  oxidized  ore,  with  multiples  of 
these  tonnages  in  the  same  proportion  for  larger  scale  operations. 

4.  That,  in  the  treatment  of  the  Kimberly  ores,  by  pneumatic  flota- 
tion at  least,  the  use  of  X-Y  reagents  is  more  satisfactory  in  operation 
and  yields  much  better  results  than  can  be  obtained  from  flotation  oils. 
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DISCUSSION 

J.  M.  Callow,  Salt  Lake  City,  Utah  (written  discussion). — In 
addition  to  the  marked  superiority  of  the  X-Y  reagents  over  oils  in  the 
recovery  of  copper  and  the  grade  of  the  concentrates  that  Mr.  Linton  has 
pointed  out,  the  tables  on  page  824  show  a  greater  recovery  of  the  gold 
and  (to  a  lesser  extent)  silver.  Raising  the  recoveries  from  78.22  to 
82.31  per  cent,  and  the  concentrates  from  13.62  to  18.33  per  cent,  copper, 
reducing  the  combined  silica  and  alumina  from  34.15  to  18  per  cent,  and 
the  moisture  in  the  concentrates  from  14.68  to  9.39  per  cent,  are  all 
positive  accomplishments  shown  by  the  tables,  but  a  result  that  the 
tabulations  cannot  show  is  the  much  greater  ease  and  the  smaller  skill 
required  to  produce  a  better  and  more  unif orn\  result  than  can  be  obtained 
with  oils. 

X-cake  is  crude  alpha-naphthylamine  and  Y  (liquid)  is  crude  xylidin. 
The  letters  are  used  for  simplicity.  X-cake  is  the  flotation  agent  and 
xylidin  is  used  as  a  solvent.  The  standard  X-Y  mixture,  made  up  of 
60  per  cent,  crude  alpha-naphthylamine  and  40  per  cent,  crude  xylidin, 
is  shipped  in  drums  or  tank  cars.  It  is  added  to  the  flotation  feed  in 
the  same  manner  as  the  usual  flotation  oils,  except  that  it  may  be  added 
at  the  flotation  cells  instead  of  in  the  grinding  mills. 

The  remarkable  difference  in  the  filtering  rate  and  the  percentage 
of  moisture  in  the  filtered  concentrate  is  explained  by  the  property  of  the 
X-Y  reagents  to  float  less  of  the  slimy  and  colloidal  gangue.  Con- 
centrates made  by  these  reagents  will  settle  much  faster  and  give  a  much 
thicker  filter  feed,  varying  from  65  to  70  per  cent,  solids.  It  is, 
therefore,  possible  to  introduce  the  table  concentrates  with  the  flotation 
product  without  experiencing  any  difficulty  in  the  operation  of  the 
filters  on  account  of  this  coarser  material  settling  in  the  bottom  of  the 
filter  tanks.  With  this  mixture  of  products  at  Coppermines,  even  where 
producing  a  filter  cake  from  2  to  3  in.  thick,  the  moisture  content  still 
remained  below  10  per  cent. 

In  regard  to  the  tests  made  by  Mr.  Laist  in  a  Minerals  Separation 
machine  with  oils,  from  which  the  conclusion  is  drawn  that  a  concentrate 
could  probably  be  made  carrying  20  to  25  per  cent,  insoluble,  a  tailing 
carrying  0.15  per  cent,  copper,  and  a  recovery  of  88  per  cent.,  two 
important  factors  must  have  been  assumed :  First,  that  the  ore  would  not 
become  oxidized  after  breaking  in  the  mine  and,  second,  that  the  clean 
ore  from  the  orebody  proper  would  not  become  mixed  with  the  capping 
from  the  oxidized  zone;  as  a  matter  of  fact  both  of  these  occurred 
during  the  whole  of  the  mill-operating  period  mentioned. 

It  must  also  have  been  assumed  that  the  continued  use  of  approxi- 
mately 0.4  lb.  of  pine  oil  in  a  closed  alkaline  circuit  (where  the  tailings 
discharge  is  maintained  at  thicker  than  50  per  cent,  solids)  would  not 
bring  about  complications.     In  practical  operations  with  Coppermines' 
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mine  water,  it  was  found  that  a  inuch  smaller  quantity  of  pine  oil  did 
interfere,  and  that  the  results  improved  as  the  quantity  of  pine  oil  was 
reduced  to  a  minimum.  The  amount  of  pine  oil  used  was  gradually 
reduced  to  0.03  lb.  per  ton  and  finally  discontinued  entirely.  It  is  to  be 
presumed  that  these  tests  were  conducted  with  ordinary  city  water. 
The  mine  water  and  that  used  in  the  Salt  Lake  City  laboratory  were  so 
different  that  oils  that  gave  good  results  in  Salt  Lake  City  failed  com- 
pletely when  used  at  the  plant.  Test-plant  results  can  be  duplicated  in 
practice  only  when  all  the  test-plant  conditions  are  duplicated  in  practice, 
and  vice  versa. 

If  the  results  given  in  Tables  8  and  9  are  taken  in  conjunction 
with  the  fourth  conclusion  at  the  end  of  the  paper,  the  impression  is 
gained  that  violent  agitation  gives  better  results  than  the  pneumatic 
machines.  To  this  and  to  the  remarks  regarding  the  experiments  with 
pneumatic  machines  at  the  testing  plant,  the  writer  takes  exception. 

The  1918  results  with  oils  and  pneumatic  flotation  in  the  mill  com- 
pare very  favorably  with  the  testing-plant  results,  without  making 
any  allowance  for  the  difference  in  conditions,  especially  as  to  crushing 
and  heat  and  the  interference  to  flotation  due  to  capping  in  the  mill  ore. 
These  comparisons  are  made  additionally  plain  by  Table  10. 

Table  10 

Per  Cbnt.  Psh  Cbnt.      Feb  Cent,  of 

ON  OF  CoppBB       Copper  in 

48  Msau  RbCOVERED  CONCBNTBATBfe 

Average  of  eight  testing-plant  tests,  Table  9.  3.4  82 . 2  16.7 
Mill  results,  Sept.,  1918  to  Jan.,  1919,  X-Y 

reagents 6.07  82.31  20.7 

MUl  results,  1918,  with  oils. 5.17  78.22  13.62 
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Steel  Chimneys  and  their  Linings  in  Copper  Smelting  Plants 

Bt  a.  Q.  McGbbgob,  Warren,  Abiz. 

(New  York  Meeting,  Februatry.  1921) 

In  the  Southwest  a  number  of  large  steel  chimneys  discharge  the 
gases  from  the  copper  smelting  furnaces.  Some  of  these  chimneys  show 
no  deterioration  after  twenty  years,  others  show  serious  deterioration 
after  four  years  service. 

A  steel  stack  20  ft.  7^  in.  (6.3  m.)  in  diameter  by  279  ft.  (86  m.) 
high,  Fig.  1,  used  for  roaster  gases  only  at  the  Calumet  &  Arizona  Mining 
Co.'s  plant  at  Douglas,  Ariz.,  was  lined  to  the  top  of  the  bell,  40  ft. 
(12  m.)  from  the  base,  with  common  brick  placed  on  end,  lime  and  cement 
mortar  being  used.  Above  the  bell,  the  stack  was  lined  with  4  by  4  by 
8  in.  (10  by  10  by  20  cm.)  building  tile,  placed  on  end,  making  a  Uning 
4  in.  thick.  The  tiles  were  supported  on  angle-iron  rings,  riveted  to  the 
inside  of  the  chimney  shell  about  15  ft.  apart. 

The  chimney  was  put  into  use  in  the  latter  part  of  1913.  Four  years 
later,  considerable  of  the  tile  lining  had  fallen  out  of  place  and  mixed  with 
the  flue  dust  at  the  bottom  of  the  chimney.  About  a  year  later,  several 
flattened  and  distorted  sheets  were  noticed  about  70  ft.  below  the  top. 
An  investigation  showed  that  the  thickness  of  these  distorted  sheets, 
which  was  originally  ^  in.,  had  been  reduced  one  half.  One  year  later, 
or  six  years  after  the  chimney  weut  into  use,  several  holes,  a  square  foot 
and  smaller  in  area,  appeared  near  the  flat  spots  mentioned.  Soon  after- 
wards, when  the  chimney  was  shut  down  for  repairs,  it  was  found  that 
most  of  the  tile  lining  for  125  ft.  from  the  top  had  fallen  out  and  that  the 
steel  shell  was  badly  corroded;  but  where  the  lining  remained  in  place  the 
shell  was  undamaged.  Many  of  the  tile  which  had  fallen  out  of  place 
had  become  soft  or  flaky  and  crumbling,  others  were  as  hard  as  when 
placed.  An  analysis  of  the  hard  and  soft  tile  is  shown  on  p.  2.  These 
tile  were  of  a  fireclay  mixture,  and  were  used  instead  of  common  brick 
on  account  of  lower  cost. 

The  steel  forming  the  upper  125  ft.  (38  m.)  was  replaced,  and  a 
43^-in.  (11-cm.)  Uning  of  firebrick  was  laid  from  the  bell  to  the  top  of  the 
chimney.  The  brick  were  placed  on  end,  wedges  and  keys  being  used. 
After  each  8-in.  course  was  set,  keyed,  and  wedged  tight,  thin  mortar 
— water,  sodium  silicate,  and  finely  ground  silica — was  worked  into  the 
joints.  The  brick  are  supported  on  angle-iron  rings,  every  15  ft.,  in  ihe 
same  way  as  the  tile. 
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Analybib  of  Tilb  Lining  in  Roabtbb  Chimney 

Habo  Tils,         Sorr  and 
Pbb  Cbnt.       CsniiBLXNa 

Tilb, 
Pbb  Cbkt. 

SiUoa,  SiOi 66. 1  69.6 

Alumina,  AliO, 22.9  18. 1 

Ferric  oxide,  FesOs 3.5  3.6 

Calcium  oxide,  CaO I.I  1.0 

Ferrous  sulfate,  FeSO^ 1.1  16 

Calcium  sulfate,  Ca804 1.3  2.3 

Aluminum  sulfate,  AlsCSOOs 0.7  1.3 

Copper  sulfate,  CuSOi tr.  0.1 

Absorbed  water 1.4  2.1 

While  many  common  brick  and  tile  can  be  .boiled  in  sulfuric  acid, 
without  any  signs  of  deterioration,  they  will  often  slowly  disintegrate 
when  exposed  to  gases  from  smelting-plant  furnaces.  In  the  case  of  three 
reverberatory  furnace  flues  and  two  roaster  dust  chambers  and  flues  where 
ordinary  red  building  tile  were  used  instead  of  brick,  the  reverberatory 
flues  carrjdng  the  gases  between  the  wast&-heat  boilers  and  the  smoke 
stack,  one  flue  had  to  be  reconstructed  within  two  years,  one  has  been  in 
operation  five  years,  and  the  third  seven  years,  without  any  apparent 
deterioration  in  the  structure  of  the  tile.  The  tile  in  both  roaster  dust 
chambers  and  flues  have  given  trouble  and  a  number  of  sections  have  been 
replaced  or  repaired.  The  rapid  deterioration  of  the  first  flue  was 
probably  due  to  the  cooler  gases  because  fewer  furnaces  discharge  into 
it  than  into  the  others. 

When  tile  are  exposed  to  the  deleterious  action  of  the  gases,  their 
thin  walls  gradually  disintegrate  and  finally  fail.  Brick  are  more  satis- 
factory for  the  walls  of  flues  and  dust  chambers  than  tile.  Brick  exposed 
to  low-temperature  gases  disintegrate  in  the  same  way,  but  the  rate  of 
disintegration  is  gradually  reduced  so  that  many  years  pass  before  the 
brick  are  injured  sufficiently  to  cause  them  to  fail. 

Tile-lined  Stack  for  Blast  and  Reverberatory  Furnaces 

At  the  same  plant,  a  steel  chimney,  25  ft.  Q^'i  in.  (7.8  m.)  in  diameter 
by  305  ft.  (92.9  m.)  high,  Fig.  2,  lined  with  hollow  building  tile,  has  been 
in  use  since  June,  1913.  The  lining  is  still  in  place  and  no  deterioration  of 
any  part  of  the  structure  is  apparent.  This  stack  is  used  for  discharging 
the  gases  from  blast  furnaces  and  reverberatory  furnaces,  which  are 
hotter  than  the  gases  in  the  roaster  stack. 

Brick-lined  Blast-furnace  Stack 

At  Cananea,  a  steel  chimney  19  ft.  9  in.  (6  m.)  in  diameter  by  170  ft 
(51.8  m.)  high  was  put  into  service  in  1903  in  connection  with  the  blast 
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furnaces;  it  is  lined  with  common  isrick.  The  lining  of  the  lower  85  ft. 
(25.9  m.)  is  6  in.  (15  cm.)  thick,  being  madeof  bIockH2>^  by  6by  12in.; 
the  lining  of  the  upper  85  ft.  is  4H  in-  thick,  being  made  of  blocks  2}^  by 
^H  hy  12  in.     All  blocks  are  made  radial  to  suit  the  circle  in  which  they 
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are  laid.  This  chimney  has  been  cold  a  number  of  times  for  periods  of 
from  several  days'  to  a  year's  duration,  but  there  is  no  apparent 
deterioration. 


Bbick-linbd  Stack  for  Various  Furnaces 

At  the  United  Verde  Ck>pper  Co.'s  smelting  plant  at  Clarkdale,  Ariz., 
a  steel  chimney  30  ft.  9)4  in.  (9.3  m.)  in  diameter  and  400  ft.  (121.9  m.) 


.   Q.  UCQREGOR 


833 


high,  Fig.  3,  was  put  into  service  in  June,  1915.  The  gases  from  the 
blast,  roaster,  and  reverberatory  furnaces  and  the  converters  pass 
through  it.  The  43^-in.  brick  lining  is  supported  on  angle  iron  rings 
la  ft.  apart.  Recently  K-iu-  [test  holes,  drilled  in  the  steel  shell  at 
intervals  alijthc^way  to  the  top,  showed  no  signs  of  corrosion. 


il 


IM 


USED     FOR  CONVERTBR   OASES,   BUILT 
AS  BLAST-FCRNACE    CHIMNBT. 


Unlined  Stacks  fob  Convebteb  Gases 

At  the  Calumet  &  Arizona  plant  at  Douglas,  there  is  a  steel  chimney, 
15  ft.  (4.5  m.)  diameter  by  200  ft.  (60.9  m.)  high,  Fig.  4.  It  has  been 
unhned  since  it  was  erected  at  the  original  plant  of  the  company,  in  1906, 
as  a  chimney  for  the  blast  furnaces.  In  the  latter  part  of  1913,  this  plant 
was  shut  down,  so  the  chimney  was  dismantled  and  re-erected  at  the  new 
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plant  where  it  has  served  as  the  converter  department  cfainmey.     It 
is  still  in  apparently  as  good  condition  as  when  new. 

At  the  International  Smelting  Co.'s  plant,  at  Miami,  a  steel  stack, 
15  ft.  diameter  by  200  ft.  high,  Fig.  5,  is  used  for  dischai^ng  the  gases 
frobi  the  converter  department.  It  is  unhned  and  has  been  in  use  since 
May,  1915,  except  during  a  six  weeks'  atrike  in  the'  rainy  season.  At 
present  it  shows  no  signs  of  deterioration. 


Fio.  5. — Unlinbd  stkbl  stack 


Ununed  Stacks  fob  Blast  Fttrnacbb  and  Contertbks 

At  Morenci,  Anz.,  the  Detroit  Copper  Co.  put  into  operation,  in 
September,  1899,  an  unhned  steel  stack,  13  ft.  (3.9  m.)  diameter  by  165  ft. 
(SO  m.)  high,  to  discharge  the  gases  from  copper  blast  furnaces  and  con* 
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verters.  It  has  been  cold  during  several  periods  on  account  of  strikes. 
At  the  present  time,  the  stack  is  in  good  condition,  with  the  exception  of 
the  upper  12  ft.,  where  it  has  commenced  to  deteriorate  quite  badly  since 
the  plant  was  shut  down  eight  months  ago. 

At  the  Copper  Queen  smelting  works  in  Douglas,  an  unhned  steel 
chimney,  25  ft.  (7.6  m.)  in  diameter  by  260  ft.  (79  m.)  high,  was  put  into 
service  in  June,  1904,  to  discharge  the  gases  from  the  blast  furnaces  and 
converters.  A  recent  investigation  showed  that  the  interior  was  coated 
with  flue  dust,  about  2}4  i^»  (6.35  cm.)  thick,  but  that  the  steel  is  of  its 
original  thickness.  The  chimney  has  not  been  cold  since  1906.  The 
minimum  temperature  of  the  gases  in  this  chimney  is  325°  F. 

At  the  Old  Dominion  smelting  plant  in  Globe,  an  unlined  steel  stack 
14  ft.  (4  m.)  in  diameter  by  200  ft.  (60.9  m.)  hi^,  has  been  in  use  since 
August,  1904,  to  carry  the  gases  from  the  blast  furnaces  and  converters. 
The  plant  has  been  shut  down  several  times,  once  for  six  weeks  during  the 
rainy  season,  but  the  stack  shows  no  deterioration. 

Unhned  Stacks  for  Rbverbbratory  Furnaces 

At  the  International  Smelting  Co.'s  plant  at  Miami,  Ariz.,  a  steel 
chimney  22  ft.  (6.7  m.)  in  diameter  by  300  ft.  (91  mi.)  high.  Fig.  6, 
discharges  the  gases  from  the  reverberatory  furnaces.  When  the  chim- 
ney was  built,  it  was  thought  that  a  lining  would  not  be  required  but  as 
the  reverberatory  furnaces  have  waste  heat  boilers  installed  between  them 
and  the  flue  leading  to  the  chimney  and  as  there  was  a  possibiUty  that 
the  boilers  might  be  bypassed  at  some  time  and  the  hot  gases  from  the 
reverberatory  furnaces  allowed  to  go  directly  to  the  stack  without  much 
cooUng,  it  was  decided  to  Une  the  lower  100  ft.  In  the  bell,  common  red 
brick  was  used;  above  the  bell  common  red  building  tile  4  in.  thick  was 
used.  The  chimney  was  put  into  use  in  May,  1915.  In  1917  the  plant 
was  shut  down,  on  account  of  a  strike,  for  six  weeks  during  the  rainy 
season.  About  a  year  later,  it  was  noticed  that  certain  sheets  had  become 
distorted  and  an  investigation  showed  that  the  steel  sheets  above  the 
lining  were  seriously  weakened  from  corrosion.  A  temporary  repair 
was  made  by  reinforcing  the  chimney  for  75  ft.  with  an  outer  steel  shell. 
As  corrosion  is  continuing,  a  new  radial  brick-tile  chimney  is  being 
built  to  replace  the  steel  chimney. 

A  steel  chimney  at  the  reverberatory  furnace  plant  of  the  Cananea 
ConsoUdated  Copper  Co.  12  ft.  (3.6  m.)  in  diameter  by  171  ft.  (52  m.) 
high,  had  a  9H-in,  (24-cm.)  firebrick  lining  in  the  lower  half  and  a  4^- 
in.  (12-cm.)  firebrick  Uning  in  the  upper  half.  This  chimney  was  put  into 
service  in  1902,  and  after  a  year's  service  as  a  blast-furnace  smokestack,  it 
was  unused  until  1908,  when  it  was  put  into  service  as  a  reverberatory 
furnace  stack.    In  1910,  the  reverberatory  furnaces  needed  more  draft  so 
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the  brick  lining  of  the  chimney  was  removed,  as  it  was  thought  that 
reverberatory  furnace  gases  would  not  injure  the  steel.  In  1917,  it  was 
necessary  to  renew  the  upper  75  ft.  of  the  stack,  but  the  lower  part  of  the 
stack  had  deteriorated  but  little.     The  stack  was  not  relined. 

Conclusion 

Based  only  on  the  examples  cited,  the  following  conclusions  may  be 
drawn:  Unhned  steel  chimneys  have  not  given  satisfactory  service  when 
used  for  roaster  or  reverberatory  furnaces.  Unlined  steel  chimneys  have 
given  satisfactory  service  for  long  periods  when  used  for  blast  furnace 
and  converter  gases. 

Building  tile  have  proved  unsatisfactory  for  chimney  linings  or  for 
the  construction  of  walls  for  flues  and  dust  chambers  where  exposed  to 
roaster  furnace  gases  or  cool  reverberatory  furnace  gases. 

These  conclusions  apply  to  the  ordinary  conditions  in  copper  smelting 
plants,  where  waste-heat  boilers  are  used  in  connection  with  reverberatory 
furnaces,  and  where  no  particular  effort  is  made  to  maintain  the  gases  at 
a  high  temperature  in  the  flues,  dust  chambers,  and  stacks. 

DISCUSSION 

C.  R.  KtJZELL,  Clarkdale,  Ariz,  (written  discussion). — In  considering 
the  possible  deterioration  of  a  steel  stack,  one  may  be  guided  by  the 
presence  in  the  ore  of  such  impurities  as  zinc,  which  may  be  fumed  off  in 
certain  furnace  operations  in  sufficient  quantities  to  neutralize  the  acid 
fumes. 

The  steel  stack  of  the  United  Verde  Copper  Co.  at  Clarkdale,  Ariz., 
mentioned  by  Mr.  McGregor,  handles  the  gases  from  all  departments. 
As  there  is  sufficient  zinc  fumed  off  in  the  blast  furnace  and  converter 
operations  to  neutralize  the  gases,  there  has  been  no  corrosion.  However, 
the  roaster  gases  are  quite  acid  and,  as  no  zinc  is  fumed  off  in  the  roasting 
operation,  such  gases  if  handled  by  a  separate  steel  stack  would  likely 
corrode  it.  The  rate  of  corrosion  would  be  retarded  in  such  a  case  by  the 
installation  of  a  Cottrell  treater. 

The  conclusion  that  unlined  steel  chimneys  have  given  satisfactory 
service  for  long  periods  when  used  for  blast-furnace  and  converter  gases  is 
correct,  but  one  can  imagine  cases  in  which  this  would  not  be  so.  For 
instance,  corrosion  could  be  expected  in  a  stack  handling  untreated  gases 
from  the  conversion  of  matte  that  did  not  contain  fuming  constituents, 
such  as  zinc  and  lead. 

E.  E.  Thum,  New  York,  N.  Y. — The  kind  of  smoke  passing  through 
and  the  outside  atmospheric  conditions  are  controlling  factors  in  the 
life  of  a  steel  stack,  although  that  fact  is  noc  brought  out  in  the  paper. 
In  his  conclusions,  the  author  merely  notes  the  fact  that  unlined  steel 
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chimneys  have  not  been  satisfactory  in  roaster  or  reverberatory  service. 
The  paper  shows  that  the  deterioration  is  not  so  marked  in  one  part  of 
the  stack  as  in  another  part;  if  the  reason  for  this  were  determined^  that 
information  would  be  very  valuable.  Again,  why  should  corrosion  be 
severe  during  shutdowns? 

Another  curious  fact  is  that  roaster  gas  is  not  corrosive,  whereas 
nearly  all  the  published  analyses  show  that  roaster  gases  are  usually 
high  in  sulfuric  trioxid;  ohe  same  is  true  of  converter  gases. 

All  who  have  handled  converter  gases  from  the  hood  to  the  main  dust 
chamber  in  a  steel  balloon  flue,  or  a  flue  with  steel  hopperbottom,  know 
that  there  is  always  a  great  deal  of  corrosion  around  the  hopper  openings 
and  other  point-s  where  there  is  a  little  leak  passing  air  or  gas.  Why 
converter  gases  should  be  so  extremely  corrosive  close  to  the  converter 
and  yet  not  corrosive  when  they  get  into  the  stack  is  something  which 
might  well  be  elucidated.  Corrodability  of  blast-furnace  gas  is  unques- 
tionably also  greatly  dependent  on  the  content  in  basic  fume,  as  Mr. 
Kuzell  points  out. 

On  the  whole,  the  question  of  the  life  of  steel  flues  and  stacks  depends 
primarily  on  the  analysis  of  the  gas  to  be  handled,  and  only  incidentally 
on  the  department  from  which  it  originates,  or  the  geographical  location 
of  the  smelter. 

Forest  Rutherford,  New  York,  N.  Y. — The  main  stack  of  the 
Copper  Queen  Smelter  at  Douglas,  Ariz.,  is  steel,  unlined,  and  although 
in  use  since  April,  1904,  is  apparently  still  in  good  condition.  It  was 
originally  25  ft.  in  diameter  and  200  ft.  in  height,  but  afterwards  60 
ft.  were  added  to  the  height  with  a  shutdown  of  the  plant  of  approxi- 
mately 6  hr.  only.  It  takes  the  gases  from  the  blast  furnaces  and  con- 
verters, which  are  not  extremely  corrosive,  but  the  long  life  of  the  stack 
is  due  to  the  fact  that  it  has  been  in  continuous  operation  and  at  a  tem- 
perature above  that  at  which  sulfuric  acid  condenses. 

The  stack  for  the  reverberatory  furnaces  and  roasters  is  built  of 
hollow  radial  tile  and  lined  throughout  with  acid-resisting  tile  laid  in  acid- 
proof  cement.  At  the  time  this  stack  was  built,  a  dust  chamber  was  put 
up,  the  walls  and  roof  of  which  were  of  ordinary  hollow  building  tile 
set  in  lime-cement  mortar.  It  was  soon  found  that  these  tiles  were 
crushing  and  in  fact  that  the  chamber  would  have  to  be  rebuilt.  On 
investigation,  it  was  found  that  the  sulfuric  acid  in  the  roaster  gases  was 
combining  with  the  lime  in  the  mortar  and  with  what  little  lime  there 
was  in  the  tiles,  causing  the  joints  to  swell  and  thereby  crush  the  tile. 
Practically  no  softening  of  the  tile  due  to  corrosion  was  evident. 

I  understand  the  Caluinet  and  Arizona  smelter  roaster  stack  was 
lined  with  tile  and  lime-cement  mortar  and  that  some  of  the  tile  contained 
quite  an  amount  of  free  lime,  no  doubt  the  experience  was  the  same  as 
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with  the  Queen  dust  chamber.    The  tfle  crushed  and  exposed  the  ^teel 
to  the  effects  of  the  corrosive  gases. 

It  would  seem  to  be  dangerous  to  us^  a  steel  stack  for  roaster  gases, 
unless  perfectly  lined  with  acid-resisting  materials,  whereas  for  gases 
from  blast  furnaces,  converters,  and  reverberatory  furnaces,  if  the  stack 
is  kept  hot,  it  does  not  matter  much  whether  a  steel  stack  is  lined  or  not. 

Hiram  W.  Hixon,  New  York,  N.  Y. — ^This  question  of  the  corroding 
of  the  steel  stack  is  dependent  on  the  relative  humidity  of  the  atmosphere 
and  the  temperature  of  the  gases  in  the  stack.  If  the  gases  are  always 
so  hot  that  there  is  no  condensation,  there  is  no  corrosion. 

The  reason  converter  gases  attack  one  part  of  the  stack  and  not 
another  is  that  eddies  are  set  up  by  the  gases  issuing  from  the  mouth  of 
the  converter  and  the  air  taken  in  at  the  hood.  There  will  be  eddies 
and  condensation  at  several  points  in  the  stack  until  the  gases  mingle, 
so  that  the  temperature  of  the  gases  as  a  whole  is  above  the  condensation 
point  of  the  moisture. 

In  Mexico,  there  was  no  corrosion  in  the  bottom  portion  of  an  unlined 
steel  stack  and  in  the  iron  flue  leading  to  it,  where  the  temperature  was 
sufficiently  high,  but  there  was  corrosion  near  the  top,  particularly  at 
the  reinforcing  band  at  the  top,  which  fell  off  because  the  rivets  were 
corroded.  As  the  band  was  on  the  outside  of  the  stack,  it  was  in  a  lower 
temperature,  besides  there  is  a  large  rain-fall  and  the  relative  humidity 
was  high.  In  other  words,  the  condensation  point  was  near  the  top  of 
the  stack,  while  in  the  flue  the  temperature  was  much  higher  and  in  the 
bottom  of  the  stack. 

It  has  been  my  experience  that  in  very  cold  weather,  in  Canada,  for 
instance,  there  would  be  condensation  near  the  top  of  the  stack,  and  con- 
sequently corrosion,  especially  when  there  was  fog  or  rain.  In  Arizona, 
where  the  climate  is, dry,  the  stack  would  not  be  attacked.  So  that  the 
life  of  the  stack  depends  on  the  relative  humidity  of  the  gases  in  the 
stack  and  the  air  outside;  if  there  is  condensation  the  stack  is  attacked, 
if  there  is  no  condensation,  the  stack  is  not  attacked. 

E.  H.  RoBiE,  New  York,  N.  Y. — The  composition  of  the  iron  and 
steel  probably  has  something  to  do  with  the  corrosion  in  stacks.  At 
the  International  nickel  smelter  at  Copper  Cliff,  four  Wedge  furnaces 
have  been  installed  about  7  years;  the  steel  balloon  dust  chamber  con- 
nected with  a  stack  about  150  ft.  high,  was  corroded  through  in  many 
places  in  5  years.  Almost  every  section  is  now  badly  corroded,  but 
the  steel  stack,  when  I  saw  it  two  years  ago,  was  still  in  good  condition. 
The  temperature  of  the  gases  in  the  balloon  flue  would  be  somewhat 
higher  than  the  temperature  of  the  gases  in  the  stack,  and  the  gases  would 
be  of  exactly  the  same  composition,  because  no  other  gases  were  entering 
that  stack.  Apparently,  therefore,  the  material  of  the  dust  chamber 
was  less  resistant. 
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A.  G.  McGregor  (author's  reply  to  discussion). — It  is  quite  possible 
that  Mr.  Kuzell  is  right  in  his  contention  that  the  presence  of  zinc  and 
lead  fumes  in  the  furnace  and  converter  gases  neutralizes  their  corroding 
effects  on  steel  chimneyB  and  flues.  At  the  Caliunet  &  Arizona  plant 
the  relative  lead  and  zinc  content  of  the  roaster  gases  is  considerably 
less  than  it  is  in  the  converter  and  blast-furnace  gases. 

In  answer  to  Mr.  Thum,  I  believe  corrosion  in  flues,  etc.,  during  shut- 
downs will  not  amount  to  much  if  they  are  protected  from  the  weather. 
Dry  flue  dust  is  not  corrosive,  but  when  moistened  with  water,  it  is  an 
active  corrodent. 

In  a  flue  unprotected  from  the  weather,  there  is  no  heat  present 
during  a  shutdown  to  prevent  the  rain  from  readily  moistening  flue  dust 
lodged  on  the  outside  of  the  flue  or  in  the  joints.  Rain  also  leaks  through 
the  top  of  a  flue  to  the  dust  inside.  In  this  way  steel  flues  are  damaged 
inside  and  outside  during  shutdowns. 

In  the  case  mentioned  by  Mr.  Robie,  it  is  quite  likely  that  the  flue  is 
exposed  to  the  weather,  and  is  rained  upon  occasionally.  Ordinarily, 
during  dry  weather,  in  flues  of  this  kind,  the  steel  sheets  comprising  the 
walls  and  tops  of  the  flues  are  maintained  at  a  sufficiently  high  tempera- 
ture by  the  gases  inside,  so  that  the  gases  in  contact  with  the  sheets  are 
not  condensed  and  no  harm  to  the  sheets  results.  But  when  it  rains, 
the  sheets  exposed  are  cooled  and  the  gases  adjacent  to  them  apparently 
condense  and  cause  corrosion.  The  corrosion  occurs  almost  -altogether 
on  the  inside,  and  the  sheets  in  the  top,  which  are  more  effectively  cooled 
by  rain,  are  generally  much  more  rapidly  corroded  than  the  sheets 
forming  the  sides  of  such  flues. 

It  is  the  writer's  belief  that  if  the  temperature  of  smelting-furnace 
gases  is  maintained  above  the  condensing  temperature  of  sulfuric  acid, 
the  vertical  walls  of  flues  and  stacks  conducting  them  will  last  inde- 
finitely, and  it  is  probable  that  if  the  lead  and  zinc  content  of  the  gases  is 
relatively  high,  a  lower  temperatxu'e  may  be  permitted  without  injury 
to  the  steel. 
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John  Stewart  MacArthur 

A  Biographical  Sketch  by  Alfred  James 

John  Stewart  MacArthur,  born  in  1856,  was  the  son  of  Robert 
MacArthur  of  Glasgow,  and  came  of  Scots  stock  distinguished  for  char- 
acter and  religious  conviction.  His  election  as  elder  of  the  Free  Kirk 
gave  him  greater  pride  than  the  receipt  of  the  gold  medal  of  the  Institu- 
tion of  Mining  and  Metallurgy.  The  former  honor  was  for  character — 
it  marked  him  as  a  son  worthy  to  follow  in  his  father's  footsteps;  the 
latter  was  awarded  for  his  life  work  of  eminent  service  to  the  gold  indus- 
try. Cheery  optimism,  resolution,  tenacity  of  purpose,  and  industry 
ever  characterized  his  actions. 

Apprenticed  to  the  Tharsis  Sulphur  &  Copper  Co.,  his  work  on  the 
chemical  staff  brought  him  to  the  notice  of  the  Cassel  Gold  Extracting 
Co.,  at  that  time  struggling  with  an  unworkable  electrolytic  process. 
He  was  engaged  by  that  company,  in  1886,  as  technical  manager  and 
before  long  brought  out  the  perchloride  process,  which  was  sp)eedily 
followed  (in  1887)  by  the  epoch-iAaking  cyanide  process.  This  process 
revolutionized  gold  mining  and  directly  led  the  way  to  the  elevation  of 
the  mining  engineer  to  the  most  broadly  trained  product  of  the  engineer- 
ing profession. 

A  noteworthy  feature  of  the  cyanide  process  was  its  completeness 
when  introduced.  Over  thirty  years  have  elapsed  and  the  use  of  the 
process  has  been  worldwide,  but  no  suggested  improvement  has  stood  the 
test  of  time.  The  extension  of  the  process  to  the  beneficiation  of  silver 
ores — containing  far  more  metal  per  ton  and  thus  requiring  the  employ- 
ment of  stronger  solutions — has  brought  us  the  Merrill  and  Crowe 
improvements  in  precipitation  and  the  Ni pissing  desulfurization  process 
for  certain  silver-bearing  minerals.  Roasting  apparatus,  fine  crushing, 
filtration,  and  settling  equipment  have  all  aided  the  extension  of  the 
process  in  and  from  its  original  field.  As  Hennen  Jennings  put  it,  the 
cyanide  process  today  is  essentially  that  of  1890. 

This  self-containedness  of  the  cyanide  process  arose  from  no  mere 
chance;  it  was  directly  due  to  MacArthur.  It  was  he  who  personally 
investigated  every  known  method  of  precipitation  and  then  every  form  of 
zinc  from  sheet,  punchings,  filings,  millings,  rods  and  shaving  down  to 
fume;  it  was  he  who  investigated  the  effect  of  protective  alkalies,  of  so- 
called  accelerators,  and  of  the  addition  of  lead  salts;  he  was  determined  to 
leave  nothing  to  chance. 
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South  Africa  honored  MacArthur  by  making  him  an  honorary  mem- 
ber of  the  world-famous  CM2S,  the  well-known  textbook  on  Rand 
metallurgy  was  dedicated  to  him;  and  Doctor  Greenes  Presidential 
Address  to  the  S.  A.  Association  for  the  Advancement  of  Science  con- 
tains the  following  tribute  to  his  work:  "Thus  the  development  of  the 
whole  mining  industry  of  the  Witwatersrand  .  .  .  was  conditioned  by 
a  laboratory  observation/* 

But  MacArthur  was  too  keen  a  scientist  to  rest  content  with  the 
successful  development  of  the  cyanide  process.  He  traveled  much, 
and  interested  himself  in  ihe  mining  and  metallurgy  of  base  metals. 
His  friendship  with  Sir  William  Crookes  and  his  flair  for  investigation 
caused  him  in  1910  to  devote  himself  to  the  investigation  of  radium. 
At  Runcorn,  he  set  up  experimental  works  which  justified  all  his  hopes. 
The  difficulties  of  evolving  a  process,  designing  equipment,  training 
staff  for  an  absolutely  new  industry,  all  disappeared  before  the  ten- 
acity of  his  resolution.  These  works  were  transferred  to  Balloch,  in 
1915,  and  practically  the  whole  of  the  output  was  used  for  war  pur- 
poses, Sir  William  Ramsay,  at  the  nomination  of  the  Government,  co- 
operating with  him  for  the  purpose. 

His  death  at  his  home  at  PoUokshields  on  March  16,  1920,  was  the 
result  of  complications  following  a  chill.  His  only  son,  Mr.  J.  S.  Mac- 
Arthur,  now  a  classical  exhibitioner  at  Balliol  College,  Oxford,  will 
realize  in  years  to  come  that  his  father  has  left  behind  a  heritage  of 
friendships  which  will  not  fail  him  but  will  welcome  his  presence  and 
his  every  achievement. 
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Acidity  of  solution,  electrolytic  zinc :  effect  on  current  efficiency,  743,  744. 

effect  on  power,  761. 
Addition  agents,  electrolytic  zinc,  731,  761. 
Admiralty  oronze,  378. 
Aging,  duralumin,  43. 
Aldebson,  G.  E.:  Discussion  on  RedamaHon  of  Metal  from  Brass^foundry  R^use,  660, 

661. 
Aldebson,  G.  E.  and  Wolf,  F.  L.  :  ReclamoHon  of  Metal  from  Brass^foundry  Reftise^ 

660. 
Alexander,  Jebome:  Colloidal  State  in  Metals  and  Alloys^  624;  Discussion,  661. 
Allis,  F.  G.  :  Discussion  on  Charpy  Impact  Test  as  Applied  to  Aluminum  Alloys,  482. 
Allocolloids,  626. 
Allotropism,  lead,  447. 

Alloys,  see  under  names  and  constituent  metals. 
Alloys,  colloidal  state,  see  Colloidal  state,  metals. 
Alpha  brass,  grain  growth,  169. 
Aluminum ;  bending  curves,  slow,  476. 
commercial:  constitution,  4. 
cooling  curves,  7. 
photomicrographs^  6. 
silicon  content,  effect,  7. 
compounds  with  metals,  3. 
copper  content,  effect,  283. 
effect  in  rolled  zinc,  319. 
melting:  borax  cover,  670. 

impurities  introduced,  664,  666. 
Aluminum-alloy  castings:  copper  content,  effect,  277. 
heat  treatment.  270.  •  * 

iron  content,  effect,  277,  281. 
magnesium  content^  effect,  277,  278,  281. 
mechanical  properties)  272. 
^licrostructure,  heat-treatment  effect,  284. 
oxidation,  271. 
photomicrographs,  286. 
porosity,  271. 
quenchmg,  271. 
tensile  tests,  272. 
Aluminum  allo3rs:  bending  test,  slow,  469,  472,  476,  479. 
binary  system  characteristics,  3. 
Charpy  impact  test:  466. 

comparisons  with  other  tests,  474,  477. 
duralumm,  heat  treatment,  43. 
etching^  26. 
hardenmg,  270. 
li^ht,  composition,  31,  32. 
microscopic  identification  of  constituents,  21,  26. 
rolled:  corrosion,  relajbive,  38^  39. 
corrosion  tests,  36. 

hardening  effect  of  alloying  elements,  36. 
preparation,  30. 

tensile  strength  increase  by  heat  treatment.  36. 
Aluminum  cathode  sheets,  electrolytic  zinc,  701,  727. 
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Aluminum  Co.  of  America:  duralumin  investigations,  42. 

investigations  of  rolled  aluminum  alloys,  30. 
Aluminum-copper  alloys :  equilibrium,  9,  14,  62. 

equilibrium  diagram,  62. 

hardness,  474. 

mechanical  properties,  474. 

photomicrographs,  10,  12. 
Aluminum-iron-copper  alloys,  lic^uidus  surfaces,  74. 
Aluminum-iron-silicon  system,  liquidus  surfaces,  8. 
Aluminum-magnesium  alloys :  equilibrium,  15,  18. 

photomicrographs,  16. 
Aluminum-magnesium-copper  alloys :  equilibrium  diagram,  62. 

heat  treatment,  43. 

properties,  33,  44. 
Aluminum-magnesium-manganese  alloys,  mechanical  properties,  32. 
Aluminum-magnesium-nickel  allovs,  mechanical  properties,  34. 
Aluminum  Manufactures,  Inc..  Charpy  impact  tests,  466. 
Aluminum  sulfate,  copper  leacning,  573. 
Aluminum  wire:  elongation,  807,  810,  811,  812. 

fracture^  photographs,  786. 

mechanical  properties,  at  various  temperatures,  799. 

reduction  of  area,  808,  811. 

t;ensile  strength,  806,  809,  810,  812. 
Aluminum-zinc  alloys,  320. 
Amalgamation,  silver-tin  ores,  Bolivian,  677. 
Amalgams  .dental,  see  Dental  amalgams. 
American  Fbundrymen's  Association,  joint  meetings  with  Institute  of  Metals  Division, 

[vii].. 
Ammonia,  deoxidation  of  copper,  672. 
Amorphous  theory,  metals:  application  to  lead,  459. 

colloidal  state  of  particles,  524,  529. 

crystallization,  529,  530. 

structure,  325. 

zinc  properties,  328. 
Ampere  efficiency,  electrolytic  zinc,  743,  744. 
Anaconda  Copper  Mining  Co. :  electrolytic  zinc,  699. 

reverberatory  furnace  for  converter  slag,  585. 
Analysis :  antimony  ore,  566. 

cement  copper  briauettes,  82. 

chimney  hning,  Calumet  &  Arizona  smelter,  831. 

coke,  byproduct,  647. 

coke-oven  gas,  648. 

constantan,  241,  258. 

converter  slag,  smelting  charge  and  products,  593,  594. 

copper,  electrolytic,  435. 

copper  ores.  Consolidated  Coppermines  Co.,  818,  819. 

dental  amalgams,  489. 

duralumin,  43. 

dust,  Cottrell  treaters,  cement  plant,  777,  778. 

electrol>i;e,  copper  leaching,  578. 

flue-dust,  Tooele  smelter,  770.  * 

foundry  refuse,  reclamation  products,  654. 

manganin,  262. 

nichrome,  559. 

nickel,  commercial  forms,  391,  392,  394. 

nickel  silver,  510. 

nickel  wire,  132. 

producer  gas  from  coke,  649. 

thermal,  see  Thermal  analysis. 

tin  filling,  fusible  boiler-plugs,  230,  231,  232. 

wash  water,  copper  leaching,  576. 

zinc  ores,  electrolytic  tests,  87. 
Annealing:  brass:  grain  growth,  159. 
macrographs,  160. 
photomicrographs,  168. 

constantan,  242. 
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Annealing:  copper,  436. 

gun  metal^  effect,  294. 

manganin,  262. 

nickel,  414  417. 

rolled  zinc/ effect,  314,  341,  347,  352,  356. 

zinc  strip,  effect,  341,  347,  352,  366. 
Anodes,  electrolytic  zinc  process,  701,  728. 
Antimonial  lead.  International  Lead  Refining  Co.,  566. 
Antimony  ore:  analysis,  566. 

smelting.  International  Lead  Refining  Co.,  566. 
Antimony-tin  alloys,  freezing-point  curve,  233,  237. 
Antisell,  Frank  L.  :  Relationship  of  Physical  and  Chemical  Properties  of  Copper,  432. 

Discussion  on  Inter  crystalline  Brittleness  of  Lead  and  Copper,  462. 
Assay  mufiSe  fume,  604. 
Assaying :  condensation  of  muffle  fumes,  604. 

dusting  loss,  603. 

feathering,  612. 

recoveries,  613. 

spitting  of  silver,  610. 

volatilization,  601,'  602,  603,  610,  614. 
Atomic  weight,  nickel,  393. 
Austen ite,  537. 

Austin,  W.  L.  :  Disct^ssion  on  Chemical  and  Electrochemical  Problems  Involved  in  New 
Cornelia  Copper  Co,^s  Leaching  Process,  583.  • 

Bag  house.  Great  Falls  electrolytic  zinc  plant,  residue  treatment,  735,  737,  738. 
Bash,  F.  E.  :  Manufacture  and  Electrical  Properties  of  Constantan,  239. 

Manufacture  and  Electrical  Properties  of  Manganin,  261 ;  Discussion,  268,  269. 
Bassett,  W.  H.  :  Discussions:  on  Effect  of  Temperature,  Deformation,  Grain  Size  and 
Rate  of  Loading  on  Mechanical  Properties  of  Metals,  815. 

on  Five  Foundry  Tests  of  Zinc  Bronzes,  385. 

on  Manufacture  and  Electrical  Properties  of  Manganin,  269. 

on  Physical  Properties  of  Nickel,  418. 

on  Relationship  of  Physical  and  Chemical  Properties  of  Copper,  436. 
Bending  properties,  rolled  zinc,  354. 
Bending  test,  slow:  aluminum,  475. 

aluminum  alloys,  469,  472,  476,  479. 
Benedicks,  Carl:  Discussion  on  Colloidal  State  in  Metals  and  Alloys,  549. 
Berry,  W.  V. :  Discussion  on  Investigation  of  Brass  Foundry  Fluxes,  675. 
Biographical  notice,  MacArthur,  John  Stewart,  840. 

Blast  furnace,  antimonial  lead  smelting.  International  Lead  Refining  Co.,  567. 
Blast-furnace  gases,  steel  chimneys,  831,  834. 
Blast-furnace  slag:  copper  content,  form,  597. 

magnetite  content,  599. 
Bliek,  r.  F. :  Discussion  on  Roasting  and  Chloridizing  of  Bolivian  Silver-tin  Ores,  694. 
Boiler-plugs,  fusible:  casing  material,  228. 

manufacture,  227,  235. 

photomicrographs,  casing  and  filling,  229. 

precautions  in  manufacture,  235. 

specifications,  227,  228. 

testing :  Bureau  of  Standards,  227. 
'     rejection  causes,  227. 

tin  filling:  freezing  points,  232,  236. 
purity,  231,  237. 

solution  of  zinc  and  copper  from  casing,  232.  \ 

temperature  effects  in  manufacture,  230,  231. 
Boiling  points,  chlorides,  83. 

Bolivia,  silver-tin  ores,  roasting  and  chloridizing,  676. 
Bonnet  pulverizer,  pulverized  coal,  623. 
Borax  cover  in  melting  metals,  670.  675. 
Brass:  annealing,  crystalline  growth,  159. 

ductility,  static  and  dynamic,  366. 

f;rain  growth  after  annealing,  159. 
arge  grain  formation,  186. 
macrographs,  structure  after  annealing,  160. 
molten:  gases  contained,  666. 
hydrogen  evolution,  667. 
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Brass:  phases,  535. 

photomicrographs,  structure  after  annealing,  168. 
Brass  foundry:  fluxes,  662. 

reclamation  of  metal  from  refuse,  650. 
Breter,  F.  G.  :  Di8cu88ion8:  on  Electrolytic  Zinc  PUmi  of  Anaconda  Copper  Mining 
Co.  at  Great  Falls,  Mont,,  756,  756. 
on  Some  AppUcaione  oj  RoUed  Zinc  Strip  and  Drawn  Zinc  Rod,  377. 
Bridqman,  p.  W.  :  Discusnon  on  Colloidal  State  in  MetaU  and  Alloys,  546. 
Briquets:  cement  copper,  see  Cement  copper  briquets. 

zinc  ore,  electric  distillation,  188,  191,  192,  196,  199. 
Brittleness:  intercrystalline:  copper,  439. 
lead,  443. 
lead,  experimental  production,  447. 
Bronze:  Admiralty,  378. 
annealin^^,  effect,  294. 
composition  diagram,  424. 
Government,  378. 
heat  treatment,  tests,  293. 
lead-zinc,  see  Lead-zinc  hrome. 
nickel  content,  effect.  430. 
quenchins.  effect,  29d. 
zmc,  see  Zinc  bronze. 
Browne,  David  H.  and  Thompson,  John  F.  :  Physical  Properties  of  Nickel,  387. 
Bullock,   Stanley  C:  Discussion  on  ElectrolyHc  Zinc  Plant  of  Anaconda  Copper 

Mining  Co.  at  Great  Falls,  Mont.,  753. 
Bully  Hill  ore,  electrolvtic  zinc  research,  85,  87. 
Bureau  of  Standards:  boiler-plug  testing,  227. 

duralumin  investigations,  42. 
Burgess,  G.  K.  :  Discussions:  on  Heat  Treatment  of  AluminumHilloy  Castings,  289. 
on  Mechanical  Properties  and  Resistance  to  Corrosion  of  RoUed  Light  AUoys 
of  Aluminum  and  Magnesium  wOh  Copper,  Nickel  and  Manganese,  40. 
Butte  zinc  ore,  treatment  possibilities,  699. 
Byproduct  coke  oven:  coke;  analysis,  647. 
physical  properties,  647. 
quality,  640. 
control,  641. 
gas:  analysis,  648. 

use  as  metallurgical  fuel,  644. 
pitch:  properties,  648. 

viscosity,  641. 
products,  quantities,  640. 
tar:  properties,  648. 

use  as  metallurgical  fuel,  643. 
viscosity,  641. 

Cadmium :  effect  in  zinc  electrol3rte,  730. 

precipitation  in  electrolsrtic  zinc  process,  717. 
Caesar,  G.  V.:  Discussion  on  Relationship  of  Physical  and  Chemical  Properties  of 

Covper,  436. 
Callow,  J.  M.  :  Discussion  on  Treatment  Tests  on  Ores  of  Consolidated  Coppermines 

Co.j  828. 
Calumet  &  Arizona  Mining  Co^  steel  chimnesrs,  830. 
Caples,  R.  B.  and  Elton,  J.  O. :  Discussion  on  Electrolytic  Zinc  Plant  of  Anaconda 

Copper  Mining  Co.  at  Great  Falls,  Mont.,  768. 
Caples,  R.  B.,  Laist,  Frederick,  Frick,  F.  F.  and  Elton,  J.  O. :  Electrolytic  Zinc 

Plant  of  Anaconda  Copper  Mining  Co.  at  Great  Falls,  Mont.,  699. 
Carbon,  effect  in  nickel,  408. 
Carter,  F.  E.  :  Discussion  on  Effect  of  Temperature,  DeformaUon^  Grain  Size  and  Rate 

of  Loading  on  Mechanical  Properties  of  Metals,  815. 
Casting:  copper,  434,  437. 


fluxing,  see  Fluxing,  foundry. 
zinc,  electrolytic,  732,  733. 


Castings,  aluminum-alloy,  see  AluminumroUoy  castings. 
Cathode:  copper,  see  Covper  cathode. 

lead,  see  ijcad  cathode. 
Cathode  gheetis,  electroljrtic  zinc,  701,  727. 
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Cement  copper  briquets:  analysis,  82. 

chlorine  content^  82. 

oxidation  in  drying,  81. 

sampling,  81. 

water  content,  81. 
Central  Mining  Co.,  electrolytic  sine,  756. 
Charpy  impact  test,  aluminum  alloys:  apparatus,  466. 

material.  469.. 

results,  471. 

test  specimens,  468. 
Charpy  Impact  Test  as  Applied  to  Aluminum  Alloys  (Dix),  466;  Discussion:  (Doc), 

481,  482:  (Merica),  481;  (Allis),  482. 
Chemical  action  of  fluxes,  668. 
Chemical  and  Electrochemical  Problems  Involved  in  New  Cornelia  Copper  Co,' s  Leaching 

Process  (Mackat),  568;  Discussion:  (Austin),  583. 
Chilling,  metals,  effect  on  phyvic^  properties,  52i6. 
Chimneys:  blast-furnace  gases,  831,  834. 

brick  lining,  831,  832. 

converter  gases,  833,  834. 

lining:  analysis,  Calumet  &  Arizona  plant,  831. 
deterioration,  831. 

reverberatory  gases,  831,  835. 

steel : .  Coppet  Queen  smelter,  837. 
deterioration,  830,  836,  837,  838. 
International  Smelting  Co.,  834. 
roaster  gases,  Calumet  &  Arizona  Mining  Co.,  830. 
unlined,  833. 

tile  lining,  831. 
Chloride  fluxes,  chemical  action^  668. 
Chlorides:  in  cement  copper  bnauets,  82. 

melting  and  boiling  points,  83. 

volatibty,  83. 
Chloridizing:  dust  losses,  681. 

hand-rabbled  furnace,  678. 

McDouf^all  furnace,  680. 

mechanical  furnace,  Machacamarca,  680. 

Merton  furnace.  684. 

silver-tin  ores,  Bolivian,  see  Silver-tin  ores, 

straig;ht-line  furnace,  683. 

volatilization  losses,  681. 
Chlorine,  effect  in  electrolytic  zinc  solution,  730. 
Chrome-nickel  steel,  see  ifickeMiromium  steel. 
Chromium  alloys:  resistivity,  561. 

temperature  coefl&cienta,  564. 
Chromium-nickel  alloys,  see  NuMrchromium  alloys. 
Chronograph,  use  in  tnermal  analysis,  26,  27. 
Claiobr,  G.  H.  :  Discussions:  on  Inter  cry staUine  BritUeness  of  Lead  and  Copper,  460. 

on  LcAoratory  Testing  of  Sands,  Cores,  and  Core  Binders,  638. 

on  a  New  Process  for  Making  Fifteen  Per  Cent,  Phosphor-copper,  487. 

on  Reclamation  of  Metal  from  Brass-foundry  Refuse,  660. 
Classification,  fluxes,  662. 
Coal,  pulverized,  see  Pulverized  coal, 

Coalrpulverieing  Plant  at  Nevada  Consolidated  Copper  Smelter  (Pomeroy),  618;  Discus- 
sion: (Tillson),  628;  (Pomerot),  628. 
Coal  tar,  see  Coke-oven  tar. 

Cobalt,  effect  in  electrolytic  zino  process,  700,  731. 
Cohesion-temperature  curves,  amorphous  and  crystalline  phases,  326. 
Coke:  byproduct,  see  Byproduct  coke, 

use  m  gas  producers,  645. 
Coke  and  Byproducts  as  fuels  for  Metals  Melting  (Sperr),  640. 
Coke  oven,  byproduct,  see  Byproduct  coke  oven. 
Coke-oven  gas:  analysis,  648. 

use  as  metallurgical  fuel,  644. 
Coke-oven  tar  and  pitch :  properties,  648. 

use  as  metallurgical  fuel,  643. 

viscosity,  641. 
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Cold-bend  values,  zinc,  rolled,  354. 
Colloidal  state :  allocolloids,  525. 
definition,  524. 
dimensions,  524. 

energy  accumulation  from  surface  tension,  547. 
isocolloids,  525. 

metals :  amorphous  phase,  524,  529. 
brass,  534. 
iron  and  steel,  535. 
liquid  state,  544. 
surface  tension  effect,  547. 
tin-lead  alloys,-  532. 
phases,  524. 
size  of  particles,  524. 
solubility  increase,  548. 
vapor  tension  increase,  548. 
Colloidal  State  in  Metals  and  Alloys  (Alexander),  524;  Discussion:  (Merica)    544* 
(Thum),  644;  (Jeffries),  546;  (Bridgman),  546;  (Le  Chatelier)'  547; 
(Benedicks),  549;  (Alexander),  551. 
Columbus  meeting,  1920,  viii. 
Composition  diagram,  zinc  bronze,  424. 
Composition  test,  foundry  sand,  631. 

CoMSTOCK,  G.  F. :  Discussion  on  Influence  of  Heat  Treatment  on  Giin  Metal^  302. 
CoMSTOCK,  G.  F.  and  Wilson,  A.  B. :  Discussion  on  Constitution  and  Metallography 

of  Aluminum  and  Its  Light  Alloys  with  Copper  and  wUh  Magnesium,  21. 
Concentration:  foundry  refuse,  reclamation  of  metal,  652,  659,  660,  661. 

Steptoe  Reduction  Works,  817. 
Conductivity:  electrical,  copper,  435. 

thermal,  nickel,  399. 
Consolidatea  Coppermines  Co. :  flotation,  820. 
flow  sheets,  817,  822. 
history,  816. 

Minerals  Separation  machine  tests,  825. 
ore,  classification  and  composition,  818. 
ore  testing,  816. 
remodeled  mill,  results,  820. 
Constantan:  annealing,  242. 
composition,  241,  258. 
electrical  properties,  239. 
e.m.f.  measurements,  254. 
impurities,  effects,  245. 
manufacture,  239. 
melting,  251. 
photomicrographs,  248. 
specifications,  239. 
wire  tests,  257. 
(Constituent  forms  of  iron  carbide  dispersion,  539. 
Constitution:  aluminum,  commercial,  4. 

aluminum  alloys  with  copper  ana  magnesium,  3. 
duralumin,  41. 
Constitution  and  Metallography  of  Aluminum  and  Its  Light  Alloys  with  Copper  and  with 
Magnesium    (Merica,    Waltenberg    and    Freeman),    3;    Discusnon- 
(CoMSTocK  and  Wilson),  21;  (Merica),  25. 
Control,  copper  leaching  process,  points  mvolved,  569. 
Converter  gases,  steel  chimneys,  833,  834. 
Converter  slag :  disposal  methods,  598. 
reverberatory  smelting :  analyses,  593. 
equipment,  Anaconda,  587. 
experimental  data,  586. 
fumacCj  587. 

magnetite  content,  596,  597,  598. 
operation,  590. 
results,  591. 
Cooling  curves :  aluminum,  commercial,  7. 
dental  amalgams,  499. 
duralumin,  63. 
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Copper:  annealing,  436. 

orittlenetss,  intercrystalline,  439. 

casting,  434,  437. 

cement,  see  Cement  copper. 

chemical  and  ph3r8ical  properties,  relationship,  432. 

conductivity,  electrical,  435. 

e£fect  in  aluminum  alloys,  277,  281,  282. 

effect  in  commercial  aluminum,  283. 

effect  in  electrolytic  zinc  solution,  729. 

effect  in  rolled  zinc^  321,  322. 

electrolytic,  analysis,  435. 

embrittled,  photomicrographs,  440,  464. 

hydrogen  content,  effect,  ^1,  462. 

leaching,  see  Leaching  proceaSy  copper, 

melting:  deoxidation,  671,  672.  • 
sodium  chloride  action,  80. 

molten:  gases  contained,  666. 
hydrogen  evolved,  667. 

oxygen  content,  influence,  433,  435. 

phosphor-copper,  483. 

phosphorization,  484. 

physical  properties,  432. 

pitch,  432. 

pouring  method,  437. 

precipitation  in  electrolytic  zinc  process,  718. 

reaction  with  sodium  chloride,  80. 

rejecting,  reasons,  434. 

reverberatory  slag,  form,  597. 

set,  432. 

specifications,  432. 

sulfur  content,  effect,  433. 

unhealthy,  433. 
Ck)pper-aluminum  alloys :  equilibrium,  9,  14. 

equilibrium  diagram,  62. 

hardening,  270. 

photomicrographs,  10^  12. 
Copper-aluminum-magnesium  alloys,  mechanical  properties,  33. 
Copper  cathode:  embrittlement  in  fusednsalt  electrolyte,  439. 

f  used-salt  cell,  photomicrographs,  441. 
Copper-nickel  alloys,  thermo-electromotive  force  against  iron.  243. 
Copper  ores,  analysis.  Consolidated  Coppermines  Co.,  818,  819. 
Copper  i^ueen  smelter,  chimneys^  837. 
Copper-tm  allo]^:  equilibrium  diagram,  421. 

freezing-point  curve,  233. 
Copper-tin-zinc  composition  diagram,  424. 
Core,  foundrv,  ideal  properties,  631. 
Corrosion :  aluminum  alloys,  relative,  38,  39. 

lead  sheathing,  443. 

steel  chimneys,  836,  838. 
Corrosion  tests,  aluminum  alloys,  roUed,  36. 
Corse,  W.  M.  :  Discussions:  on  Five  Foundry  Tests  of  Zinc  Bronzes,  385,  386. 

on  Influence  of  Heat  Treatment  on  Gun  MetaL  302. 

on  Physical  Properties  of  Certain  LeacMnc  Bronzes,  430. 
Costs:  electroljrtic  zinc,  758. 

reclamation  of  metal  from  foundry  refuse,  655. 
Cottrell  process :  cement  plant :  analsrsis  of  dust,  777,  778. 
potash  recovery,  777. 

chloridizing-roasting  dust  collection,  681. 
Cottrell  treater:  flue-type,  Tooele:  description,  764. 
electrical  equipment,  769. 
operation,  769. 

potash  precipitation,  777. 

Precipitation  characteristics  of  dust  and  fume,  772. 
Liverside  Portland  Cement  Co.,  775. 
sections,  766,  768,  774,  775,  776. 
Covers  in  melting,  fluid,  670. 
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Cowan,  W.  A. :  Discussion  on  Tin  Fusible  Boiler-plug  Mantifacture  and  Testing,  236. 
Crushing,  silver-tin  ores,  Bolivian,  693* 
Crystal  growth :  brass,  after  annealing,  159. 

dental  amalgams,  489. 

factors  affecting  process,  528. 

metals,  mechanism,  528. 
Crystallinity  of  molecules,  529. 
Cupel  furnace,  fume  data,  603. 
Cupellation,  see  Assaying, 
Cyanide  process :  introduction,  840. 

silver-tin  ores,  Bolivian,  6/7. 

Davidson,  Philip:  Discussion  on  Physical  Tests  on  Sheet  Nickel  Silver,  523. 
Davidson,  Philip  and  Price,  W.  B.  :  Physical  Tests  on  Sheet  Nickel  Silver,  510. 

Discussion  on  Physical  Properties  of  Nickel,  414. 
Decoloring  power,  nickel,  408. 
Decomposition  pressures,  sulfates,  107,  108. 
Demmler,  p.  E.:  New  Process  for  Making  Fifteen  Per  Cent,  Phosphor-copper,  483; 

Discussion,  486,  487. 
Density,  duralumin,  55. 
Dental  amalgams :  composition,  489 

cooling  curves,  499. 

crystal  growth  during  transition,  489. 

packing  pressure,  effect.  502,  505. 

Roberts- Austen  methoa  of  analysis,  modified,  497. 

thermal  analysis,  488. 

thermal  expansion,  492. 

transition  phenomena,  488,  489 

uniformity,  501,  508. 

zinc  as  a  constituent,  488,  504. 
Deoxidation,  by  alloying  metals,  672. 
Deoxidizers:  ammonia.  672. 

copper  melting,  671. 

foundry  fluxing.  670. 
Deterioration  of  Nickel  Spark-plug  Terminals  in  Service  (Rawdon  and  Kbtnitzkt), 

129;  Discussion:  (Silsbee),  156;  (Merica),  157. 
Dewet,  Frederic  P.:  Volatilization  in  Assaying,  601;  Discussion,  617. 
Dilatometric  method,  thermal  analysis,  488. 
Distillation,  zinc,  electric,  see  Zinc,  distilUUion,  electric, 
Dix,  £.  H.,  Jr.  :  Charpy  Impact  Test  as  Applied  to  Aluminum  Alloys,  466;  Discuesidnf 

481,  482. 
Driver,  F.  L.  :  Discussion  on  Manufacture  and  Electrical  Properties  of  Manganin,  269. 
Dryers,  RuKgles-Coles^  621. 
Ductility:  dynamic,  zmc,  359. 

rolled  zinc :  at  various  temperatures,  312,  334. 
effect  of  annealings,  35a. 

static  and  dynamic,  zinc  and  brass,  366. 

zinc,  static  and  d^rnamic  tests,  363. 
Dust  and  fume,  precipitation  characteristics,  772. 
Dust  losses,  chloridizmg,  silver-tin  ores,  681. 
Duralumin:  aging,  43. 

aging  in  quenching  bath,  51. 

aging  temperature  effect,  49,  50,  56,  57. 

aging  time  effect,  51,  52,  56,  57. 

composition,  43. 

cooling  cur\*es,  63. 

copper  content,  effect,  46. 

density,  55. 

dilatation,  55. 

eutectic  structure,  72. 

expansion,  58,  59. 

hardening,  41,  270. 

analogy  with  steel,  71. 
during  aging,  mecnanism,  61. 

hardness,  44. 

heat  treatment,  43. 
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Duralumin:  magnesium  content,  efifeet,  46,  72. 
microstructure,  65. 
photomicrographs,  67. 
preheating  effect,  53,  54. 

quenching  temperature  effect,  46,  47,  51,  52,  53. 
resistivity,  electrical,  59,  60. 
structure,  65. 
tensile  properties,  44. 

Effect  of  TemperaturCf  D^ormaHan,  Orain  Size  and  Rate  of  Loading  on  Mechanical 
Pro-perties  of  Metals  (Stkes),  780;  Discussion:   (Jeffries),  814,  815; 
(Bassbtt),  815;  (Carter),  815;  (Sykes),  815. 
Electric  furnace,  zinc  roastine,  experimental,  85. 
Bledruyresistance  Furnace  ofijarge  Capacity  for  Zinc  Ores  (Fulton),  188;  Discussion: 

(Richards),  224,  225,  226;  (Tucker),  224;  (Fulton),  224,  225,  226. 
Electric  zinc  distillation,  see  Zinc,  distUlationy  electric. 
Electrical  properties :  constantan,  239. 

manganin,  261. 
Electrochemical  problems,  copper  leaching,  568. 
Electrode  cooler,  Jackson,  20/. 
£lectrol3rtic  copper,  analysis,  435. 

properties,  432. 
Electrolytic  deposition,  copper,  leaching  process,  578. 
Electrolytic  nickel,  391. 

Electrolytic  zinc :  acidity  of  solution :  effect  on  ampere  efficiency,  743,  744. 
effect  on  power,  751. 
addition  agents,  731. 
aluminum  cathode  sheets,  701,  727. 
ampere  efficiency,  effect  of  acid  in  solution,  743,  744. 
Anaconda,  experimental  plant,  702. 
anodes,  701,  728. 
BuUy  Hill  ores,  85,  87. 
cadmium  precipitation,  717. 
castins,  732,  733. 
cathodes:  starting^  701,  727. 
time  of  deposition,  701. 
Central  Mining  Co.,  7d6. 
copper  precipi^tion,  718. 
costs,  high-  vs.  low-density  plant,  759. 
current  density,  high  vs.  low,  757,  758. 
electrical  units.  Great  Falls  plant,  723. 
electrolyzing:  addition  agents,  731. 
anodes,  701,  728. 
cathodes,  727. 

cathodes,  aluminum,  deterioration,  727. 
glue,  728,  756.  757,  761. 
Great  Falls  plant,  721. 
impurities,  729. 
insulation,  729. 

manganese  dioxide  deposition,  729. 
operation,  724. 
solids  in  suspension,  731. 
tank  attendance,  726. 
temperature,  731. 
English  practice,  753. 
experimental  plant.  Anaconda,  702. 
extraction,  755. 

flow  sheet,  Anaconda  Copper  Mining  Co.,  715,  720. 
foreign  practice,  753. 
glue  m  electrolyte,  728,  756,  757,  761. 
Great  Falls  plant:  bag  house,  735,  737,  738. 
electrical  unitSj  723. 
electrolyzing  division,  721. 
flow  sheet,  715,  720. 
leaching  division,  711. 
melting  division,  732. 
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Electrolytic  zinc:  Great  Falls:  plant:  operating  data,  739. 

plan,  703. 

power  distribution,  752. 

purification  system,  719. 

residue  treatment,  735. 

roasting  division,  703. 

slime  from  purification  of  solution,  treatment,  721. 

view  of,  701,  702. 

zinc-dust  plant,  734. 
impurities,  behavior  ia  roasting,  110. 
impurities  in  elect roljrte:  cobalt,  700,  731,  755. 

eflfect,  699,  700,  729,  754. 

manganese,  701,  729.  730. 

precipitation,  717,  718. 
leaching:  acid  leach,  715,  716,  717. 

copper  and  cadmium  purification,  717. 

diagrams  of  chemistry  of  process,  717. 

neutral  leach,  711,  714,  717. 

operation,  711. 

plant  diagrams,  Great  Falls,  711,  712. 

repulping,  715,  716^  717. 

solution  of  impurities,  716,  717. 

zinc-dust  precipitation,  717. 
manganese  function,  701,  730. 
Martinez  plant,  755. 
melting  of  cathodes :  casting,  733. 

charging,  733. 

equipment,  732,  734. 

reverberatory  furnaces,  732. 

sampling,  733. 
mist  in  cell  rooms,  756,  761. 
operating  data.  Great  Falls  plant,  739. 
ores  tested,  analysis,  87. 
power  costj  acidity  effect,  751. 
power  efficiencjr,  748. 
power  distribution,  Great  Falls  plant,  752. 
precipitation  of  impurities  in  solution,  717,  718. 
purimsation  of  solution:  copper  and  cadmium  precipitation,  717,  718. 

importance,  718. 

operation  of  tanks,  719. 

sume  treatment^  721. 

zincKlust  precipitation,  717. 
recovery,  713,  755. 
recovery  diagram,  713. 
residue  treatment,  Great  Falls  plant,  735. 
resistance  of  electrolyte:  effect  of  acidity,  746,  747. 

effect  of  temperature,  745,  746,  747. 
roasting:  experimental  results,  85,  88,  89. 

ferrite  formation,  108,  706. 

furnaces:  Anaconda  plant,  703,  707. 
Great  Falls  plant,  703. 

heat  balance,  112,  125. 

insoluble  zinc  compound  formation,  108,  706. 

Judge  Mining  A  Smelting  Co.,  97,  112. 

McDougall  furnace  results,  708. 

reverberatory,  94. 

sulfate,  105,  705,  709. 

theory,  709. 

Wedge  furnaces,  96,  97,  708,  740.  741,  742. 
scrap-iron  precipitation  of  copper,  71o. 
solubility  of  zinc  in  sulfuric  acid,  699. 
sulfate  roasting,  105,  705,  709. 
Tainton-Pring  process,  755. 
time  of  cathoKde  deposits,  701. 
vs.  electrothermalj)rocess,  123. 
voltage:  acidity  effect,  750. 
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Electrolytic  zinc:  voltage:  spacing  of  electrodes  effect,  749,  750. 
zinc-dust  manufacture,  734. 
zinc-dust  precipitation,  717. 
Electrolytic  Zinc  (Hansen),  85;  Discussion:  (Scroll),  119,  123;  (Hansen),  120,  121, 
122,  124,  127;  (Hamilton),  120;  (Ralston),  121,  124;  (Mathewson),  122, 
124;  (Lyon),  122;  (Richards),  123;  (Fulton),  123,  124;  (Guess),  125. 
Electrolytic  Zinc  Plant  of  Anaconda  Covper  Mininq  Co.  at  Great  FallSy  Mont.  (Laist, 
Frick,  Elton  and  Caples),  699;  Discussion:  (Bullock),  753;  (Smith), 
754,  755,  756,  757;  (Brbyer),  755,  756;  (Read),  756;  (Heimrod),  756; 
(Ostorbn),  756;   (Seguine),   757;   (Hdcon),   757;   (Mathewson),   757; 
(Joroensen),  757;  (Elton  and  Caples),  758. 
Elongation:  aluminum  wire,  807,  810,  811,  812. 
molybdenum  wire,  800,  807,  808. 
nickel  wire,  794,  805. 
Elton,  J.  O.  and  Caples,  R.  B.  :  Discussion  on  Electrolytic  Zinc  Plant  of  Anaconap 

Copper  Mining  Co.  at  Great  FaUSy  Mont.f  758. 
Elton,  J.  O.,  Laist,  Frederick,  Frick,  F.  F.  and  Caples,  R.  B.  :  Electrolytic  Zinc 

Plant  of  Anaconda  Copper  Mining  Co.  at  Great  FallSj  Mont.j  699. 
Embrittlement:  copper,  salt  bath,  439,  463. 

experimental,  lead,  447. 
Equi-cohesive  temperature:  metals,  326. 

zinc,  328. 
Equilibrium  diagram :  aluminum-copper  alloys,  14,  62. 
aluminum-magnesium  alloys,  18,  62. 
copper-tin  alloys,  421. 
nickel-chromium  alloys,  559. 
Etching,  aluminum  alloys,  25. 
Eutectic  formation,  tin-lead  alloys,  532. 
Expansion:  coefficient,  nickel,  405,  406. 
dental  amalgams,  492.     . 

Feathering,  cupellation,  612. 

Fineness  test,  foundry  sand,  632. 

FiNKELDET,  W.  H.,  Trewin,  C.  S.  and  Mathewson,  C.  H.:  Some  Properties  and 

Applications  of  Rolled  Zinc  Strip  and  Drawn  Zinc  Rody  305. 
Finn,  A.  N^  M  erica,  P.  D.  and  Waltenberg,  R.  G.:  Mechanical  Properties  and 
Resistance  to  Corrosion  of  Rolled  Light  Alloys  of  Aluminum  with  Copper, 
Nickel  and  Manganese^  29. 
First  Year  of  Leachinq  by  the  New  Cornelia  Copper  Co.  (Tobelmann  and  Potter)  : 

Discussion:  (Mackay),  568:  (Austin),  583. 
Five  Foundry  Tests  of  Zinc  Bronzes  (Karr),  378;  Discussion:  (Corse),  385,  386; 

(Karr),  385;  (Bassett),  385;  (McKinnby),  386. 
Flotation:  Consolidated  Coppermines  Co.,  820. 

tests.  Minerals  Separation  machine,  825. 

X-cake  and  xylidin^  824,  828. 
Flow  sheet:  coal-pulvenzing  plant,  Nevada  Consolidiited  Copper  Co.,  620. 

concentrator.  Consolidated  Coppermines  Co.,  817. 

Consolidatea  Coppermines  Co.,  new  mill,  822. 

electrolytic  zinc  process.  Anaconda  Copper  Mining  Co.,  715,  720. 

reclamation  of  metal  from  foundry  refuse,  651,  652. 
Flue-dust,  analysis,  Tooele  smelter,  770. 
Flue-type  Cottrell  treater,  Tooele,  764. 
Fluxes :  chemical  action,  668. 

chlorides,   668. 

classification,  662. 

materials,  662. 

physical  action,  673. 
Fluxmg,  foundry :  ammonia  deoxidation,  672. 

chemistry,  663. 

chloride  fluxes,  chemical  action,  668. 

deoxidizers,  670. 

fluid  covers,  670. 

physical  action,  673. 

physical  changes  caused,  664. 

surface  films,  673. 

viscosity  effect,  664. 
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FoBD,  Allen  P. :  Di9cu88ion  on  Tin  PutibU  BoUer-plug  Manufacture  and  Testing,  237. 

Foundry  fluxing,  see  Fluxing,  foundry. 

Foundry  refuse,  reclamation  of  metal,  650. 

Foundry  sands,  see  Sands,  fonndry. 

Foundry  slag,  treatment  tor  reclamation  of  metal,  650. 

Foundry  tests,  sine  bronzes.  378. 

Fracture:  intercrystalline,  443. 

nature,  443. 
Fbanx,  W.  K.  :  Discussion  on  a  New  Process  for  Making  Fifteen  Per  Cent.  Phosphor^ 

copper^4S7. 
Freeman,  J.  K..  Waltenbero,  R.  G.  and  Merica,  P.  D. :  ConsUtuHon  and  MelaUo- 
graphy  of  Aluminum  and  Its  Light  Alloys  vnth  Copper  and  with  Magnesium, 
3. 
Freezing-point  curve:  antimony-tin  alloys,  233,  237. 

copper-tin  alloys,  233. 

leaa-tin  alloys,234. 

zinc-lead  alloys,  234. 
Frick,  F.  F.,  Laibt,  Frederick,  Elton,  J.  O.  and  Caples,  R.  B.  :  Electrolytic  Zinc 

Plant  of  Anaconda  Copper  Mining  Co.  at  Great  FaUs,  Mont.,  699. 
Fuel,  metaUumcajL  coke-oven  products,  640. 

Fulton,  C.  El:  Elecbrio^esisiance  Furnace  of  Large  Capacity  for  Zinc  Ores,  188; 
Discusswn,  22^  22b,  226. 

Discussion  on  Electrolytic  Zinc,  123,  124. 
Fume:  assay  muffle,  604. 

cupel  furnaces,  603. 

drying  of  cement  copper  briquets,  83. 
Furnace,  dectric,  zinc  distillation,  189.  190,  202,  205,  208,  209,  216,  217. 
Fusible  ooiler-plugs,  see  Boiler-plugs,  fusible. 

Galvanic  action  due  to  size  of  electrodes,  462,  463. 
Gas:  coke-oven:  analysis^  648. 

use  as  metallurgical  fuel,  644. 

producer,  from  coke,  645. 
Gases  in  molten  copper  and  brass,  666. 
Gibson,  W.  A.:  Discussion  on  Heat  Treatment  of  Aluminum-aUoy  Castings,  290,  291, 

292. 
Gibbon,  W.  A.  and  Jeffries.  Zay:  Heat  Treatment  of  AluminumroUoy  Castings,  270. 
Glue,  electrolytic  zinc,  728,  756,  757,  761. 
Gold,  volatilization  in  assaying,  601,  605. 
Government  bronze,  378. 

Grain  Growth  in  Alpha  Brass  (Smith),  159;  DisciLssion:  (Smith),  187. 
Granular  l^ui,  457. 

Gray,  Arthur  W.:  Transition  Phenomena  in  Amalgams,  488;  Discussion,  505. 
Great  Falls,  Mont.,  electrolytic  zinc,  699. 
Grubb,  a.  a.  :  Discussion  on  Laboratory  Testing  of  Sands,  Cores,  and  Core  Binders,  * 

637,  638,  639. 
Grubb,  A.  A.  and  Wolf,  F.  L.  :  Laboratory  Testing  of  Sands,  Cores  and  Core  Binders, 

630. 
Guess,  George  A. :  Discussion  on  Electrolytic  Zinc,  125. 
Gun  metal:  annealing,  effect,  294. 

heat  treatment,  tests,  293. 

quenched,  photomicrographs,  298,  303. 

quenching,  effect,  293. 
Gurevich,  L.  J.  and  Hromatko,  J.  S.:  Tin  Fusible  Boiler-plug  Manufacture  and 
Testing,  227. 

Hall,  F.  A. :  Discussion  on  Intercrystalline  Brittleness  of  Lead  and  Copper,  460. 
Hamilton,  E.  H.:  Discussion  on  Electrolytic  Zinc,  120. 
Hansen,  C.  A.:  Electrolytic  Zinc,  85;  Discussion,  120,  121,  122,  124,  127. 
Hardening:  aluminum  alloys,  270. 

duralumin,  41,  71,*  270. 
Hardness :  aluminum-copper  aUoys,  474. 

nickel,  412,  415. 

rolled  zinc,  352. 
Hart.  Leon  O.  :  Nickel-chromium  alloys,  554. 
Heat  balance.  Wedge  roaster,  zinc  ores,  112,  125. 
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Heat  treatment:  aluminum-cdloy  castings,  270. 

aluminum  alloys,  increase  of  tensile  strength,  35. 
bronze,  293. 
duralumin,  43. 
gun  metal,  tests,  293. 
zinc  bronze,  effect,  380. 
Heat  Treatment  and  Cansiiit/iHon  of  Dttralumin  (Merica,  Waltenbbrg  and  Scott),  41 ; 

Di8cu89ion:  (jEmuxs),  77;  (Merica),  79. 
Heat  Treatment  of  AluminumroUoy  Castings  (Jeffries  and  Gibson),  270:  Di9cus9um: 
(Burgess),  2S9;  (Merica),  2S9,  290. 291;  (GrasoN),  290,  291, 292;  (Karr), 
290;  (Rawdon),  291;  (McCulloch),  291. 
Heimrod,  a.  a.  :  Di9cu99Ums:  on  EUctrotytic  Zinc  Plant  of  Anaconda  Copper  Mining 
Co.  at  Great  Falls,  Mont.,  756. 
on  Tooele  Flue4ype  CottreU  Treater^79. 
Hill,  C.W.,  Thomas,  T.  B.  and  Vietk,  W.  B.  :  Investigation  of  Brass  Foundry  Fluxes,  662. 
Hdcon,  H.  W.  :  Discussions:  on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining 
Co.  at  Great  Falls.  Mont.,  757. 
on  Steel  Chimneys  and  tkeir  Linings  in  Copper  SmelUng  Plants,  838. 
HoRwood  process,  objections  for  Butte  ores,  699. 
Hromateo,  J.  8.  and  Gurevich,  L.  J.:  Tin  Fusible  BoUer-plug  Manufacture  and 

Testing,  227. 
HuLST,  George  F.  :  Treating  ArUimany  Ores,  566. 
Hydrogen:  effect  in  copper,  461,  462. 

evolution  from  molten  copper  and  brass^  667. 
Hydrogen-flulfide  precipitation,  copper  leachmg,  584. 
Hydrometallurgy,  copper,  see  Leaching  process,  copper. 

Impact  tests,  Charpy,  see  Charpy  impact  tests. 
Impurities:  constantan,  effect,  245. 

effects  on  properties  of  molten  and  cast  metal,  663. 

effects,  rolled  zinc,  318. 

electrol3rtic  zinc,  behavior.  111. 

introduction  in  melting  aluminum,  664,  665. 

introduction  in  melting  metal,  663. 

manganin,  effect,  265. 

nickel,  effect,  408. 

tin  boilernplug  filling,  232,  237. 
Influence  of  Heat  Treatment  on  Gun  Metal  (Smart).  293;  Discussion:  (Wood),  300; 

(McKinnet),  301,  302;  (Corse),  302;  (Comstock),  302. 
Institute  of  Metals  Division:  Colimibus  meeting^  1920,  viii. 

Philadelphia  meeting,  1919,  vii. 
Intercrystallme  brittleness :  copper,  439. 

high  temperatures,  152. 

lead,  443. 
Intercrystalline  Brittleness  of  Lead  (Rawdon),  443;  Discussion:  (Richards),  458,  460, 
462,  463;  (Jeffries),  459;  (Clamer),  460;  (Hall),  460;  (Yensen),  461; 
(Antisell),  462;  (Filling),  463;  (Rawdon),  465. 
Intercrystalline  fracture,  443. 

International  Lead  Refining  C9.,  antimony  ore  smelting,  566. 
International  Nickel  Ck). :  constantan  investigations,  239. 

nickel,  commercial  forms.  391. 
International  Smelting  Go.,  Tooele:  CottreU  treater,  764. 

flue-dust  analysis,  770. 

steel  chimney,  834. 
Inverse-rate  method,  thermal  analysis,  26. 
Investigation  of  Brass  Foundry  Fluxes  (Hill,  Thomas  and  Vietz),  662;  Discussion: 

(Thomas),  674;  (Roast),  675;  (Schutz),  675;  (Berry),  675. 
Iron:  copper  leaching:  effect  in  electrolyte,  581. 
precipitation,  574. 
solution,  573. 

effect  in  aluminum  alloys,  277,  281. 

Swedish,  magnetic  properties,  401. 
Iron-carbon  alloys:  allotropic  changes,  535. 

colloidal  theory,  536. 

constituent  forms,  537,  539. 
IsocoUoids,  525. 
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Jackson  electrode  cooler,  207. 

James,  Alfred:  John  Stewart  Mac  Arthur  ^  Biographical  Sketchy  840. 

Jeffries,  Zay:  Discussions:  on  Colloidal  State  in  Metals  and  Alloys,  546. 

on  Effect  of  Temperature,  Deformation,  Grain  Size  and  Rate  of  Loading  on  Mechanic 
cal  Properties  of  Metals^  814,  815. 

on  Heat  Trealment  and  Constitution  of  Duralumin,  77. 

on  IntercrystaUine  Briltleness  of  Lead  and  Copper,  459. 
jEFf  RiES,  Zay  and  Gibson,  W.  A.:  Heat  Treatment  of  Aluminum-alloy  Castings,  270. 
John  Stewart  Mac  Arthur,  Biographical  Sketch  (James),  840. 
Jones,  J.  L.:  Discussions:  on  Physical  Properties  of  Nickel,  417,  418. 

on  Reclamation  of  Metal  from  Brass-foundry  Refuse,  659. 
JoRGENSEN,  E.  L,:  -Discusston  on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining 

Co.  at  Great  Falls,  Mont.,  757. 
Judge  Mining  &  Smelting  Co.,  Wedge  furnace  roasting,  97,  112. 

Karr,  C.  p.:  Five  Foundry  Tests  of  Zinc  Bronzes,  378;  Discussion,  385. 
Discussions:  on  Heat  Treatment  of  Aluminum^loy  Castings,  290. 
on  Physical  Properties  of  Certain  Lead-zinc  Bronzes,  430,  431. 

Karr,  C.  P.  and  Staley,  Homer  F.  :  Physical  Properties  of  Certain  Lead-zitic  Bronzes, 
420 

Keller,  Edward;  Water  and  Chlorides  in  Cement  Copper  Briguettes,  80. 

Kromore,  564. 

Krynitzky,  a.  I.  and  Rawdon,  Henry  S,  :  Deterioration  of  Nickel  Spark-plug  Termi- 
nals in  Service^  129. 

KuzELL,  C.  R. :  Discussiofi  on  Steel  Chimneys  arui  their  Linings  in  Copper  Smelting 
Plants,  836. 

Laboratory  Testing  of  Sands,  Cores,  and  Core  Binders  (Wolf  and  Grubb),  630;  Discus- 
sion: (Grubb),  637,  638,  639;  (Schutz),  638;  (Lane),  638;  (iSLEETH),  638; 
(Clambr),  638. 
Laist,  Frederick  and  M aguire,  H.  J. :  Reverberatory  Furnace  for  Treating  Converter 

Slag  at  AruMmda,  585.  I 

Laist,  Frederick,  *Frick,  F.  F.,  Elton,  J.  O.  and  Caples,  R.  B.:  Electrolytic  Zinc 

Plant  of  Anaconda  Copper  Mining  Co.  at  Great  Falls,  Mont.,  699. 
Lane,  A.  C. :  Discussion  on  Laboratory  Testing  of  SandSy  Cores,  and  Core  Binders,  638. 
Lanodon,  S.  C.  and  Rawdon,  Henry  S.  :  A  Peculiar  Type  of  IntercrystcUline  Briltleness 

of  Copper,  439. 
Latent  heat,  nickel,  399. 

Leaching,  zinc  ore,  see  Electrolytic  zinc,  leaching. 

Leachinff  process,  copper:  accumulation  of  aluminum  and  iron  in  solution,  573. 
acia  strength  of  solvent,  572. 
analysis  of  ore,  569. 
chemical  control:  acid  strength^  572. 

requirements,  569. 
crushing  fineness,  570. 
electrolyte  analyses,  578. 
electrolytic  deposition,  578. 
hydrogen-sulfide  precipitation,  584. 
iron  in  electrolyte,  effect,  581. 
leaching  methods,  575. 

New  Cornelia  Copper  Co.:  modifications  suggested,  580. 
ore  characteristics,  570. 
power  saving,  possible,  580. 
solution  of  copper  and  impurities,  571. 
ore  preparation,  569. 

precipitation  of  aluminum  and  iron  oxides  in  solution,  574 
precipitation  of  copper,  584. 
selective  solution,  571. 
sulfate  formation,  selective,  571. 
Utah  Copper  Co.,  584. 
wash-water  analysis,  576. 
washing,  576. 
Lead:  allotropism,  447. 

antimonial,  International  Lead  Refining  Co.,  566. 
brittle,  properties,  445. 
brittleness,  intercrystalline,  443. 
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Lead:  corroded,  photomicrographs,  445. 

e£fect  in  nickel-silver  sheets,  511,  523. 

efifect  of  nitric-acid  solution  of  lead  acetate,  448,  449,  454. 

embrittled,  photomicrographs,  444,  450. 

embrittlement,  experimental,  447. 

granular  condition,  457. 

volatilization,  610. 
Lead  cathode:  attack  in  alkaline  solution,  458. 

nitric^acid  electrolyte,  453,  455. 
Lead  sheathing,  corroded,  443. 
Lead-tin  alloys :  colloidal  state,  532. 

freezing-point  curve,  234. 
Lead-zinc  alloys,  freezing-point  curve^  234. 
Lead-zinc  bronzes:  photomicrographs,  422. 

physical  properties,  420,  427. 

test  bars,  preparation,  425. 
Le  Ch atelier,  H.  :  Discussion  on  Colloidal  State  in  Metals  and  Alloys,  547. 
Lining,  steel  chimneys,  831. 

Linton,  Robert:  Treatment  Tests  on  Ores  of  Consolidated  Coppennines  Co.,  816. 
Lynite  Laboratories,  Charpy  impact  tests,  aluminum  alloys,  466. 
Lyon,  Dorset  A. :  Discussion  on  Electrolytic  Zinc,  122. 

McCuLLOCH,  Leon:  Discussion  on  Heat  Treatment  of  Aluminum-aUoy  Castings,  291. 
McDougall  furnace:  chloridizing  roasting,  silver-tin  ores,  680. 

roasting,  zinc  concentrates,  Anaconda,  708. 
McGregor,  A.  G. :  Steel  Chimneys  and  their  Linings  in  Copper  Smelting  Plants,  830; 

Discussion,  839. 
McKiNNEY,  P.  E. :  Discussions:  on  Five  Foundry  Tests  of  Zinc  Bronzes,  386. 

on  Influence  of  Heal  Treatment  on  Gun  Metal,  301,  302. 

on  Physical  Properties  of  Certain  Lead-zinc  Bronzes,  430. 
Mac  Arthur,  John  Stewart,  biographical  sketch,  840. 
Mackay,  Henry  S.  :  Chemical  and  Electrochemical  Problems  Involved  in  New  Cornelia 

Copper  Co.'s  Leaching  Process,  568. 
MacPherran,  R.  S.  :  Discussion  on  Physical  Properties  of  Nickel,  418. 
Macrographs,  brass^  structure  after  annealing,  160. 
Magnesium:  effect  m  aluminum  alloys,  277,  278,  281. 

effect  in  duralumin,  72. 

effect  on  solubility  of  CuAlj  in  aluminum,  15. 
Magnesium-aluminum  alloys :  equilibrium,  15,  18. 

equilibrium  diagram,  62. 

photomicrographs,  16. 
Magnesium-aluminum-nickel  alloys,  mechanical  properties,  34. 
Magnesium-copper-aluminum  alloys,  mechanical  properties,  33. 
Magnesium-manganese-aluminum  alloys,  mechanical  properties,  32. 
Magnetic  properties :  iron,  Swedish,  401. 

nickel,  400. 
Magnetite,  reverberatory  slags,  596,  597,  ^598,  599. 
Maouire,  H.  J.  and  Laist,  Frederick:  Reverheralory  Fumnce  for  Treating  Converter 

Slag  at  A  naconaa,  585. 
Maier,  C.  G.:  Discussion  on  Reverberatory  Furnace  for  Treating  Converter  Slag  at 

Anaconda,  597,  600. 
Manganese:  effect  in  electrolytic  zinc  process,  701,  729,  730. 

effect  in  nickel,  410. 

effect  on  e.m.f.  of  copper-nickel  alloy  against  iron,  245. 
Manganese-magnesium-aluminum  alloys,  mechanical  properties,  32. 
Manganin:  annealing,  262. 

composition,  262. 

impurities,  effect,  265. 

manufacture,  261. 

melting,  263. 

properties,  261. 

resistance  measuring  material,  266. 

temperature  coefficients,  266. 
Manufacture:  boiler-plugs,  fusible,  227,  235. 

constantan,  239. 

manganin,  261. 
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Manufacture  and  EUcirical  Properties  of  Constantan  (Bash),  239. 
Manufacture  and  Electrical  Properttee  of  Manffanin  (Babh;,  261;  IHecuMion:  (Wen- 
ner),  266;  (Smiths.  268;  (Bash),  268,  269;  (Dbiver),  269;  (Basbett),  269. 
Marten's  tests,  rolled  zinc,  312. 
Martensite,  538. 

Martinez,  Calif.,  electroljrtic  zinc,  755. 
Mathewson,  C.  K.iDiscueeion  on  Some  Properties  and  Applications  of  Rolled  Zinc 

Strip  and  Drawn  Zinc  Rod,  377. 
Mathewson,  0.  H.^  Trbwin,  C.  S.  and  Fineeldet,  W.  H.:  Some  Properties  and 

Applications  of  Roued  Zinc  Strip  and  Drawn  Zinc  Rod,  305. 
Mathewson,  E.  P. :  Discussums:  on  Electrolytic  Zinc.  122,  124. 

on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining  Co,  at  Great  Falls,  Mont,, 

757. 
on  Reoerberatory  Furnace  for  Treating  Converter  Slag  at  Anaconda,  596,  598,  599. 
Mechanical  properties :  aluminum-oopper  alloys,  474. 
aluminum-magnesium-copper  alloys,  33. 
aluminiun-magnesium-manganese  alloys,  32. 
aluminimi-magnesium-nickel  alloys,  34. 
aluminum  wire,  806. 
metals:  effect  of  temperature,  etc.,  tests,  781. 

rate  of  loading  effect,  809. 
molybdenmn  wire.  792,  797. 
nickel  wire,  131,  789. 
Mechanical  Properties  and  Resistance  to  Corrosion  of  Rolled  Light  Alloys  of  Aluminum 
and  Magnesium  with  Copper,  NickeL  and  Manganese  (Merica,  Wai/ten- 
BERQ,  and  Finn).  29;  DiBcussion:  (Burgess),  40. 
Mechanical  tests:  gun  metal,  heat  treated,  297. 

nickel  silver  sheets,  510. 
Melting:  constantan,  251. 
manganin,  263. 
metal:  borax  cover.  670,  675. 
fluid  covers,  670. 
impurities  introduced,  663. 
surface  films,  673. 
zinc  cathodes.  732. 
Meltine  points:  cnlorides,  83. 

nickel-chromium  alloys,  563. 
Merica,  Paul  D.  :  Simplification  of  Inverse-rate  Method  for  Thermal  Analysis,  26. 
Discussions:  on  C harpy  Impact  Test  as  Applied  to  Aluminum  Alloys,  481. 
on  Colloidal  State  in  Metals  and  AUoys,  544. 
on  ConstitiLtian  and  Metallography  of  Aluminum  and  Its  Light  Alloys  with 

Copper  and  with  Maanesium,  25. 
on  Deterioration  of  Nickel  Spark-plug  Terminals  in  Service,  157. 
on  Heat  Treatment  and  Constitution  of  Duralumin,  79. 
on  Heat  Treatment  of  Aluminum-alloy  Castings,  289,  290,  291. 
Merica,  P.  D.,  Waltenberq,  R.  G.  and  Finn,  A.  N.:  Mechanical  Properties  and 
Resistance  to  'Corrosion  of  Rolled  Light  Alloys  of  Aluminum  with  Copper, 
Nickel  and  Manganese,  29. 
Merica,  P.  D.,  Waltenberq,  R.  G.  and  Freeman,  J.  R.:  Constitution  and  Metal- 
loaraphy  of  Aluminum  'and  Its  Light  AUoys  with  Copper  and  with 
Magnesium,  3. 
Merica,  P.  D.,  Waltenberq,  R.  G.  and  Scott,  H.  :  Heat  Treatment  and  Constitution 

of  Duralumin^  41. 
Merton  furnace:  chloridizing  roasting  of  silver-tin  ores,  684. 

modified,  686. 
Metal,  molten,  viscosity,  664. 
Metal  reclamation,  foundry  refuse,  650. 
Metallography,  limitations,  544. 
Metallurgy,  nickel,  388. 
Meyer's  tests,  rolled  zinc,  313,  315. 
Microstructure:  duralumin,  65. 
nickel,  415. 

nickel  silver  sheets,  515. 
nickel  wire,  132. 
Milling,  copper  ore.  Consolidated  Coppermines  Co.,  816. 
Minerals  Separation  machine,  flotation  tests,  825. 
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Mist,  cell  rooms,  electrolytic  zinc.  756,  761. 

Molecular  forces,  metals,  effect  or  change  on  physical  properties.  525. 
Molybdenum,  photomicrographs,  temperature  tests,  7§4,  785,  7^. 
Molybdenum  wire:  elongation,  800,  807,  808. 

mechanical  properties,  at  various  temperatures,  792. 

reduction  of.  area,  802,  808,  809. 

tensile  strength,  797,  806,  807. 
Mond  process,  390. 
Moored  tests,  rolled  zinc,  316. 
MoussBTTE,  O.  J. :  Discuanon  on  Redamatian  of  MeUdfrom  Brass-foundry  Refuaej  661. 

Nevada  Ck>nsolidated  Copper  Co.,  pulverized-coal  plant,  618. 

New  Cornelia  Copper  Co.,  leaching,  copper,  see  Leaching  process,  copper. 

New  Process  for  Making  Fifteen  Per  Cent,  Phosphor-eopper  (Dbmmlbr),  483;  Discus-* 

sion:  (Dxmmler),  486,  487;  (Frank),  487;  (Clambr),  487. 
Nichrome:  analysis,  559. 

properties,  558,  561. 
Nichrome  II,  properties,  562. 
Nickel:  analysis,  391.  392,  394. 

annealing,  414,  417. 

atomic  weight,  393. 

carbon  content,  effect,  408. 

chemical  method  of  production,  388. 

commercial,  388. 

conductivity,  thermal,  399. 

decoloring  power,  408. 

effect  in  bronze.  430. 

electrolytic,  391. 

expansion,  coefficient,  405,  406. 

forms:  commercial,  388. 

International  Nickel  Co.,  391. 

grade  D,  392. 

Eaidness,  412,  415. 

impurities,  effect,  408. 

latent  heats,  399. 

magnetic  properties,  400. 

maUeable,  392,  413. 

melting  point,  397. 

metallurgy,  388. 

microstructure,  415. 

Mond  process,  390. 

occlusion  of  gases.  405,  407. 

Orford  process,  390. 

photomicrographs,  416.  783)  784. 

physical  properties,  387. 

pickling^  414. 

production  processes,  388. 

resistivity,  electrical,  403. 

rolled,  properties,  414. 

sheet:  ph'otomicrographs,  157. 
tensile  properties,  417. 

shot,  391. 

shrinkage,  413. 

specific  gravity,  393,  396. 

specific  heat,  397. 

tensile  properties,  411,  415,  417. 

transformation  point,  397. 

variability,  387. 

welding  properties,  412. 

wet  method  of  production,  388. 

working,  413. 
Nickel-chromium  alloys:  freezing-point  diagram,  559. 

iron  free,  562. 

Kromore,  564. 

melting  points,  563. 

thermo-electromotive  force,  560,  563. 
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Nickel-chromium  AUoya  (Hart),  554. 

Nickel-chromium-iron  alloys :  resistances  and  temperature,  556. 
resistivity,  554. 
temperature  coefficient,  555. 
thermo-electromotive  force^  557. 
Nickel-chromium  steel:  resistivity,  554. 
temperature  coefficient,  555. 
types,  554. 
Nickel-copper  alloys,  thermo-electromotive  force  against  iron,  243. 
Nickel-magnesium-aiuminum  alloys,  mechanical  properties,  34. 
Nickel  silver,  analysis,  510. 
Nickel  silver  sheets :  annealed,  tests,  513,  519. 
cold-rolled,  tests,  512. 
lead  content,  effect,  511,  523. 
microstructure,  516. 
photomicrographs,  614,  517. 
tests:  analysis,  510. 

annealed  strips,  511. 
methods,  511. 
rolled  specimens,  611,  516. 
Nickel  spark-plug  terminals :  composition,  129,  143. 
deterioration:  brittleness  at  high  temperature,  152. 
contributing  factors,  143. 
explanation,  154. 
intense  local  heating,  149. 
macroscopic  properties,  129. 
microstructural  features,  132. 
oxidation,  143. 
photomicrographs,  133. 
reducing  atmosphere,  147,  148. 
stress  and  heat  combined  effect,  150,  151. 
transverse  cracks,  135,  138. 
Nickel  wire:  see  also  Nickel  spark-plug  terminals. 
elongation,  794,  805. 

mechanical  properties,  at  various  temperatures,  788,  804. 
reduction  of  area,  792. 
tensile  strength,  789,  804. 

Occlusion  of  gases,  nickel,  405,  407. 

Ohio  Brass  C^. :  foundry  sand  testing,  630. 

reclaiming  plant,  foundry  refuse,  650. 
Orford  process,  390. 
OsTGREN,  G.  L. :  Discussion  on  Electrical  Zinc  Plant  of  Anaconda  Copper  Mining  Co. 

at  Great  Falls,  Mont.,  756. 
Oxidation:  nickel  spark-plug  terminals,  143. 

silver,  609. 
Oxygen,  effect  in  copper,  433,  435. 

Peculiar  Type  oj  Intercrystalline  Brittleness  of  Copper  (Rawdon  and  Langdon),  439; 

Discussion:  (Richards),  458,  460,  462.  463;  (Jeffries),  459;  (Clamer); 

460;   (Hall),   460;   (Yensen),   461;   (Antisell),   462;   (Filling),   463; 

(Rawdon),  465. 

Permeability  test,  foundry  sand,  632. 

Peters,  Chauncey  and  Souder,  Wilmer:  Discussion  on  Transition  Phenomena  in 

Amalgams f  501. 
Philadelphia  meeting,  1919,  vii. 
Phosphor-copper:  grades,  483. 
new  process,  483. 
processes  of  making,  483. 
Phosphorization  of  copper,  484. 
Phosphor-tin,  manufacture,  487. 
Photomicrograph:  aluminum,  commercial,  5. 
aluminum-alloy  castings,  285. 
aluminum-copper  alloys,  10,  12. 
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Photomicrograph :  boiler-plugs,  tin,  casing  and  filling,  229. 

brass,  annealed,  168. 

constantan,  248. 

copper,  embrittled,  440,  464. 

duralumin,  67. 

gun  metal,  quenched,  298,  303. 

lead:  corroded.  445. 

embrittled,  444,  450. 

lead  cathode,  nitric-acid  electrolyte,  455. 

magnesium-aluminum  alloys,  16. 

molybdenum,  temperature  tests,  784,  785,  786. 

nickel:  rolled,  416. 

temperature  tests,  783,  784. 

nickel  sheet,  157. 

nickel  silver  sheets:  annealed,  517. 
cold-rolled,  514. 

nickel  wire  used  for  spark-plug  terminals,  133. 

zinc,  rolled,  338. 

zinc  bronze,  422. 
Physical  properties:  see  also  Mechanical  properties  and  Tensile  properties. 

coke,  bjrproduct,  647. 

copper,  432. 

leaa-zinc  bronzes,  420,  427. 

metals:  effect  of  changes  in  molecular  forces,  525. 
effect  of  rapid  chilling,  526. 

nichrome,  558,  561.  - 

nickel,  387. 

zinc  bronze,  379. 
Physical  Properties  of  Certain  Lead-zinc  Bronzes  (Stale  y  and  Karr),  420;  Discussion: 

(Corse),  430;  (Karr),  430,  431;  (McKinnby),  430;  (Wood),  431. 
Physical  Properties  of  Nickel  (Browne  and  Thompson),  387;  Discussion:  (Price  and 
Davidson),  414;  (Jones),  417,  418;  (Thomp&on),  417,  418,  419;  (Mac- 
Pherran),  418;  (Bassett;,  418;  (Price),  419. 
Physical  Tests  on  Sheet  Nickel  Silver  (Price  and  Davidson),  510;  Discusnon:  (Web- 
ster), 523;  (Davidson),  523. 
PiLLiNO,  N.  B. :  bisciLssion  on  IntercrystaUine  BriUleness  of  Jjcad  and  Copper,  463. 
Pitch,  coke-oven:  properties,  648. 

viscosity,  641. 
Pitch,  copper  refining,  432. 
Pomeroy,  R.  E.  H.:  Coal-pulverizing  Plant  at  Nevada  Consolidated  Copper  Smelter^ 

618;  Discussion,  628. 
PoRTH,  W.  H.:  Discussion  on  Some  Applicalions  of  Rolled  Zinc  Strip  and  Drawn  Zinc 

Rod,  376,  377. 
Potash  recovery,  Cottrell  precipitation,  cement  plant,  777. 
Potter,  James  A.  and  Tobelmann,  Henry  A.,  568  et  seq. 
Power:  cost,  electrols^tic  zinc,  effect  of  acidity  of  solution,  751. 

distribution,  electrols^tic  zinc.  Great  Falls  plant,  752. 

efficiency,  electrolytic  zinc,  748. 
Precipitation  characteristics,  dust  and  fume,  772. 
Precipitation  of  impurities,  electrolytic  zinc  process,  717,  718. 
Price,  W.  B.:  Discussion  on  Physical  Properties  of  Nickel,  419. 
Price,  W.  B.  and  Davidson.  Philip:  Physical  Tests  on  Sheet  Nickel  Silver,  510. 

Discussion  on  Physical  Properties  of  Nickel,  414. 
Producer  gas :  coke  as  source,  645. 

from  coke,  properties,  649. 
Pulverized  coal:  advantages,  618. 

Bonnet  pulverizer,  623. 

distributing  fans,  625. 

dryers,  Ruggles-Coles,  621. 

flow  sheet,  Nevada  Consolidated  Copper  Co.,  620. 
Nevada  Consolidated  Copper  Co.,  618. 
Pyne,  F.  R.  :  Discussion  on  Relationship  of  Physical  and  Chemical  Properties  of  Copper, 
438. 

Quenching:  gun  metal,  effect,  293. 

water,  aluminum-alloy  castings,  271. 


.  862  INDEX 

Ralston,  O.  C.  :  Discuanon  on  Electrolytic  Zinc,  121,  124. 
Rate  of  loading,  effect  on  mechanical  properties  of  metals,  809. 
Rawdon,  Henbt  S.:  IntercrystaUine  JBritUenesa  of  Lead,  443;  Discttseiony  465. 
DiecuasUme:  on  Heat  Treatment  of  AluminumHiUoy  CastingBf  291. 
on  IntercrystaUine  BritUeneae  of  Lead  and  Copper,  465. 
Rawdon,  Henbt  S.  and  KRYNrrzKT,  A.  I.:  Deterioration  of  Nickel  Spark-plug 

Terminals  in  Service,  129. 
Rawdon,  Henry  S.  and  Lanodon,  S.  C.  :  A  Peculiar  Type  of  IntercrystaUine  Brittle- 

ness  of  Copper,  439. 
Read,  T.  T.  :  Discussion  on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining  Co, 

at  Great  Falls,  Mont,,  756. 
Reclaiming  plant,  foundry  refuse,  Ohio  Brass  Co.,  650. 
Reclamation  of  metal  from  foimdiy  refuse:  analyses,  654. 
concentration,  652,  659,  660,  661. 
costs,  655. 

flow  sheets,  651,  652. 
preliminary  treatment,  650. 
representative  run,  656. 
slag  treatment,  650. 
sweepings  treatment,  651. 
Reclamatum  of  Metal  from  Brass-foundry  R^use  (Wolf  and  Aldbbson),  650;  Discus- 
sion: (Jones),  659;  (Aldebson),  660,  661;  (Clamer),  660;  (Thum),  660; 
(Mou8Sette),661  . 
Reduction  of  area:  alummum  wire,  808,  811. 

molybdenum  wire,  802,  808,  809. 
Refuse,  foundry,  reclamation  of  metal,  650. 

ReUUionship  of  Physical  and  Chemical  Properties  of  Copper  (Anttsell),  432;  Discus- 
sion: (Bassett),  436;  (Caesab),  436;  (Webbteb),  437,  438;  (Walker), 
437,  438;  (Ptne),  438. 
Remelting,  effect,  zinc  bronze^  382. 
Residue  treatment,  electrolytic  zinc,  735. 
Resistance,  electrolyte,  zinc :  acidity  effect,  746,  747. 

temperature  effect,  745,  746.  747. 
Resistance  materials,  standard^  266. 
Resistance-temperature  coefl^ient,  manganin,  266. 
Resistance  to  corrosion,  aluminum  alloys,  rolled,  36. 
Resistivity,  electrical:  chromium  alloys,  561. 
duralumin,  59,  60. 
nickel-chromium-iron  alloys,  554. 
nickel,  403. 

zinc-ore  briquets,  200,  201. 
Reverberatory  furnace,  straight-line,  chloridizing  roasting,  683. 
Reverheratary  Furnace  for  Treating  Converter  Slag  at  Anaconda  (Laist  and  Maguirb), 
585;  Discussion:  (Mathewson),  596,  598, 599;  (Smith),  596, 599;  (Maier) 
597,  600;  (Thttm),  697.  598;  (Robie),  598. 
Reverberatory  furnace  gases,  steel  chimneys,  831,  835. 
Reverberatory  slag:  copper  content,  form,  597. 

magnetite  content,  596,  597,  598,  599. 
Reverberatory  smelting:  Anaconda,  585. 
converter  slag:  analyses,  593. 
equipment,  587. 
experimental  data,  586. 
furnace,  587. 
operation,  590. 
results.  591. 
Richards,  J.  W.:  Discussions:  on  Electrio-resislance  Ftimace  of  Large  Capacity  for 
Zinc  Ores,  224,  225,  226. 
on  Electrolytic  Zinc,  123. 

on  IntercrystaUine  BritUeness  of  Lead  and  Copper,  458,  460,  462,  463. 
on  VolatUizaOon  in  Assaying,  616. 
Riverside  Portland  Cement  Co.,  Cottrell  treater,  775. 
Roast,  H.  J. :  Discussion  on  Investigation  of  Brass  Foundry  Fluxes,  675. 
Roaster  gases,  steel  chimneys,  831. 
Roasting,  zinc  ore:  electrically  heated  furnace,  89. 
'    for  electrolytic  process,  see  Electrolytic  zinc,,  roasting. 
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Roasting  and  ChloridiHng  of  Bolivian  SUver^in  Ores  (S^hnlein),  676;  Diacussion: 

(Blixk),  694. 
Roberts- Austen  method,  modified ,  thermal  analysis,  dental  amalgams,  497. 
RoBiB,  £.  H.:  DisctissUms:  on  Reverheraiory  Furnace  for  Treating  Converter  Slag  at 

Anaconda,  598. 
on  Steel  Chimneys  and  (heir  Linings  in  Copper  SmeUing  Plants^  838» 
Rolled  zinc,  see  Zinc,  rolled, 
Ruggles-Coles  dryers,  pidverized  coal,  621. 
RuLB,  Y.  A.:  Discussion  on  Tooele  Flue-4ype  CottreU  Treater,  777. 
RuTHEBFOBD,  Fobbst:  Discussion  on  Steel  Chimneys  and  their  Lining  in  Copper 

SmeUxng  Plants,  837. 

Sands,  foundry,  testing:  composition,  631. 
fineness,  632. 
gas  content,  635. 
Ohio  Brass  Co.,  630. 
permeability,  632. 
strength.  636. 
ScHOLL,  G.  D.:  Discussion  on  Electrolytic  Zinc,  119,  123. 
ScinjTZ,  F.  A. :  Discussions:  on  Investigation  of  Brass  Foundry  Fluxes,  675. 

on  Laboratory  Testing  of  Sands,  Cores,  and  Core  Binders.  638. 
Scott,  H.,  Mebica.  P.  D.  and  Waltbnbbbo,  R.  G.  :  Heat  Treatment  and  Constitution 

of  DurcAumin,  41. 
SBGxnNB,  W. :  DiscussUm  on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining  Co, 

at  Great  FaUs,  Mont.,  757. 
Set,  copper  refinine,  432. 
Sheet  nickel,  tensile  properties,  417. 
Sheets,  nickel  silver,  see  Nickd  silver  sheets. 
Silicon,  effect  in  commercial  aluminum,  7. 
SiLSBEE,  Fbancis  B.  I  Discussion  on  Deterioration  of  Nickel  Spark-plug  Terminals  in 

Service,  156. 
Silver:  oxidation,  609. 
spitting,  610. 

volatihzation  in  assaying,  601,  607. 
Silver-tin  ores,  Bolivian :  amalgamation,  677. 

chloridizing:  Cottrell  precipitation  of  dust,  681. 
dust  losses,  681. 
dust  treatment,  682. 
early  methods,  678. 

efficiencv  of  modified  Merton  furnace,  688. 
hand-rabbled  furnace,  678. 
intermittent  system,  advantages,  688,  691. 
Machacamarca  mecnanical  furnace,  680. 
McDou(;all  furnace,  680. 
mechanical  furnace,  first,  680. 
Merton  furnace,  684. 
S6hnlein  furnace,  686,  696. 
straight-line  furnace,  683. 
volatilization  losses,  681. 
composition,  676. 
crusning  for  chloridizing,  693. 
cyaniding  experiments,  677. 
early  treatment,  676. 
roasting,  Huanchaca  ore,  679. 
Simplification  of  Inverse-rate  Method  for  Thermal  Analysis  (Merica),  26. 
Slag:  converter,  see  Converter  slag. 

foundry,  reclamation  of  metal,  650. 
Slbbth,  H.  B.  :  Discission  on  Laboratory  Testing  of  Sands,  Cores,  and  Core  Binders^ 

638. 
Smabt,  C.  F.:  Influence  of  Heat  Treatment  on  Gun  Metal,  293. 
Smelting :  antimony.  International  Lead  Refining  Co.,  566. 

reverberatory,  see  Reverheratory  smelting. 
Smith,  F.  G.  :  Grain  Growth  in  Alpha  Brass,  159;  Discussion,  187. 

Discussion  on  Manufacture  and  Electrical  Properties  of  Manganin,  268. 
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Smith,  W.  C.  :  Discussions:  on  Electrolytic  Zinc  Plant  of  Anaconda  Copper  Mining  Co., 
at  Great  Falls,  Mont.,  754,  755,  756,  757. 
on  Reverheratory  Furnace  for  Treating  Converter  Slag  at  Anaconda,  596,  599. 
Sodium  chloride,  action  in  melting  copper,  80. 
Sdhnlein  furnace,  chloridizing,  686,  696. 

SdHNLEiN,  M.  G.  F. :  Roasting  and  Chloridizing  of  Bolivian  Silver-tin  Ores,  676. 
Solubility :  CuAls  in  aluminum  at  different  temperatures,  9,  14. 
FeAls  in  aluminum,  9. 
metals  and  compounds  in  aluminum,  20. 
Mg4Alt  in  alummum,  15. 
Some  Properties  and  Applications  of  Rolled  Zinc  Strip  and  Drawn  Zinc  Rod  (Mathew- 
80N,   Trewin.  and   Finkeldey),   305;  Discussion:  (Porth),   376,    377; 
(Mathewson),  377;  (Breyer),  377. 
Sorbite,  638. 
SouDER,  WiLMER  and  Peters,  Chauncey:  Discussion  on  Transition  Phenomena  in 

Amalgams,  501. 
Spark-plug  terminals,  nickel,  see  Nickel  spark-plug  terminals. 
Specific  gravity,  nickel,  393,  396. 
Specific  heat:  metals,  398. 

nickel,  397. 
Specifications:  boiler-plugs,  fusible,  227,  228. 
constantan,  239. 
copper,  432. 
Sperr,  F.  W.,  Jr.  :  Coke  and  Byproducts  as  Fuels  for  Metals  Melting,  640. 
Spitting,  silver,  610. 
Stacks,  see  Chimneys. 
Staley,    Homer   F.    and    Karr,    C.   P.:  Physical  Properties  of  Certain  Lead-zinc 

BromeSj  420. 
Steamboat  Inspection  Service,  boiler-plug  specifications,  227,  228. 
Steel:  colloidal  theory,  see  Iron-carhon  alloys. 

constituent  forms,  537,  539. 
Steel  chimneys,  see  Chimneys,  steel. 

Steel  Chimneys  and  their  Linings  in  Copper  Smelting  Plants  (McGregor),  830;  Dis- 
cussion: (Kuzell),  836;  (Thum),  836;  (Rutherford),  837;  (Hixon), 
838;  (Robie),  838;  (McGregor),  839.  • 

Steptoe  Reduction  Works,  concentration,  817. 
Stiffness,  worked  zinc,  367. 
Stop-watch,  use  in  thermal  analysis,  27. 
Straight-line  furnace,  chloridizing  roasting,  683. 
Sulfate  formation,  copper  leaching,  selective,  571. 
Sulfate  roasting,  electrolytic  zinc,  105,  705,  709. 
Supercooled  melts,  factors  controlling  behavior,  527. 
Surface  tension,  energy  accumulation  in  colloidal  state,  547. 
Swedish  iron,  magnetic  properties,  401. 
Sweepinflffl,  foundry,  reclamation  of  metal,  651. 

Sykes,  W.  p.  :  Effect  of  Temperature,  Deformation,  Grain  Size  and  Rate  of  Loading 
on  Mechanical  Properties  of  Metals,  780;  Discussion,  816. 

Tainton-Pring  process,  electrolytic  zinc,  755. 
Tar,  coke-oven:  properties,  648. 

use  as  metallurgical  fuel,  643. 

viscosity,  641. 
Temperature  coefficient :  chromium  alloys,  564. 

nickel-chromium-iron  alloys,  555. 
Temperature  coefficients  of  resistance,  mangariin,  266. 
Temperature  effect,  mechanical  properties:  aluminum  wire,  799. 

molybdenum  wire,  792. 

nickel  wire,  788,  804. 
Tensile  strength :  aluminum  alloys,  increase  by  heat  treatment,  35. 

aluminum  wire,  806,  809,  810,  812. 

molybdenum  wire,  797,  806,  807. 

nickel,  411,  415,  417. 

nickel  wire,  789,  804. 

zinc,  rolled,  309,  315,  324,  346. 
Tensile  tests:  aluminum-alloy  castings,  heat  treated,  272. 

elevated  temperatures,  zinc,  332. 
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Test  bare :  bronze,  preparation,  425. 

type,  zinc  bronze,  384. 
Teste:  pending :  aluminum,  475. 

aluminum  alloys,  469,  472,  476,  479. 

Charpy  impact,  see  Charpy  impact  test. 

cores  and  core  binders,  630. 

foundry,  zinc  bronzes,  378. 

mechanical,  see  Mechanical  tests. 

mechanical  properties  of  metals,  effect  of  temperature,  etc.,  781. 

physical;  lead-wire  bronzes,  427. 
zinc  bronze,  379. 

sands,  foundry,  630. 

zinc,  rolled,  309,  315,  324,  346. 
Thermal  analysis :  dental  amalgams,  488. 

dilatometric  method,  488. 

inverae-rate  method :  use  of  chronograph,  26,  27. 
use  of  stop-watch,  27. 

Roberts-Austen  metho,d,  modified,  497.  - 
Thermocouples,  iron-constantan,  239. 
Thermo-electromotive  force:  copper-nickel  alloys  against  iron,  243. 

nickel-chromium  alloys.  560,  563. 

nickel-chromium-iron  alloys,  557. 

zinc  alloys,  504. 
Thomas,  T.  B.  :  Discussion  on  Investigation  of  Brass  Foundry  Fluxes,  674. 
Thomas,  T.  B.,  Hill,  C.  W.  and  Vietz,  W.  B.:  Investigation  of  Brass  Foundry  Flux, 

662. 
Thompson,  J.  F.:  Discussion  on  Physical  Properties  of  Nickel,  417.  418,  419. 
Thompson,  J.  F.  and  Browne,  David  H.  :  Physical  Properties  of  Kick^l,  387. 
Thdm,  E.  E.:  Discussions:  on  Colloidal  State  in  Metals  and  Alloys,  544. 

on  Reclamation  of  Metal  from  Brass-foundry  Refuse,  660. 

on  Reverberatory  Furnace  for  Treating  Converter  Slag  at  Anaconda,  597,  598. 

on  Steel  Chimneys  and  their  Linings  in  Copper  Smeliino  Plants,  836. 
TiLLSON,  B.  F. :  Disc^ission  on  CoaUpulverizing  plant  at  Netfada  Consolidated  Copper 

Smelter,  628. 
TimofeefF's  studies,  rolled  zinc,  316. 
Tin-antimony  alloys,  freezing-point  curve,  233,  237. 
Tin  boiler-plug  filling,  impurities,  232,  237. 
Tin-copper  alloys:  equilibrium  diagram,  421. 

freezing-point  curve,  233. 
Tin  Fumble  Boiler^plug  Manufactu-^e  and  Testing  (Gurevich  and  Hromatko),  227 

Discussion:  (Cowan),  236;  (Ford),  237. 
Tin-lead  alloys :  colloidal  state,  532. 

freezing-point  curve,  234. 
Tin-silver  ores,  see  Silver-tin  ores. 

Tobelmann,  Henry  A.  and  Potter,  James  A.,  568  et  seq. 
Tooele  Flue-type  Cottrell  Treater  (Young),  764;  Discussion:  (Welch),  771;  (Rule), 

777;  (Heimrod),  779. 
Transformation  point,  nickel,  397. 
Transition  Phenomena  in  Amalgams  (Gray),  488;  Discussion:  (Souder  and  Peters), 

501;  (Gray),  505. 
Treating  Antimony  Ores  (Hulst),  566. 
Treatment  Tests  on  Ores  of  Consolidated  Coppermines  Co.  (Linton),  816;  Discussion: 

(Callow),  828. 
Trewin,  C.  S.,  Mathewson,  C.  H.  and  Finkeldey,  W.  H.:  Some  Properties  and 

Applications  of  Rolled  Zinc  Strip  and  Draum  Zinc  Rod,  305. 
Troostite,  538. 

Tucker,  A.  W. :  Discussion  on  Electric-resistance  Furrmce  of  Large  Capacity  for  Zinc 
Ores,  224. 

Uses,  zinc,  rolled,  370. 

Utah  Copper  Co.,  leaching  process,  584. 

Vietz,  W.  B.,  Hill,  C.  W.  and  Thomas,  T.  B.:  Investigation  of  Brass  Foundry  Fluxes, 

662. 
Viscosity:  coke-oven  tar  and  pitch,  641. 
molten  metals,  664. 
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Volatilization:  a88a3dng:  complexity,  601. 
cupelling,  601,  602. 
detennination  of  amount,  614. 
dusting  loBs,  603. 
effect  of  other  metals,  612. 
evidence  lacking,  601. 
feathering,  612. 
leacL  610. 

muffle  fume  data,  604. 
silver  and  oxygen  relation^,  609. 
chlorides,  83. 


cupel  furnaces,  fume  data,  603. 
Kold,  601,  ^^" 
lead,  610. 


601,  606. 


losses,  chloridizing,  silver-tin  ores,  681. 
relation  to  melting  and  boiling  points,  604,  617. 
silver,  601,  605. 
VolaiUization  in  Assaying  (Dbwey),  601;  DiscuMum:  (Richards),  616;  (Dewey), 
617. 

Walker,  A.  L. :  Discussion  on  Relationship  of  Physical  and  'Chemical  Properties  of 

Copper,  437,  438. 
Waltenbero,  R.  G.,  Merica,  P.  D.  and  Finn,  A.  N.:  Mechanical  Properties  and 
Resistance  to  Corrosion  of  Rolled  Ldghi  AUoys  of  Aluminum  with  Copper , 
Nickel  and  Manganese,  29. 
Waltenberg,  R.  G.,  Merica,  P.  D.  and  Freeman,  J.  R. :  ConstibuJUon  and  Metal- 
lography of  Aluminum  and  Its  Light  AUoys.with  Copper  and  with  Magnes- 
ium, 3, 
Waltenberg,  K.  G.,  Merica,  P.  D.  and  Scott,  H.  :  Heat  Treatment  and  Constitution 

of  Duralumin,  41. 
Water  and  Chlorides  in  Cement  Copper  Briquettes  (Keller),  80. 
Webster,  W.  R.  :  Discussions:  on  rhysical  Tests  on  Sheet  Nickel  Siher,  623. 
on  ReUUionship  of  Physical  and  Chemical  Properties  of  Copper,  437,  438. 
Wedge  furnace,  roastms:  heat  balance,  112,  126. 

zinc  ores,  96,  97,  708. 
Welch,  H.  v.:  Discussion  on  Tooele Flue4ype  Cottrell  TreaUr,  771. 
Welding  properties,  nickel,  412. 

Wenner,  F.  :  Discussion  on  Manufacture  and  Electrical  Properties  of  Manganin,  266. 
Wilson,  A.  B.  and  Comstock,  G.  F.  :  Discussion  on  Constitution  and  Metallography 

of  Aluminum  and  Its  Light  AUoys  uoith  Copper  and  with  Magnesium,  21. 
Wire :  aluminum,  see  Aluminum  wire, 
constantan:  anal3rBis,  268. 

tests,  267. 
molybdenum,  see  Molybdenum  wire, 
nickel,  see  Nickel  wire. 
Wolf,  F.  L.  and  Alderson,  G.  E.:  Reclamation  of  Metal  from  Brass-foundry  Refuse, 

660. 
Wolf,  F.  L.  and  Grubb,  A.  A. :  Laboratory  Testing  of  Sands,  Cores,  and  Core  Binders, 

630. 
Wood,  R.  F.:  Discussions:  on  Influence  of  Heat  Treatment  on  Oun  Metal,  300. 

on  Physical  Properties  of  Certain  Lead-zinc  Bronzes,  431. 
Worked  zinc,  see  Zinc,  roU&i, 

X-cake  and  xylidin,  824,  828. 

Yensen,  T.  D.:  Discussion  on  Intercrystalline  Brittleness  of  Lead  and  Copper,  461. 
Young,  A.  B. :  Tooele  Flue-type  CottreU  Treater,  764. 

» 

Zinc :  amorphous  theory  applications,  326. 
dental  amalgam  constituent,  488,  604. 
distillation,  electric:  briquets,  188,  191,  192,  196,  199. 
coal  in  briquets^  198. 
coke  content  ot  briquets,  193,  194,  196. 
East  St.  Louis  plant,  201. 
'    electrical  records,  213. 
experimental  work,  190. 
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Zinc:  distillation,  electric:  furnace,  189.  100,  202,  205,  208,  209,  216,  217. 

heat  capacity  of  retort,  215,  216. 

metal  balance,  211. 

pitch  content  of  briquets,  193,  196. 

power  consumption,  222. 

preheated  retorts,  219,  221. 

process,  188,  190. 

size  of  ore  and  coke  particles,  194. 

vs.  electrolytic,  123. 

wirine  diagram,  219. 

zinc  dust  production,  223. 
drawing,  effect  of  speed  on  ductility,  361. 
ductility:  dynamic,  359. 

rolled  zinc,  359. 
electrolytic,  see  Electrolytic  zinc. 
electrothermal  vs.  electrolytic  processes,  123, 
equi-cohesive  temperature,  326,  328. 
extruded,  properties,  322. 

Horwood  process,  objections  for  Butte  ores,  699. 
roasting:  Anaconda  electrolytic  process,  703. 

electrically  heated  furnace,  89. 

experimental  results,  88,  8v. 

heat  balance,  112,  125. 

reverberatory  furnace,  94. 

Wedge  furnaces,  96,  97,  112. 
rod  and  wire,  375,  376. 
rolled:  aluminum  content,  effect,  319. 

annealing,  314,  341,  347,  352,  356. 

applications,  successful,  370. 

bending  properties.  354. 

cold-bend  values,  354. 

copper  content,  effect,  321,  322. 

ductility:  at  various  temperatures,  334. 
effect  of  annealing,  356. 

effect  of  drawing  speed,  361.  , 

static  and  dynamic  tests,  363. 

grain  refining,  339,  344,  345. 

grain  structure,  317,  336,  338,  344,  345. 

hard-  and  soft-rolled,  340. 

hardness,  effect  of  annealing,  347,  352. 

impurities,  effects,  318. 

literature,  307. 

Martens'  tests,  308,  312. 

Meyer's  tests,  313,  315. 

Moore's  tests,  316. 

photomicrographs,  338. 

rolling  variables,  effect,  335. 

stiffness,  367. 

stress-strain  data,  309,  315,  324. 

structural  types,  336,  338. 

tensile  data  at  elevated  temperatures,  332. 

tensile  strength.  309,  315,  324.  346. 

tensile  tests:  effect  of  elevated  temperatures,  312. 
effect  of  interruption,  310. 
effect  of  rate  of  loading,  310. 

Timofeeff's  studies,  316. 

uses,  370. 
roofine  material.  372. 
solubiuty  in  sulniric  acid,  699. 
worked,  see  Zinc,  rolled. 
Zinc  alloys,  thermo-electromotive  force,  504. 
Zinc-aluminum  alloys,  320. 
inc  bronze :  heat-treatment  effect,  380. 
photomicrographs,  422. 
physical  properties,  379. 
remelting  effect,  382. 
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Zinc  bronze :  test  bars,  384. 

tests,  physical,  379. 
Zinc  concentrates,  roasting^  Anaconda  and  Great  Falls,  708. 
Zinc  dust:  electric  distillation,  223. 

manufacture,  Great  Falls  plant,  734. 

precipitation  of  copper  and  cadmium  in  electrolytic  zinc  process,  717 
Zinc  ferritc.  formation  m  roasting,  108. 
Zinc-lead  alloys,  freezing-point  curve,  234. 
Zinc  ore:  Butte,  treatment  possibilities,  699. 

leaching,  see  Electrolytic  zinCf  leaching. 
Zinc  rod,  stress-deformation  curves,  pure  and  alloyed,  368. 
Zinc  strip,  see  Zinc,  rolled. 
Zinc  suliate,  decomposition  pressure,  107,  108. 


■ 


KHIAl 


I 


